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NOTE ABOUT THE CD ACCOMPANYING THE BOOK 

This book is accompanied by a CD, which contains audiovisual modules for 
: better visualization and understanding of the subject. 

It has been found in our research done over hundreds of students and dozens of colleges 
and universities that visualization 1Q is lacking in different quantities among male and 
female students. It is therefore necessary to aid learning process by use of high quality 
computer animations as a novel pedagogical concept. 

This CD contains 51 modules and CD is provided FREE with 50th Edition of the book. 
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Drawing instruments are used to prepare drawings easily and accurately. The 
accuracy of the drawings depends largely on the quality of instruments. With 
instruments of good quality, desirable accuracy can be attained with ease. It is, 
therefore, essential to procure instruments of as superior quality as possible. 


Below is the list of minimum drawing instruments and other drawing materials 


which every student must possess: 


is 


Drawing board 


2. T-square 
3. 
4. Drawing instrument box, containing: 


Set-squares — 45° and 30°- 60° 


(i) Large-size compass with inter-changeable pencil and pen legs 
(ii) Lengthening bar 

(iii) Small bow compass 
(іу) Large-size divider 
(v) Small bow divider 
(vi) Small bow ink-pen 
(vii) Inking pen 

Scales 

Protractor 

French curves 

Drawing papers 
Drawing pencils 
Sand-paper block 


. Eraser (Rubber) 

. Drawing pins, clips or adhesive tapes 
. Duster | 

. Drafting machine 

15. 


Roll-n-draw. 


We shall now describe each of the above in details with their uses: 
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This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 1 for Introduction 
of the subject and various drawing instruments. 


Drawing board is rectangular in shape and is made of strips of well-seasoned soft 
wood about 25 mm thick. It is cleated at the back by two battens to prevent warping. 
One of the edges of the board is used as the working edge, on which the T-square is 
made to slide. It should, therefore, be perfectly straight. In some boards, this edge is 
grooved throughout its length and a perfectly straight ebony edge is fitted inside this 
groove. This provides a true and more durable guide for the T-square to slide on. 


TABLE 1-1 
SIZES OF DRAWING BOARDS 


FIG. 1-1 


Drawing board is made in various sizes. Its selection depends upon the size 
of the drawing paper to be used. The sizes of drawing boards recommended by 
the Bureau of Indian Standards (15:1444-1989) are tabulated in table 1-1. 


For use in schools and colleges, the last two sizes of the drawing boards are 
more convenient. Large-size boards are used in drawing offices of engineers and 
engineering firms. The drawing board is placed on the table in front of the student, 
with its working edge on his left side. It is more convenient if the table-top is 
sloping downwards towards the student. If such a table is not available, the necessary 
slope can be obtained by placing a suitable block of wood under the distant longer 
edge of the board. 


A T-square is made up of hard-quality wood. It consists of two parts — the stock 
and the blade — joined together at right angles to each other by means of screws 
and pins. The stock is placed adjoining the working edge of the board and is made 
to slide on it as and when required. The blade lies on the surface of the board. 
Its distant edge which is generally bevelled, is used as the working edge and 
hence, it should be perfectly straight. The nearer edge of the blade is never used. 
The length of the blade is selected so as to suit the size of the drawing board. 
Now-a-days T-square is also available of celluloid or plastic with engraved scale. 


Ari. 1-3] 


Uses: 


(ii) 


(ІН) 
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WORKING EGDE 


FiG. 1-2 


The T-square is used for drawing horizontal lines. The stock of the T-square 


is held firmly with the left hand against the working edge of the board, 


and the line is drawn from left to right as shown in fig. 1-3. The pencil 
should be held slightly inclined in the direction of the line (i.e. to the 
right) while the pencil point should be as close as possible to the working 
edge of the blade. Horizontal parallel lines are drawn by sliding the stock 
to the desired positions. 


FIG. 1-3 


The working edge of the T-square is also used as a base for set-squares 
to draw vertical, inclined or mutually parallel lines. A pencil must be 
rotated while drawing lines for uniform wear of lead. The T-square should 
never be used on edge other than the working edge of the board. It 
should always be kept on the board even when not in use. 


Testing the straightness of the working edge of the T-square: Mark any two 
points A and B (fig. 1-4) spaced wide apart and through them, carefully 
draw a line with the working edge. Turn the T-square upside down as shown 
by dashed lines and with the same edge, draw another line passing through 
the same two points. If the edge is defective the lines will not coincide. 
The error should be rectified by planing or sand-papering the defective edge. 
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UNDERSIDE OF BLADE 


The set-squares are made of wood, tin, celluloid or plastic. Those made of transparent 
celluloid or plastic are commonly used as they retain their shape and accuracy for 
a longer time. Two forms of set-squares are in general use. A set-square is triangular 
in shape with one of the angle as right angle. The 30-60% set-square of 250 mm 
length and 45? set-square of 200 mm length are convenient sizes for use in 
schools and colleges. 


(iii) 


(iv) 


250 


200 


2 


НІС. 1-5 


Set-squares are used for drawing all straight lines except the horizontal 
lines which are usually drawn with the T-square. Vertical lines can be 
drawn with the T-square and the set-square. | 


In combination with the T-square, lines at 30? or 60° angle with verica or 
horizontal lines can be drawn with 30°- 60° set-square and 45° angle with 
45° set-square. The two set-squares used simultaneously along with the 
T-square will produce lines making angles of 15°, 75°, 105° etc. 


Parallel straight lines in any position, not very far apart, as well as lines 
perpendicular to any line from any given point within or outside it, can also 
be drawn with the two set-squares. 


A circle can be divided in six, eight, twelve and twenty four equal parts by 
using set-squares and T-square. 
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Problem 1-1. To draw a line perpendicular to a given horizontal line from a given 
point within it. 


(i) Place the T-square a little below the 
given line (fig. 1-6). | 


(ii) Arrange any one set-square with one 
of the edges containing the right 
angle touching the working edge of 
the T-square, and the other edge 
passing through the given point. 

(iii) Holdthe T-square and the set-square in 
this position firmly with the left hand. 


y) With the right hand, draw the 
required line through the given point 
in the upward direction as shown 
by the arrow. The pencil point should 
always be in contact with the edge 
of the set-square. А perpendicular 5 
from any given point outside the НІС. 1-6 
line can also be drawn іп the same manner. Vertical parallel lines тау be 
drawn by sliding the set-square eU the edge of the T-square to the required 
positions. 


Problem 1-2. To draw a line inclined at 45°, 30? or 60° to a aven horizontal line 
from a given point. 


(i) Place the edge containing 
the right angle of the 45° 
set-square on the edge of 
the T-square (fig. 1-7). | 


(ii) Slide it so that its longest 
edge (hypotenuse) passes 
through the given pointand . 
then draw the required line. 
The same line will make 45° 
angle with the vertical line © 
passing through that point. 

(iii) By turning the set-square 
upside down, the line 
making 45? angle in the 
other direction will be - 
drawn. The lines can also | | | 
be drawn by placing the FIG. 1-9 , HG, 1-10 
set-square so that its longest edge coincides with the edge of the T-square 
and the other edge passes through the given point. A circle can similarly be 
divided into eight equal parts by lines passing through its centre (fig. 1-8). 


Lines inclined at 30% or 60? to a given horizontal line can similarly be drawn with 
the aid of a 30°- 60? set-square (fig. 1-9). A circle may be divided into twelve equal 
divisions in the same manner (fig. 1-10). | 
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Problem 1-3. 70 draw a line inclined at 15? to a given horizontal line from a 
given point. 


(i) Place the 302-607 set-square with its longer edge containing the right angle, 
coinciding with the edge of the T-square (fig. 1-11). 


(ii) Arrange the 45? set-square with its 
longest edge on the longest edge of the 
30°-60° set-square. 

(iii) Slide the 45° set-square so that one of 
its edges containing the right angle passes 
through the given point, and draw the 
required line. The line drawn with the 
other edge will make 15° angle with the 
vertical line and 105° or 75° angles with 
the horizontal line. A circle may thus be 
divided into 24 equal parts with the aid 
of the set-squares (fig. 1-12). 


180° 


FIG. 1-12 НІС. 1-13 


Fig. 1-13 shows methods of drawing lines (with the aid of the T-square and 
set-squares) making angles with the horizontal line in multiples of 15° upto 180°. 


Problem 1-4. То draw a line parallel to a given straight line through a given point. 

The line AB and the point P are given (fig. 1-14). 

(i) Arrange an edge of а set-square 
coinciding with AB. 


(ii) Place the other set-square as a base 
for the first. 


(iii) Hold the second set-square firmly 
and slide the first, till its arranged 
edge is along the point P. 


(іу) Draw the line CD through P. CD is 
the required parallel line. 


By keeping the edge of the T-square as e c 
base for the set-square, parallel lines, long 2. 
distances apart, сап be drawn. Fic. 1-14 
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Problem 1-5. To draw a line perpendicular to a given line through a point within 
or outside it. 


The line РО and the point O are given (fig. 1-15). 
Method 1: 


(i) Arrange the longest edge of one set-square 
along PQ. 


(ii) Place the second set-square or T-square 
as base along one of the edges containing 
the right angle. 


(iii) Holding the base set-square firmly, rotate 
the first set-square so that its other 
edge containing the right angle coincides 
with the edge of the base set-square. 


| n FIG. 1-15 
(iv) Slide the first set-square till its longest 


edge is on the point O and draw the 
required line AB. 


Method И: 


(i) Arrange one set-square with an edge 
containing the right angle along the line 
PQ (fig. 1-16). 


(ii) Place the second set-square or T-square 
as a base under the longest edge. 


(iii) Slide the first set-square on the second 
till the other edge containing the right 
angle is on the point O and draw the 
required line AB. 


Problem 1-6. То draw a line parallel to a given straight D 
line at a given distance, say 20 mm from it (fig. 1-17). 


Let AB be the given line. 


(i) From any point Pin АВ, draw a line PQ perpendicular 
to AB (Problem 1-5). 


(ii) Mark a point R such that PR = 20 mm. 


(iii) Through R, draw the required line CD parallel to 
AB (Problem 1-4). 


The drawing instrument box contains the following as mentioned earlier: 


(1) Large-size compass with interchangeable pencil and pen legs 


(2) Lengthening bar (5) Small bow divider 
(3) Small bow compass (6) Small bow ink-pen 
(4) Large-size divider (7) Inking pen. 
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(1) Large-size compass with interchangeable pencil and pen legs (fig. 1-18): 
The compass is used for drawing circles and arcs of circles. It consists of two 
legs hinged together at its upper end. A pointed needle is fitted at the lower end 
of one leg, while a pencil lead is inserted at the end of the other leg. The lower 
part of the pencil leg is detachable and it can be interchanged with a similar 
piece containing an inking pen. Both the legs are provided with knee joints. 
Circles upto about 120 mm diameter can be drawn with the legs of the compass 
kept straight. For drawing larger circles, both the legs should be bent at the knee 
joints so that they are perpendicular to the surface of the paper (fig. 1-19). 


НС. 1-18 НС. 1-19 FiG. 1-20 


As the needle is required to be inserted slightly inside the paper, it is kept 
longer than the lead point. The setting of the pencil-lead relative to the needle, 
and the shape to which the lead should be ground are shown in fig. 1-20. 


To draw a circle, adjust the opening of the legs of the compass to the 
required radius. Hold the compass with the thumb and the first two fingers 
of the right hand and place the needle point lightly on the centre, with the 
help of the left hand. Bring the pencil point down on the paper and swing 
the compass about the needle-leg with a twist of the thumb and the two 
fingers, in clockwise p direction, until the circle is completed. The compass 
should be kept slightly inclined in the direction of its rotation. While drawing 
concentric circles, beginning should be made with the smallest circle. 


(2) Lengthening bar: Circles of more than 150 mm radius are drawn with the 
aid of the lengthening bar. The lower part of the pencil leg is detached and the 
lengthening bar is inserted in its place. The detached part is then fitted at the end 
of the lengthening bar, thus increasing the length of the pencil leg (fig. 1-21). 


It is often necessary to guide the pencil leg with the other hand, while drawing 
large circles. 


(3) Small bow compass: For drawing small circles and arcs of less than 
25 mm radius and particularly, when a large number of small circles of the same 
diameter are to be drawn, small bow compass is used (fig. 1-22). 
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Curves drawn with the compass should be of the same darkness 
as that of the straight lines. It is difficult to exert the same amount 
of pressure on the lead in the compass as on a pencil. 


It is, therefore, desirable to use slightly softer variety of lead (about 
one grade lower, HB or H) in the compass than the pencil used for 
drawing straight lines, to maintain uniform darkness in all the lines. 


LENGTHENING BAR 


FIG. 1-21 FIG. 1-22 FIG. 1-23 


(4) Large-size divider: The divider has two legs hinged at the upper end and 
is provided with steel pins at both the lower ends, but it does not have the knee 
joints (fig. 1-23). 


In most of the instrument boxes, a needle attachment is also provided 
which can be interchanged with the pencil part of the compass, thus converting it 
into a divider. | 


The dividers are used: | 
(i) to divide curved or straight lines into desired number of equal parts, 


(ii) to transfer dimensions from one part 
of the drawing to another part, and 


(iii) to set-off given distances from the 
scale to the drawing. 


They are very convenient for setting-off 
points at equal distances around a given 
point or along a given line. 


(5) Small bow divider: The small bow 
divider is adjusted by a nut and is very 
convenient for marking minute divisions 
and large number of short equal distances. 


Problem 1-7. To divide a straight line 
into a number of equal parts — say 3. 


The straight line AB is given (fig. 1-24). 


(i) Set the legs of the divider so that 


the steel pins are approximately 


1 


= of the length of the line apart. 
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(ii) Step this distance lightly from one end of the line, say B, turning the 
divider first in one direction and then in the other. If the last division falls 


À | i 1 | 
short, increase the set distance by approximately < of the difference by 


means of the nut, keeping the other point of the divider on the paper. If 
the last division goes beyond the end of the line, decrease the set distance 


by 5 of the difference. 


(iii) Re-space the line, beginning from the starting point, and adjusting the 
divider until the required setting is obtained. 


With some practice, it will be possible to obtain the desired result with less trials 
and in short time. The trial divisions should be set-off as lightly as possible so that 
the paper is not pricked with large and unnecessary holes. 


Any arc or a circle can similarly be divided into any number of equal divisions. 
(6) Small bow ink-pen: It is used for drawing small circles and arcs in ink. 


(7) Inking pen (fig. 1-25): This is used for drawing 
straight lines and non-circular arcs in ink. It consists of 
a pair of steel nibs fitted to a holder made of metal or 
ivory. Ink is filled between the two nibs to about 6 mm 
length by means of a quill which is usually fitted to the 
cork of the ink bottle. The gap between the nibs through 
which the ink flows and upon which the thickness of 
the line depends is adjusted by means of the screw S. 


The pen should be kept sloping at about 60? with 
the paper in the direction of drawing the line and the 
ends of the nibs should be slightly away from the 
edge of the T-square or set-square. The screw should 
be on the side, farther from the T-square. 


As the ink dries rapidly, the pen should be used 
immediately after it is filled. The inside faces of the nibs 
should be frequently cleaned for the ink to flow freely 
and to maintain uniformity in thickness of lines. Ink 
should never be allowed to dry within the pen. There 
should be no ink on the outside of the nibs and hence, 
the pen should never be dipped in ink. 


НО. 1-25 


For drawing large circles and circular arcs, inking attachment should be fitted 
in place of the pencil leg in the compass. 


Scales are made of wood, steel, celluloid or plastic or card board. Stainless-steel 
scales are more durable. Scales may be flat or of triangular cross-section. 15 cm 
long and 2 cm wide or 30 cm long and 3 cm wide flat scales are in common 
use. They are usually about 1 mm thick. Scales of greater thickness have their 
longer edges bevelled. This helps in marking measurements from the scale to the 
drawing paper accurately. Both the longer edges of the scales are marked with 
divisions of centimetres, which are sub-divided into millimetres. 
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Fic. 1-26 


Various other types of scales are described in chapter 4. 


The scale is used to transfer the true or relative dimensions of an object to the 
drawing. It is placed with its edge on the line on which measurements are to be 
marked and, looking from exactly above the required division, the marking is done 
with a fine pencil point. The scale should never be used as a straight-edge for drawing 
lines. The card-board scales are available in a set of eight scales. They are designated 
from M1 to М8 as shown in table 1-2. 


TABLE 1-2 
STANDARD SCALES 


] 
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Protractor is made of wood, tin or celluloid. Protractors of transparent celluloid 
are in common use. They are flat and circular or semi-circular in shape. The 
commonest type of protractor is semi-circular and of about 100 mm diameter. Its 
circumferential edge is graduated to 1° divisions, is numbered at every 10° interval 
and is readable from both the ends. The diameter of the semi-circle (viz. straight 
line 0-180%) is called the base of the protractor and its centre O is marked Бу 
a line perpendicular to it. 


FIG. 1-27 


The protractor is used to draw or measure such angles 
as cannot be drawn with the set-squares. A circle can be 
divided into any number of equal parts by means of the 
protractor. 


Problem 1-8. Jo draw a line making an angle of 73° 
with a given line through a given point in it. | 


Let AB be the line and C the point in it. 


(i) Set the protractor with its base coinciding with , 
| : . FIG. 1-28 
AB (fig. 1-28) and its centre exactly on the point C. 
(ii) Mark a point D opposite to the 73° division and join C with D. Then ZACD = 73° 
(fig. 1-28). Another point D' can be marked against the reading from the 
other side. In this case ZBCD' = 73? while ZACD' = 107°. 


French curves are made of wood, 
plastic or celluloid. They are made in 
various shapes, one of which is shown 
in fig. 1-29. Some set-squares also 
have these curves cut in their middle. 


French curves are used for 
drawing curves which cannot be 
drawn with a compass. Faint freehand 
curve is first drawn through the FIG. 1-29 


PASHM MAT 
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known points. Longest possible curves exactly coinciding with the freehand curve 
are then found out from the french curve. Finally, neat continuous curve is drawn 
with the aid of the french curve. Care should be taken to see that no corner is 
formed anywhere within the drawn curve. 


Drawing papers are available in many: 2 AD (148 mm x 210 mm) 
varieties. For ordinary pencil-drawings, | / | 
the paper selected should be tough © | 3 . А4 (210 mm x 297 mm) 


and strong. It should be uniform in 
thickness and as white as possible. 
When the rubber eraser is used on it, 
its fibres should not disintegrate. Good A2 (420 mm x 594 mm 
quality of paper with smooth surface 
should be selected for drawings which 


| | 
| 

are to һе inked and preserved for а <> А1 (594 тт х 841 тт) 
long. time. It should be such that the | ИИС ССЗ 
ink does not spread. Thin and cheap 
quality paper may be used for drawings | 
from which tracings are to be prepared. ^ zs. | 
The standard sizes of drawing papers ae | 


| М7 a aa 
| 


A3 (297 mm x 420 mm) 


recommended by the Bureau of Indian 
Standards (В.1.5.). are given in table 2-1. 


Surface area of А0 size is one square 
metre. Successive format sizes (from А0 Uwe 
to A5) are obtained by halving along the 9 
length or doubling along the width. The E 


areas of the two supsequent sizes are in FIG. 1-30 
the ratio 1:2. See fig. 1-30. 2 | | 


| 
| 
i 
| 


The accuracy and appearance of a drawing depend very largely on the quality of 
the pencils used. With cheap and low-quality pencils, it is very difficult to draw 
lines of uniform shade and thickness. The grade of a pencil lead is usually shown 
by figures and letters marked at one of its ends. Letters HB denote the medium 
grade. The increase in hardness is shown by the value of the figure put in front 
of the letter H, viz. 2H, 3H, 4H etc. Similarly, the grade becomes softer according 
to the figure placed in front of the letter B, viz. 2B, 3B, 4B etc. 2 


Beginning of a drawing should be made with H or 2H pencil using it very 
lightly, so that the lines are faint, and unnecessary or extra lines can be easily 
erased. The final fair work may be done with harder pencils, e.g. 3H and upwards. 
Lines of uniform thickness and darkness can be more easily drawn with hard- 
grade pencils. 


H and HB pencils are more suitable for lettering and dimensioning. For freehand 
sketching, where considerable erasing is required to be done, soft-grade pencils 
such as HB should be used. 
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Great care should be taken in mending the pencil and sharpening the lead, as 


the uniformity in thickness of lines depends largely on this. The lead may be 
sharpened to two different forms: 


(i) Conical point and 
(ii) Chisel edge. 


The conical point is used in sketch work and 
for lettering etc. With the chisel edge, long thin 
lines of uniform thickness can be easily drawn 
and hence, it is suitable for drawing work. 


To prepare the pencil lead for drawing work, 
the wood around the lead from the end, other 
than that on which the grade is marked, is removed 
with a pen-knife, leaving about 10 mm of lead 
projecting out, as shown in fig. 1-31(a). 


The chisel edge [fig. 1-31(b)] is prepared by rubbing the lead on a sand-paper 
block, making it flat, first оп one side and then on the other by turning the 
pencil through a half circle. For making the conical end [fig. 1-31(c)] the 
pencil should be rotated between the thumb and fingers, while rubbing the lead. 


The pencil lead should occasionally be rubbed on the sand-paper block (while doing 
the drawing work) to maintain the sharpness of the chisel edge or the pointed end. 


Instead of wooden pencils, Mechanical clutch pencils with a different lead size 


and grade like 5 mm, 4 mm and H, 2H, HB etc., are also available. Sharpening 
is not required in such pencils. 


Soft India-rubber is the most suitable kind of eraser for pencil drawings. It should 


be such as not to spoil the surface of the paper. Frequent use of rubber should 
be avoided by careful planning. 


These are used to fix the drawing paper on the drawing board. The needle part 
of the pin is generally made of steel, while the head may be of plated mild steel 
or brass. Pins of about 15 mm to 20 mm diameter and about 1 mm thick flat 
heads made of brass are quite convenient, as they do not rust. Pins should be 
so inserted that the heads sit on the surface of the paper. Clips or adhesive tapes 
are often used instead of the pins. (Refer fig. 1-32). 


FIG. 1-32 
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It consists of a wooden block about 150 mm 
х 50 mm x 12 mm thick with a piece of 
sand-paper pasted or nailed on about half of 
its length, as shown in fig. 1-33. 


The sand-paper, should be replaced 
by another, when it becomes dirty or worn 
out. This block should always be kept 
within easy reach for sharpening the pencil 


lead every few minutes. FiG. 1-33 


Duster should preferably be of towel cloth of convenient size. Before starting 
work, all the instruments and materials should be thoroughly cleaned with the 
duster. The rubber crumbs formed after the use of the rubber should be swept 
away by the duster and not by hand. The underside of the T-square and the 
set-squares or the drafting machine which continuously rub against the paper 
should be frequently cleaned. 


; MACHINE ( Ho. 1234). : 


The uses and advantages of the НЕ set-squares, scales and the protractor аге 
combined in the drafting machine. Its one end is clamped by means of a screw, 
to the distant longer edge of the drawing board. At its other end, an adjustable 
head having protractor markings is fitted. Two blades of transparent celluloid ашы; 
set at right angles to each other are attached to the head. 


DRAWING BOARD 


BLADES WITH SCALE 


ADJUSTABLE PROTRACTOR HEAD 


FIG. 1-34 
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The machine has a mechanism which keeps the two blades always parallel to 
their respective original position, wherever they may be moved on the board. The 
blades have scales marked on them and are used as straight edges. In some 
machines, the blades are removable and hence a variety of scales can be used. The 
blades may be set at any desired angle with the help of the protractor markings. 


Thus, by means of this machine, horizontal, vertical or inclined parallel lines of 
desired lengths can be drawn anywhere on the sheet with considerable ease and 
saving of time. Drafting machines are common among the college students and 
draughtsmen. 


It consists of graduated roller, scale of 16 centimeter and protactor. It is ideal 


(1) Cleaning the instruments: Clean the drawing board and the T-square and 
place them on the table, with the working edge of the board on your left-hand side 
and the stock of the T-square attached to that working edge. Clean all other 
instruments and materials and place them on a neat piece of paper by the side of 
the board. When a drafting machine is used, clean the drafting machine before 
fixing on drawing board. 

ЕВЕ OF PAPER 


FiG. 1-36 


(2) Pinning the paper to the drawing board: Place the paper at about equal 
distances from the top and bottom edges of the board and one of its shorter 
edges at about 25 mm from the working edge of the board. When the paper is 
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of a much smaller size than that of the board, it may be placed with its lower 
edge at about 50 mm from the bottom edge of the board. Insert a pin in the left- 
hand top corner of the paper and at about 10 mm from its edges. Adjust the 
paper with the right hand, bringing its upper edge in line with the working edge 
of the T-square (fig. 1-36). 


Stretch the paper gently to make it perfectly flat and insert the second pin at the 
right-hand bottom corner. In the same manner, fix two more pins at the remaining 
corners. Push the pins down firmly till their heads touch the surface of the paper. 


(3) Border lines: Perfectly rectangular working space is determined by drawing 
the border lines. These may be drawn at equal distances of about 20 mm to 
25 mm from the top, bottom and right-hand edges of the paper and at about 
25 mm to 40 mm from the left-hand edge. More space on the left-hand side is 
provided to facilitate binding of the drawing sheets in a book-form, if so desired. 


To draw the border lines (fig. 1-37): [Dimensions shown are in mm.] 


(i) Mark points along the left-hand 230 _ 20 
edge of the paper at required — Y | | Bern 
distances from the top and ^? Е 
bottom edges and through them, | 
draw horizontal lines with the 


T-square or by mini-drafter. 


(1) Along the upper horizontal line, 
mark two points at required 
distances from the left-hand and { 
right-hand edges, and draw SO 
vertical lines through them by dg 
mini-drafter. FIG. 1-37 


(іі) Erase the extra lengths of lines beyond the points of intersection. 


(iv) One more horizontal line at about 10 mm to 20 mm from the bottom 
border line may also be drawn and the space divided into three blocks. A 
title block as shown in fig. 2-2 must be drawn in left-hand bottom corner 
above block-3; in which 


(a name of the institution, 
(b) title of the drawing, and 
(c name, class etc. of the student may be written. 


(4) Spacing of drawings: When only one drawing or figure is to be drawn 
on a sheet, it should be drawn in the centre of the working space. For more than 
one figure, the space should be divided into suitable blocks and each figure 
should be drawn in the centre of its respective block. 


Important: The subject of Engineering Drawing cannot be learnt only by reading 
the book. The student must have practice in drawing. With more practice he can 
attain not only the knowledge of the subject but also the speed. He may possess 
drawing instruments of the best quality. But to gain proficiency in the subject he 
should pay a lot of attention to accuracy, draftsmanship i.e. uniformity in thickness 
and shade of lines according to its type, nice lettering and above all general neatness. 
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, сору fig. (a) to fig. 1-38 
fig. 1-39. ТАП! dimensions are in mm.] 
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FIG. 1-38(a) FIG. 1-38(b) 
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FIG. 1-38 (f) FIG. 1-38(g) FIG. 1-39 


2. Draw a circle of 75 mm diameter. With the aid of T-square and set-squares 
only, draw lines passing through its centre, dividing it into 
(i) eight, (ii) twelve and (iii) twenty four equal parts. 
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Э, 


Without using a protractor, draw triangles having following base angles оп а 
75 mm long line as base: 


(1) 75° апа 15°, (ii) 60? and 75%, (ІН) 135° and 15°, (ім) 105? and 45°. 
Draw a line 125 mm long and divide it into seven equal parts by means of a divider. 


Copy fig. 1-40(a) to fig. 1-40(d) as per layout shown in fig. 1-41. 
[All dimensions are in mm.] 


FIG. 1-41 


Draw lines (using the protractor) meeting at the end A of a line AB and making 
with it the angles: (1) 27°, (2) 49°, (3) 115°, (4) 151°. 


Draw a straight line AB of any length. Mark any point O on it. Through O, draw 
all possible angles in multiples of 15°, with the aid of the T-square and set-squares. 


Fill up the blanks with appropriate words selected from the list given: 
(a The edge of the board on which T-square is made to slide is called its 


(1) working edge (2) straight edge (3) chisel edge. 
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(b) 


(с) 


(i) 


(j) 


То prevent warping of the board |... are cleated at its back. 
(1) packings (2) wooden blocks (3) battens. оа 
Тһе two parts of the T-square аге and n 
(1) vertical and horizontal edge (2) straight edge (3) stock (4) blade. 
The T-square is used for drawing ............. lines. 
(1) vertical (2)curve (3) horizontal. 
Angles in multiples of 15% are constructed by the ыен use 17 A P RU: 5 
and 
ы (1) T-square (2) set-squares (3) protractor. 
To draw or measure angles, _._ is used. 
(1) set-squares (2) T-square . (3) protractor. 
For drawing large-size circles, |||... is attached to the compass. 
(1) straight bar (2) bow compass (3) d bar. 
Circles of small radii are drawn by means of a ваа 
(1) lengthening Баг (2) bow divider (3) bow венера) 
Measurements from the scale to the drawing are transferred with the aid 
of a NOT | 
(1) scale (2) compass (3) divider. | 
The scale should never be used аба. for drawing straight lines. 
0) set-squares (2) working edge (3) straight edge. 
ЕЕЕ — is used for setting-off short equal distances. 
(1) compass (2) bow divider (3) scale. | 
For drawing thin lines of uniform thickness the safe should be Sharpened 
in the form of |... | | 
(1) chisel edge (2) conical (3) pointéd. ds | 
Pencil of _________ grade sharpened in the form of _____ is used for 
sketching and lettering. 
(1) soft (2)low (3) conical point (4) chisel. 
------. аге used for drawing curves which cannot be drawn by a compass. 
(1) bow compass (2) protractor (3) French curves. 
To remove unnecessary lines .. . is used. - 
(1) duster (2) chalk (3) sand box (4) eraser. 
Uses of the PN set-squares, scale and protractor are combined in 
the 
(1) а : (2) drafting machine (3) compass. 
Circles and arcs of circles are drawn by means of a 
(1) lengthening bar (2) divider. (3) compass. 
Inking pen is used for drawing NEN EA ИЙИК. 
(1) writing (2) curves (3) ы lines: | | 
Set-squares are used for drawing os do fe and — Ў . lines. 
.(1) horizontal (2) vertical (3) inclined (4) жай 
to Ex. 8: 


Answer 


a-1, b-3, c-3 and 4, did en ando. f-3, 2-3, h-3, i-3, x k2, it, КС п-3, 
о-4, p-2, q-3, г-3, 5-2, 3 and 4. TEE "EC 


_ (1) Sheet sizes: The preferred sizes of the drawing sheets recommended by 
the Bureau of Indian Standards (B.1.S.) are given below as per SP: 46 (2003). Refer 
fig. 1-30: 


TABLE 2-1 


The layout of the drawing on a drawing sheet should be done in such a manner 
as to make its reading easy and speedy. Fig. 2-1(a) and fig. 2-1(b) shows an A1 size 
sheet layout. All dimensions are in millimetres. 


(2) Margin: Margin is provided in the drawing sheet by drawing margin lines 
(Пір. 2-1(а)]. Prints are trimmed along these lines. After trimming, the prints would 
be of the recommended trimmed sizes of the trimmed sheets. 


(3) Border lines: Clear working space is obtained by drawing border lines as 
shown in [fig. 2-1(a)]. More space is kept on the left-hand. side for the purpose 
of filing or binding if necessary. When prints are to be preserved or stored in a 
cabinet without filing, equal space may be provided on all sides (fig. 2-3). 


(4) Borders and frames: SP: 46 (2003) recommends the borders of 20 mm 
width for the sheet sizes AO and A1, and 10 mm for the sizes A2, A3, A4 and A5. 
Frame shows the clear space available for the drawing purpose. 


(5) Orientation mark: Four centring marks are drawn as shown in fig. 2-1(b) 
to facilitate positioning of the drawing for the reproduction purpose. The orientation 
mark will coincide with one of centring marks which can be used for the orientation 
of drawing sheet on the drawing board. 


22 Engineering Drawing [Ch. 2 


(6) Grid reference system (zones system): The grid reference system is drawn 
on the sheet to permit easy location on the drawing such as details, alterations or 
additions. The rectangle of grid along the length should be referred by numerals 


1, 2, 3... etc. and along the width by the capital letters A, B, C, D etc. as shown 
in fig. 2-1(b). | 
T 49 BORDERLINE 10 


| a 
ae зс КА ee UNTRIMMED 
| SHEET 
FOLDING MARK MARGIN LINE 
ed 
e MARGIN 
TRIMMED SIZE 


FIG, 2-1(b) 


(7) Title block: Space for the title block must be provided in the bottom 
right-hand corner of the drawing sheet as shown in fig. 2-1(a) and fig. 2-1(b). The 
size of the title block as recommended by the В.1.5. is 185 mm x 65 mm for 
all designations of the drawing sheets. Fig. 2-2 shows the simplest type of a title 
block. АП title blocks should contain at least the particulars as shown in table 2-2. 
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NAME OF THE FIRM 


SCALE TITLE DRAWING NO. 


SHEET 3 OF 12 
| 


| 25 | | | 
- 185 
FIG. 2-2 


TABLE 2-2 
PARTICULARS GF TITLE BLOCK 


ates of persons who have designed 


(8) List of parts or the bill of materials: When drawings of a number of 
constituent parts of an object are drawn in a single drawing sheet, a list of these 
parts should be placed above or beside the title block in a tabular form. It should 
provide the following minimum particulars for each part: 


Part no., name or description, no. off i.e. quantity required, material and sometime 
stock size of raw material, remarks. 


Additional information such as job and order number, instructions regarding 
finish, heat-treatment, tolerances (general) and references pertaining to jigs, fixtures, 
tools, gauges etc. may be, if necessary included in the title block or given separately 
in tabular form. 


(9) Revisions of drawing: For locating a portion of the drawing for the purpose of 
revision etc., the sides of the three larger sizes of the drawing sheets viz. AO, A1 and A2 
are divided into a number of equal zones. 


Fig. 2-3 shows an A1 size sheet with zones marked on it. The zones along the 
length / are designated by numerals, while those along the width w are designated 
by letters. The location D8 is a rectangle formed by the intersection of the zones 
D and 8. The number of zones suggested by the B.I.S. for AO, A1 and A2 sizes 
of drawing sheets along the lengths / are 16, 12 and 8 respectively, while those 
along the widths w are 12, 8 and 6 respectively. 


A revision panel is drawn either attached to the title block above it or in the 
top right-hand corner of the sheet. The revisions are recorded in it giving the 
revision number, date, zone etc. and also the initials of the approving authority. 
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10 10 


10 10 


MARGIN LINE 
FiG. 2-3 


(10) Folding marks: Folding marks are made in the drawing sheet as shown 
in fig. 2-1(a). They are helpful in folding of prints in proper and easy manner. Two 
methods of folding of prints are in general use. Method | is suitable for prints 


which are to be filed or bound. It allows prints to be unfolded or refolded without 
removing them from the files. 


Fig. 2-4(i) shows the folding diagram for folding an А1 size sheet by 


method |. It is folded in two stages, viz. lengthwise [fig. 2-4(ii)] and crosswise 
fig. 2-A(iii)]. 
841 
146 190 190 190 


(i) (i) (ii) 
FIG. 2-4 
When prints are to be stored and preserved in cabinets they are folded by 


method П. The folding diagram for folding an A1 size sheet by method II is shown 
in fig. 2-5. The two stages of folding are similar to those for method 1. 
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TITLE BLOCK 
FiG. 2-5 


Dimensions for folding of various sizes of drawing sheets by the two methods are 
given below: | 


Method 1 Method 1i 


The final size of the folded print in method | will be 297 190 mm, while - 
that in method lI will be 297 mm x 210 mm. In either case the title block is visible 
in the top part of the folded print. 


(11) Scales and scale drawing: Sometime machine part is required to draw 
larger or smaller than their actual size. For example a crankshaft of an engine 
would be drawn to a reduced scale, while connecting rod's bolt is to be drawn 
to enlarged scale. The scale of drawing must be indicated in the title block as 
shown in fig. 2-2. When details are drawn to the different scale in the same 
drawing sheet corresponding scale should be mentioned under each such detail. 


Table 2-3 shows the scales recommended in SP : 46 (2003). 


TABLE 2-3 
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Machine drawings are prepared for various purposes and they are further classified as 
under: 


(1) Production drawing: A production drawing is legal document of company. It 
is used by the technicians on the shop-floor for manufacturing the parts. It must 
provide informations about part number, dimensions, tolerance, surface finish, material 
and stock size, manufacturing process, special finishing process if required, and no. 
off required for each assembly. It is further sub-classified as: 


(i) Part drawing or detailed drawing 
(ii) Assembly drawing. 


(2) Exploded assembly drawing: It represents the details of machine in a pictorial 
form as it is assembled. It helps the mechanics for dismantling machine for repairing 
purpose. 


(3) Schematic assembly drawing: This type of assembly drawing is used for 
explaining working principle of any machine. 


(4) Drawing for instruction manual: This is assembly drawing without dimensions. 
Each part of machine is numbered so that it can be easily dismantled or assembled 
if required. This is also used for explaining working principle of each part. 


(5) Drawing for installation: This is assembly drawing with overall dimensions. 
It is used for the preparation of foundation for installing machine. 


(6) Drawing for catalogue: Special assembly drawings are prepared for catalogues, 
with overall and principal dimensions. 


(7) Tabular drawing: This is part drawing. It is used when components of same 
shape but different dimensions are to be manufactured. 


(8) Patent drawing: И is generally assembly drawing either in pictorial form or 
principal view of orthographic projection of machine. It is used for obtaining patent 
of the machine. 


(1) Sketching or freehand: Sketching or freehand is a first step to the preparation 
of a scale-drawing, i.e., a drawing drawn with the aid of instruments. A designer 
records his ideas initially in the form of sketches which are later converted into 
drawings. Similarly, views of actual objects are in the first instance, sketched 
freehand. Scale-drawings are then prepared from these sketches. Ideas and objects 
can be described in words, but the description is made more expressive with the 
aid of sketches. Thus sketching is of great importance in engineering practice. 


Sketching is always done freehand. It is in fact a freehand drawing made in 
correct proportions, but not to scale. A sketch should be so prepared as to give 
to others a clear idea, complete information and true impression of the object to 
be constructed. It should never be drawn too small. The size of a sketch should 
be such that all the features of the object, together with their dimensions, explanatory 
notes etc. are clearly incorporated in it. Proficiency in sketching can be achieved 
with constant practice only. 
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(2) Sketching materials: 


() А soft-grade pencil, preferably HB or H sharpened to a conical point. 
(ii) A soft rubber-eraser. 
(iii) A paper in form of a sketch-book or a pad. 


Above the three things are absolutely essential for sketching. 


Sometimes, cross-sectioned graph paper ruled with light lines is also used 
instead of a plain paper. These lines and squares help in drawing straight lines and 
also maintaining proportions. 


As such papers may not always be readily available, it is advisable to learn 
sketching without their aid. 


(3) To sketch straight lines: Horizontal lines are sketched with the motion of 
the wrist and the fore-arm. They are sketched from left to right [fig. 2-6(i)]. To | 
sketch a horizontal line, mark the end points. Hold the pencil at about 30 mm 
distance from the lead point. Swing it from left to right and backwards, between 
the two points and without touching the surface of the paper, till the correct 
direction is achieved. Then begin to draw the line (with the wrist-motion) with 
short and light strokes. Shift the hand after each stroke. Keep your eyes on the 
point at which the line is to end. Finish finally with a dark and firm line. Take 
proper care to maintain straightness and correct direction of the line. 


(i) (ii) (iii) (iv) (v) 
FIG. 2-6 


Vertical lines are sketched downwards [fig. 2-6(i)] with the movement of fingers. 
They may also be sketched by converting them into horizontal lines by revolving 
the paper as shown in fig. 2-6(ii). Vertical or horizontal lines near the edges of 
a sketch-book may be drawn by sliding fingers along those edges, thus using 
them as guides. Inclined lines, when they are nearly horizontal, are sketched from 
left to right. When they are nearly vertical, they are sketched downwards [fig. 2-6(iii)]. 
These lines also may be sketched as horizontal lines by revolving the paper as 
shown in fig. 2-6(iv) and fig. 2-6(v). 


(4) To sketch circles and arcs: Mark the centre and through it, draw horizontal 
and vertical centre lines [fig. 2-7(i)]. Add four radial lines between them. Mark 
points on these lines at radius-distance from the centre, judging by the eye or 
using a slip of paper as a trammel, on which the radius-distance has been approximately 
marked [fig. 2-7()]. Complete the circle with light strokes. The paper тау be 
revolved after about each quarter-circle for easy wrist motion. Erase the additional 
radial lines completely. Dim all the lines before fairing the circle with a thin and 
black outline [fig. 2-7(iii)]. Keep the centre lines thin and light. 
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(ii) (iii) (i) 
FIG. 2-7 FIG. 2-8 


Large circles may be sketched as described above by adding a few extra radial 
lines [fig. 2-8(i)]. An easier method is to mark a number of points by means of 
а trammel (at radius-distance from the centre) and to sketch the circle through 
these points [fig. 2-8(ii)]. 


. Large circles can also be drawn by making a compass of fingers and a pencil. 
Keep the little finger as a pivot at the centre. Hold the pencil stationary so that 
its point is at radius-distance from the centre and touches the paper. Rotate the 
paper with the other hand. The pencil-point will mark the circle on the paper. 
Two pencils may also be used as a compass. One pencil is held as a р while 
the other describes the circle as the paper is rotated. | 


А circle of small radius сап be sketched within а square. Sketch the circumscribing 
square (length of the side equal to the diameter of the circle) and mark the 
diagonals [fig. 2-9(i)]. Mark the mid-points of the sides of the square and four 
points on the diagonals at radius-distance from E centre [fig. 2-9(ii)]. Sketch a 
neat circle through the eight points [fig. 2-9(111)] 


x s 


(i) (ii) (iii) 
FIG. 2-9 - m 


22. Arcs of small radii are conveniently drawn by constructing squares [fig. 2-10(1)1. 
Large-radii arcs may be drawn by one of the methods described above for large 
circles. Radial-line and trammel methods are shown in fig. 2-10(ii) and fig. 2-10(iii) 
respectively. 


(5) Sketching procedure: Sketches should never be prepared with the aid of 
a scale or a straight-edge. All lines must be absolutely free-hand and their measurements 
must be in proportion only. A sketch is considered to be good when its features 
are shown in correct proportions. Its outlines must be black and thin but rigidly 
firm. Dimension lines and centre lines should be comparatively light. Dimension 
figures must be inserted with good care, as if they are printed. Lettering also 
should be done in a similar manner. 


(6) Steps in sketching: Following are the steps in sketching three orthographic 
views of a shaft-support, shown (in pictorial view) in fig. 2-11. 


(i) Determine the over-all dimensions of the views and sketch rectangles for the 
same in good proportions and correct projection, keeping Әнас us 
between them and from the border lines [fig. 2-12(i)]. АГ | 
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(ii) Insert centre lines for arcs and 
circles, and block-in the main shapes 
[fig. 2-12 (ii)]. 


(iii) Sketch arcs and circles, and halld- 
up the details Пір. 2-12 (111). 


(iv Erase all construction lines. Dim LEN 
all the lines and then make them 
bold and firm [fig. 2-12(iv)] starting 
with the curves. Keep the centre 
lines fainter. Insert all dimensions. 

Print the title. 


Fic. 2-12 | —— 
Please also refer topic 20- 7 "Procedure. for preparing a scale- -drawing’ 


This book is accompanied by a computer CD, which contains an audiovisual 

animation presented for better visualization and understanding of the 

" subject. Readers are requested to refer Presentation module 2 for Introduction 
of sheets and sheet layout. | P 


{AROT. 
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1. Prepare, giving all details, a neat sketch of a simple title block provided in a 
drawing sheet. What is its size, as recommended by the В.1.5.? 


2. Make a sketch of an A1 size drawing sheet, showing in it, the border lines, margin 
lines, folding marks, zones and the title block. Give the untrimmed and trimmed 
sizes of this sheet. 


3. Fill-up the blanks in the following by appropriate words or numerals selected from 
those given in the list as shown below. 


(i) Тһе size of the title block for all sizes of drawing sheets is 
ТТІ de m mm. 


(ii) The zones along the length of the sheet are designated Бу..-.....-..--, while 
those along its width by 


(іі) For locating a portion of a drawing, the sheet is divided into a number 


of 

(iv) For A1 size sheet the number of zones suggested by B.I.S. along the length 
are |... while those along the width are | 

(v) The drawing sheet is so folded that the... is always on the top. 

(vi) Horizontal lines are sketched from |... їо __ while vertical 
lines are sketched from to ; 

(vii) Three things absolutely essential for sketch-work are j 


ађан 
(viii) A sketch is considered to be good when its features аге shown in correct 


List of words and numerals for Ex. 3: 


1. Title block — 7. Proportions 13. Eraser 19. Top 
2. Pencil 8. Right 14. Left 20. Compass 
222110 9-03 15. 16 215.55 
4. Numerals 10. Letters 16. Position 22. Blocks 
5. Paper 11. Bottom 17. Zones 23.9 
6. 12 $4.5 m 18. 185 
Answer to Ex. 3: 
(i) 18 and 21, (i) 4 and 10, (Ін) 17, (iv) 6 and 23, 
(v) 1, (vi) 14, 8, 19 and 11, (vii) 2, 13 and 5, (viii) 7. 


4. Study chapter 7 and 20 carefully and then solve the exercises given at the end of 
each, by means of sketches. 


What are the different types of machine drawings? 
6. Differentiate clearly production drawing and installation drawing. 


Prepare freehand sketches of the views given in figures 2-13 to 2-26. Assume each 
unit to be of 10 mm length. Insert all dimensions. 
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НС. 2-14 
І 


НС. 2-17 НІС. 2-18 


FIG. 2-19 
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FIG. 2-20 FiG. 2-21 
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This chapter deals with various types of lines, lettering and dimensioning which are 
used. i dr 


Various types of lines used in general engineering drawing are shown in fig. 3-1 as 
described by SP 46:2003. 


. (1) Line thickness: The thicknesses of lines are varied according to the drawing 
and are finalized either by ink or by pencil. 


(2) Inked drawings: The thicknesses of lines in various groups are shown in 
table 3-1. The line-group is designated according to the thickness of the thickest 
line. For any particular drawing a line-group is selected according to its size and 
type. All lines should be sharp and dense so that good prints can be reproduced. 

TABLE 3-1 


Teper wil Баг 


Lett uj cm m 


(3) Pencil drawings: For drawings finaliz th pencil, the lines сап be divided 
into two line-groups as shown in table 3-2. It is important to note that in the 
finished drawing, all lines except construction lines should be dense, clean and 
uniform. Construction lines should be drawn very thin and faint and should be 
hardly visible in the finished drawing. 


TABLE 3-2 


| шы ll mE RE 
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ў 
AS 


Continuous thick or 
Continuous wide 
Continuous thin (narrow) 
(straight or curved) 


Visible outlines, visible edges; crests 
of screw threads; limits of length of 
full deph thread,lines of cuts and 
section arrows; parting lines of 
moulds in views; main representations 
in diagrams, maps, flow charts; | 
system lines(structural metal engg.) 


Imaginary lines of intersection; grid, - 
dimension, extension, projection, 
short centre, leader, reference lines; 
hatching; outlines of revolved sections; 
root of screw threads; interpretation 
lines of tapered features; framing of 
details; indication of repetitiv details; 


Continuous thin (narrow) 
freehand 


Limits of partial or interrupted views 
and sections, if the limit is not a 
chain thin line 


A 
Line showing permissible of 
surface treatment 


Dashed thin (narrow) Hidden outlines; hidden edges 


F 

QE P ы ралы а о qu Inn Centre line; lines of symmetry; 
Long-dashed dotted trajectories; pitch circle of gears, 
(narrow) pitch circle of holes, 


Continuous thin (narrow) 
with zigzags (straight) 


Long-break line 


Dashed thick (wide) 


H THICK THIN THICK Chain thin (narrow) with | Cutting planes 
(te thick (wide) at the ends 
and at changing of 
position 


Chain thick or Indication of lines or surfaces to 


Long-dashed dotted (wide)| which a special requirement applies 


Chain thin double-dashed | Outlines of adjacent parts 
or long-dashed Alternative and extreme positions of 
double-dotted (narrow) movable parts 

Centroidal lines 

Initial outlines prior to forming 

Parts situated in front of the cutting plane 


НІС. 3-1 
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Drawing pencils are graded according to increase in relative hardness. They are 
marketed with the labelled as H, 2H, 3H, 4H, 5H, 6H etc. Students are advised to use 
pencils as recommended in table 3-3, for getting accurate, clean and neat drawings. 


This book is accompanied by a computer CD, which contains an audiovisual 
, animation presented for better visualization and understanding of the 
СО, subject. Readers аге requested to refer Presentation module 3 for Туре 
| of lines, lettering and dimensioning. 


CHAROTA,; 


(1) Outlines (A): Lines drawn to represent visible edges and surface boundaries of 
objects are called outlines or principal lines. They are continuous thick or wide lines 
(fig. 3-2). | | | 

(2) Margin lines (A): They are continuous thick or wide lines along which the 
prints are trimmed [fig. 2-1(a)]. 

(3) Dimension lines (B): These lines are continuous thin lines. They are terminated 
at the outer ends by pointed arrowheads touching the outlines, extension lines or 
centre lines (fig. 3-2). 


(4) Extension or projection lines (B): These lines also are continuous thin lines. 
They extend by about 3 mm beyond the dimension lines (fig. 3-2). 


(5) Construction lines (B): These lines are drawn for constructing figures. 
They are shown in geometrical drawings only. They are continuous thin light lines. 


(6) Hatching or section lines (B): These lines are drawn to make the section 
evident. They are continuous thin lines and are drawn generally at an angle of 45? to 
the main outline of the section. They are uniformly spaced about 1 mm to 2 mm apart (fig. 3-2). 


(7) Leader or pointer lines (B): Leader line is drawn to connect a note with 
the feature to which it applies. It is a continuous thin line (fig. 3-2). 


(8) Border lines (B): Perfectly rectangular working space is determined by drawing 
the border lines [fig. 2-1(a)]. They are continuous thin lines. 


(8) Short-break lines (C): These lines are continuous, thin and wavy. They are 
drawn freehand and are used to show a short break, or irregular boundaries (fig. 3-3). 


(10) Long-break lines (D): These lines are thin ruled lines with short zigzags 
within them. They are drawn to show long breaks (fig. 3-3). 


(11) Hidden or dotted lines (E or F): Interior or hidden edges and surfaces are 
shown by hidden lines. They are also called dotted lines. They are of medium thickness 
and made up of short dashes of approximately equal lengths of about 2 mm spaced 
at equal distances of about 1 mm. When a hidden line meets or intersects another 
hidden line or an outline, their point of intersection or meeting should be clearly shown (fig. 3-2). 


(12) Centre lines (С): Centre lines are drawn to indicate the axes of cylindrical, 
conical or spherical objects or details, and also to show the centres of circles and 
arcs. They are thin, long, chain lines composed of alternately long and dot 
spaced approximately 1 mm apart. The long dashes are about 9 to 12 mm. Centre 
lines should extend for a short distance beyond the outlines to which they refer. 
For the purpose of dimensioning or to correlate the views they may be extended 
as required. The point of intersection between two centre lines must always be 
indicated. Locus lines, extreme positions of movable parts and pitch circles are also 
shown by this type of line (fig. 3-2 and fig. 3-3). 
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Е (13) Cutting-plane lines (H): The location of a cutting plane is shown by this 


line. It is a long, thin, chain line, thick at ends only (fig. 3-2). 


(14) Chain thick (J): These lines are used to indicate special treatment on the surface. 


(15) Chain thick double-dots (К): This is chain thin double-dot line. 
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Writing of titles, dimensions, notes and other important particulars on a drawing 
is called lettering. It is an important part of a drawing. However accurate and neat 
a drawing may be drawn. Its appearance is spoiled and sometimes, its usefulness 
is impaired by poor lettering. Lettering should, therefore, be done properly in 
clear, legible and uniform style. It should be in plain and simple style so that it 
could be done freehand and speedily. 


Note: Use of drawing instruments in lettering takes considerable time and 
hence, it should be avoided. Efficiency in the art of lettering can be achieved by 
careful and continuous practice. 


(1) Single-stroke letters: The Bureau of Indian Standards (IS : 9609- 2001 ) recommends 
single-stroke lettering for use in engineering drawing. These are the simplest forms of 
letters and are usually employed in most of the engineering drawings. 


The word single-stroke should not be taken to mean that the letter should be 
made in one stroke without lifting the pencil. 


It actually means that the thickness of the line of the letter should be such as 
is obtained in one stroke of the pencil. The horizontal lines of letters should be 
drawn from left to right and vertical or inclined lines, from top to bottom. 


-o Single-stroke letters are of two types: 


(i) vertical and 
(ii) inclined. — 


Inclined letters lean to the right, the slope being 75? with the horizontal. The 
size of a letter is described by its height. According to the height of letters, they 
are classified as: 


(i) Lettering 'А' (refer to table 3-4 and fig. 3-8) 

(ii) Lettering 'B' (refer to table 3-5 and fig. 3- 8). ТОЛ. 
| TABLE 3-400 
LETTERING A С Ж К) 
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TABLE 3-5 
LETTERING B (d = h) 


In lettering 'A' type, the height of the capital letter is divided into 14 parts, 
while in lettering 'B' type it is divided into 10 parts. The height of the letters and 
numerals for engineering drawing can be selected from 2.5, 3.5, 5, 7, 10, 14 and 
20 mm according to the size of drawing. The ratio of height to width varies but 
іп case of most of the letters it is 6:5. 


. Lettering is generally done in capital letters. Different sizes of letters are used for 
different purposes. 


The main titles are generally written in 6 mm to 8 mm size, sub-titles in 3 mm to 
6 mm size, while notes, dimension figures etc. in 3 mm to 5 mm size. The drawing 
number in the title block is written in numerals of 10 mm to 12 mm size. 


Fig. 3-4 shows single-stroke vertical capital letters and figures with approximate 
proportions. 


ExXES CEDE IF ӘНІ МА 


BS4567800 54 С 


FIG. 3-4 
Single-stroke inclined capital letters and figures are shown іп fig. 3-5. Тһе 
lower-case letters are usually used in architectural drawings. 


Vertical and inclined lower-case alphabets are shown in fig. 3-6 and fig. 3-7 
respectively. The width of the majority of letters is equal to the height. 
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ARBCDEFIGHUKLIN 


ЖЗҚ) DO (ӨЛЕ) 4 
ІС; 3-5 


2121010/=110|а111501аататејеге а=! 
| ыс а сыы бы eee 
UMWXYZ 


FIG. 3-6 


[2/710/0/27/078//27/48/8/0 0/0/15 


Fic. 3-8 


All letters should be uniform in shape, slope, size, shade and spacing. The 
shape and slope of every letter should be uniform throughout a drawing. For 
maintaining uniformity in size, thin and light guide-lines may first be drawn, 
and lettering may then be done between them. The shade of every letter must 
be the same as that of the outlines of drawings, i.e. intensely black. 
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Therefore, H or HB grade of pencil is recommended for this purpose. The 
spacing between two letters should not necessarily be equal. The letters should be 
so spaced that they do not appear too close together or too much apart. 


Judging by the eye, the back ground areas between the letters should be kept 
approximately equal. The distance between the words must be uniform and at least 
equal to the height of the letters. Refer to fig. 3-8. 


Lettering should be so done as can be read from the front with the main title 
horizontal, i.e. when the drawing is viewed from the bottom edge. 


АП sub-titles should be placed below but not too close to the respective views. 
Lettering, except the dimension figures, should be underlined to make them more 
prominent. 


(2) Gothic letters: Stems of aae eol letters, if given more thickness, form 
what are known as gothic letters. These are mostly used for main titles of ink-drawings. 
The outlines of the letters are first drawn with the aid of instruments and then 
filled-in with ink. 


1 1 
The thickness of the stem may vary from - to -- of the height of the letters. 


Fig. 3-9 shows the alphabet and figures in gothic with thickness equal to 5 of the 
height. 


des A ДЕГ мі a E Nm 
шиш” ARI WE' 


Every drawing, whether a scale drawing or a freehand drawing, besides showing 
the true shape of an object, must supply its exact length, breadth, height, sizes 
and positions of holes, grooves etc. and such other details relating to the manufacture 
of that object. 


Providing this information on a drawing is called dimensioning. Lines, figures, 
numerals, symbols, notes etc. are used for this purpose. 

Types of dimensions (fig. 3- 10): Two types of dimensions needed on a drawing are: 

(i) size or functional dimensions and 

(ii) location or datum dimensions (shown by letters F and L respectively). 
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The former indicate sizes, viz. length, breadth, height, depth, diameter etc. The 
latter show locations or exact positions of various constructional details within the 
object. The letter F represents functional dimensions, while NF represents non-functional 
dimensions. 


FiG. 3-10 


(1) Dimension line (fig. 3-11): Dimension line is a thin continuous line. It is 
terminated by arrowheads touching the outlines, extension lines or centre lines. 


(2) Extension line (fig. 3-11): An extension line is also a thin continuous line 
drawn in extension of an outline. (Formerly, the В.1.5. had recommended that a 
gap of about 1 mm should be kept between the extension line and an outline or 
object boundry.) It extends by about 3 mm beyond the dimension line. 


(3) Arrowhead (fig. 3-11): An arrowhead is placed at each end of a dimension line. 
Its pointed end touches an outline, an extension line or a centre line. The size of an 
arrowhead should be proportional to the thickness of the outlines. Тһе length of the 
arrowhead should be about three times its maximum width. It is drawn freehand 
with two strokes made in the direction of its pointed end. The space between them is 
neatly filled up. Different types of arrow heads are shown in fig. 3-11(a). Generally 
closed and filled arrowhead is widely used in engineering drawing. 


Note (fig. 3-11): A note gives information regarding specific operation relating to 
a feature. It is placed outside a view but adjacent to the feature concerned. It is so 
written that it may be read when the drawing is viewed from the bottom edge. 


(4) Leader (fig. 3-11): A leader or a pointer is a thin continuous line connecting 
a note or a dimension figure with the feature to which it applies. One end of the leader 
terminates either in an arrowhead or a dot. The arrowhead touches the outline, while 
the dot is placed within the outline of the object [fig. 2-1(a) and fig. 3-11(b)]. 

The other end of the leader is terminated in a horizontal line at the bottom level 
of the first or the last letter of the note. The leader is never drawn vertical or horizontal 
or curved. It is drawn at a convenient angle of not less than 30? to the line to which 
it touches. When pointing to a circle or an arc it is drawn radially. Use of common 
leaders for more than one feature should never be made. | 
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нн -<-- EXTENSION LINE 


| E 
P4 
DIMENSION LINE j | ARROWHEAD 


LEADER NOTE 
2 HOLES, 012 


() --- OPEN (90°) 

(i) кеш----- OPEN (220°) 

(ii) ксп----- CLOSED 

(м) |= CLOSED AND FILLED 
( 

( 


y) ж----- OBLIQUE STROKE 
М) &———— SMALL OPEN CIRCLE 


Ес. 3-11(a) 


The two systems of placing dimensions are: 
(1) Aligned system and 
(2) Unidirectional system. 


(1) Aligned system (fig. 3-12): In the aligned system the dimension is placed 
perpendicular to the dimension line in such a way that it may be read from the 
bottom edge or the right-hand edge of the drawing sheet. The dimensions should 
be placed near the middle and above, but clear of the dimension lines. 


916 = ae @16 ==. 


—F jj 
s up 
3| m 
© 2880 ------ 
2 4 T 
— | 
A 
1 
$, /l 
е aa 
50 | 
FIG. 3-317 FiG. 3-13 


(2) Unidirectional system (fig. 3-13): In unidirectional system all dimensions 
are so placed that they can be read from the bottom edge of the drawing sheet. 
The dimension lines are broken near the middle for inserting the dimensions. This 
system is mainly used on large drawings — as of aircrafts, automobiles etc. where 
it is inconvenient to read dimensions from the right-hand side. 
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As far as possible all dimensions should be given in millimetres, omitting the 
abbreviation mm. Even when it is not convenient to give dimensions in millimetres 
and another unit is used, only the dimension figures are written. But a foot note 
such as 'а// dimensions аге in centimetres' is inserted in a prominent place near the 
title block. The height of the dimension figures (as stated earlier) should be from 
3 mm to 5 mm. The decimal point in a dimension should be quite distinct and 
written in line with the bottom line of the figure (fig. 3-27). A zero must always 


precede the decimal point when the dimension is less than unity. 


(1) 


(2) 
(3) 
(4) 


(5) 


| (6) 


(7) 


(1) 


(2) 


(3) 


Dimensioning should be done so completely that further calculation or 
assumption of any dimension, or direct measurement from the drawing is 
not necessary. 


Every dimension must be given, but none should be given more than once. 
A dimension should be placed on the view where its use is shown more clearly. 


Dimensions should be placed outside the views, unless they are clearer and 
more easily read inside. 


Mutual crossing of dimension lines and dimensioning between hidden lines should 


be avoided. Dimension lines should not cross any other line of the drawing. 


An outline or a centre line should never be used as a dimension line. 
A centre line may be extended to serve as an extension line (fig. 3-13). 


Aligned system of dimensioning is recommended. 


Dimension lines should be drawn at least 8 mm 


away from the outlines and from each other. | 
Dimensions in а series may be placed in any one of 
the following two ways: | 


() Continuous or chain dimensioning (fig. 3-14): 


‚ ; : ы 16 20 110 
Dimensions are arranged in а straight line. Ап | 
overall dimension is placed outside the smaller | 60 
dimensions. One of the smaller dimensions (the . .FiG. 3-14 


least important) is generally omitted. 

(ii) Progressive or parallel dimensioning (fig. 3-15): 
All dimensions are shown from a common base 
line. Cumulative error is avoided by this method. 


This method is preferable. 16 
30 


Smaller dimensions should be placed nearer the view y 


and the larger further away so that extension lines do 
not cross dimension lines. Extension lines may cross 80 
each other (fig. 3-16) or the outlines (fig. 3-13). Fic. 3-15 
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(4) 


When a number of parallel 
dimension lines are to be shown 
near each other, the dimensions 


should be staggered (fig. 3-16). 
Dimensions should be shown 
where the- ape is easily 


identified. 


Arrowheads should ordinarily 
be drawn within the limits of 


the dimensioned feature. But 
when the space is too narrow, 
they may be placed outside 


: (fig. 3-17). А dot may also be 
used to replace an arrowhead. 


Due to lack of space, the 
dimension figure may be written 
above the extended portion of the 
dimension line, but preferably on 
the right-hand side (fig. 3- 17). 


Dimensions of cylindrical parts 
should as far as possible be placed 
in the views in which they are 
seen as rectangles (fig. 3-18). The 
dimension indicating a diameter 


should always be preceded by 


the symbol ø. Dimension of а 
cylinder should not be given as 
a radius. 


Fig. 3-19 shows various methods 
of dimensioning different sizes 
of circles. Dimensions should be 
shown in one view only, the same 
dimension must not be repeated 
in other view. 


Holes should be dimensioned · 
in the view in which they | 


appear as circles (fig. 3-20). They 
should be located ga their centre 
lines. EM 


As far as possible, all dimensions 
for one particular operation, 
such as diameter and depth of 
a drilled hole (fig. 3-18), or size 


and depth of a threaded hole 


(fig. 3-29) should be Ee in one 
view only. 


[Ch. 3 


FiG. 3-16 
ЛӨ. PRIN AXE 
ЖЕТІСЕ 10 
[se p 
Fic. 3-17 
012, DEEP 20 


CEMB- comen 


. 040 


E 
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In case of a large-size bore or a pitch circle, the dimension may be 


shown by a diagonal diameter (fig. 3-21). 


But (in aligned system) a dimension should not be placed within 30? zone of 
the vertical centre line as shown by the shaded space in fig. 3-21. 


Holes on pitch circles when equally 


spaced should be dimensioned as shown © 


in fig. 3-21. When holes are not equally or 
uniformly spaced on the pitch circle, they 
should be located by angles with one 
of the two main centre lines (fig. 3-22). 


Arcs. of circles should be dimensioned 
by their respective radii. Dimension line 
for the radius should pass through the 
centre of the arc. The dimension figure 
must be preceded by the letter R. 
Fig. 3-23 shows different methods of 
showing the radii of arcs. 


FIG, 3-23 


PITCH CIRCLE 


FIG. 3-24 


(8) Letters SO should precede the dimension for a rod of square cross-section 
(fig. 3-24). The word SPHERE should be placed before the dimension 
= (radius R or diameter ø) of a spherical part (fig. 3-25). 


(9) Angular dimensions may be given by any one of the methods shown in fig. 3-26. 


(10) Fig. 3-27 shows a method of dimensioning a countersunk hole. The maximum 


SPHERE R20 


diameter is also sometimes given. · 


(i) | (1) 


FIG. 3-25 FIG. 3-26 


A Yo 


(iii) 
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(11) Methods of dimensioning a chamfer is shown in fig. 3-28. 


<> 


FIG. 3-28 


(12) Designation and size, along with the useful length must Бе given while 
dimensioning an external screw thread (fig. 3-29). In case of internal 
screw thread, in addition to the size and type, the depth of the drilled 
hole before tapping must also be given (fig. 3-30). 


(13) Left-hand thread and multiple-start thread should be dimensioned as shown 
in fig. 3-31 and fig. 3-32 respectively. | 


(14) A slope or taper is defined as unit alteration in a specified length. The specified 
length is measured along the base line in case of flat pieces and along the 
axis in case of shafts. SQ. 20x4 


M 20 LH DOUBLE START 
^: BESSER NEUEM MU. 
| 


НС. 3-31 FIG. 3-32 
20 
| t SLOPE 1:2 E) 
| eir жый Ты аг 


FIG. 3-29 Fig. 3-30 FiG. 3-33 


(15) Fig. 3-33 shows the method of 
- indicating slope on a flat piece. It 
is written parallel to the sloping line. 


| Е Flat taper = L = 20 | | | 60 ы 
(16) The taper оп а shaft is indicated | 
' ; FIG. 3-34 
along the centre line and is 
accompanied by one or both the = 
diameters (fig. 3-34). 


Dg. zb 
Taper on diameter = D. | 
(17) Fig. 3-35 shows method of MG. 3-35 


dimensioning for frustum. It is drawn 42° 108 100 
obliquely but parallel to each other. => = г il 


(18) Fig. 3-36 shows methods of ANGLE ARC CHORD 
dimensioning chords, arcs and angles. FIG. 3-36 
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(19) Study carefully fig. 3-37 for correct dimensioning. 
Incorrect dimensioning is shown by cross (X) in the figure. 


е CORRECT INCORRECT REASONS FOR INCORRECT 


. Arrow head not proportionate. 
2 Hole dimension shown in 
figure. Leader line not ends 
horizontally. 
. Dimension '40' is too close. 
. Placing dimensions methods 
mix. Dimension '40' is 
according to aligned method. 


.A key-way is shown with 
dotted ine where the 
dimensions are placed. 

.Leader line for the shaft 
diameter is drawn horizontal 
touching the boundary line. 


. Dimensions are given form 
the mid-line of the object. 


| Dimensions of holes are shown 
inside the figure. 


.Dimensions are shown in 
vertical line. 


. Smaller dimensions (25 mm) 
precedes the larger dimensions 


Dimensions should be given from (30 mm). 


the outlines (finished surface) or .| 5. Fillet radius is not shown. 


a centre line of a hole 


. Dimension lines are used as 
extension. 
. Dimensions are placed inside 
the view. 
. Dimension 27 and 50 not written 
according to aligned system. 


Section overlap the dimension 
21, 


The outlines of the object are 
used as the extension lines. 


. Smaller circle is designated 
with: radius. 

. Convention '@' for diameter 
is placed after dimension. 

. Leader has arrow and it is 
drawn horizontal. 


FIG. 3-37 
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1. Write freehand, in single-stroke (i) vertical capital letters and (ii) inclined саба 
letters of 3 mm height, the following paragraph from page 39. 


All letters should іе. intensely black. 


2. Write freehand, in single-stroke vertical lower-case letters of 3 mm height, the 
following two paragraphs from page 37. 


Writing of titles, |... freehand and speedily’. 


3. Write freehand, the paragraphs stated in Ex. 2 above, in single-stroke inclined 
lower-case letters of 3 mm height. 


4. Print in gothic letters of 12 mm height, the titles of Chapters 1, 2 and 3. 
5. Fill-in the blanks with appropriate words selected from the list given below: 
(a) Writing of titles, notes etc. on a drawing is сайға. 
(b) Efficiency in the art of lettering is achieved by continuous 


— 


(с) Lettering should be in plain and simple style so that it could be don 
and 
(d) For maintaining uniformity in size, thin and light n may first be drawn. 
(е) All letters should be uniform in y o, зде ы, 
айа RN 
(f) The inclined letters slope to the at an angle of... degrees. 
(g) The size of the letter is described by its _. -— 
(h) Main title of inked drawing is generally written іл letters. 
(i) The two types of single-stroke letters are ___ and 
(j) Lettering is usually done in... letters. 
(К) Lower-case letters are usually used in no _ drawings. 
(1) Lettering should be so done as can be read from the... with the main 
ПНЕ 
List of words for Ех. 5: 
1. Inclined 6. Vertical 11. Right 16. Practice 
2. Shade 7. Freehand 12. Front 17. Lettering 
3. Horizontal 8. Shape 13. Guide lines 18. Spacing 
4. Speedily 9. Gothic 14. Slope 19. Architectural 
5. Height 10. Seventy five 15. Capital 20. Size. 
6. Complete each statement given in A, by selecting an appropriate one from those 


given in B: 


A (a) Outlines or principal lines are drawn as 
(b Lines for hidden edges are drawn as 
(c Thin and long chain line is made up of n " 
(d) Centre lines, locus lines and pitch circles are drawn as 
(e Dashed line of medium thickness is made up of nm EM 
(f Dimension lines, hatching and extension lines are drawn as 
(е) The position of cutting plane is shown Бу... " 
(h) Irregular boundaries and short breaks are shown by 
(i) Long breaks are shown by neen 


7. 
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long and thin chain lines 


thick continuous lines 

short dashes of approximately equal lengths 

5) thin continuous lines 

6) continuous, thin and wavy lines, drawn freehand 
7) thin ruled lines with short zigzags within them 
8) alternately long and short dashes 

(9) dashed lines of medium thickness. 


) 

(2) thick and long chain line, thick at ends only 
) 
) 


Fill-up the blanks in the following sentences by appropriate words selected from 
the list of words given below: 


(a) 


(b) 
(C) 


(d) 


(e) 


(f) 


(g) 


(h) 


(i) 
(j) 


(k) 


(1) 


Two types of dimensions needed on a drawing are nm- sx allele eene 
dimensions. 

The two systems of placing dimensions гел and LW 
In |... system, the dimension is placed ||... to and near the 
ш Dut clear of dimension line. 

In |... system, all dimensions are so placed that they are readable 
from the n edge of the drawing sheet. Dimension lines are . Bom 


near the middle for inserting dimensions. 
As far as possible dimensions should be given in one unit, preferably in 


Dimension lines should be drawn at least 8 mm away from the 


and from |... 
An Cor 1. Should never be used as a dimension line. 
Mutual |... of dimension lines and dimensioning between „n кз 
should be avoided. 
АП dimensions are shown from a common base line in m ~ dimensioning. 
In a dimensioning, dimensions are arranged in a straight line, and 
an n dimension is placed outside the small dimensions. 


When a number of parallel dimensions are to be shown near each other, 
the dimensions should be 


The extension line should extend about 3 mm beyond the |... 


(m) The line connecting a view to a note is called a 


(n) 
(0) 
(p) 
(q) 
(r) 
(s) 


(t) 


The dimension indicating a diameter should be |... by the symbol 
The symbol n should be by the dimension indicating a 
radius. 


Dimensions of cylindrical parts should as far as possible be shown in the 
views in which they are seen as n. 


Dimension of a cylinder should never be given as a 
The taper on a shaft is indicated along the 


The specified length for taper is measured along һе... in case 
of a flat piece and along the іп case of a shaft. 
The section lines are continuous .......------- lines and are drawn at ап 


об to the main outline of the section. 
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List of words for Ex. 7: E 
1. Thin 9. Crossing — 17. Millimetres 25. Leader 


2. Axis 10. Dimension line 18. Overall 26. Radius 
3. Aligned 11. Dashed line 19. Outlines | 27. Angle 
4. Broken 12. Each other 20. Outline 28.R 
5. Base line 13. Followed | 21. Perpendicular 29. 45° 
6. Bottom 14. Location 22. Progressive 30. Size 
7. Centre line 15. Middle 23. Rectangles 31. Staggered 
8. Continuous 16. Ø 24. Preceded 32. Unidirectional. 
Answers to Ex. 5, 6 and 7: 
Ex. 5. (a) 17 (d) 13 (g) 5 () 15 
(b) 16 (е) 20, 8, 14, 2 and 18 (h) 9 (К) 19 
(с) 7 апа 4 (f) 11 and 10 (i) 6 and 1 ( 12 and 3. 
Ex. 6. (a) 3 (d) 1 (g) 2 
ЖЕ 5: ЕУ (h) 6 
(с) 8 (f) 5 б) 7. 
Ex. 7. (a) 30 and 14 (В 19 and 12 (k) 31 (p) 23 
(b) 3 and 32 (g) 20 and 7 (D 10 (q) 26 
(с) 3,21 апа15 (h) 9 and 11 (m) 25 (r) 7 
(d) 32, 6 and 4 (i) 22 (n) 24 and 16 (s) 5 and 2 
(e) 17 (|) 8 and 18 (о) 28 апа 13 (0 1,27 and 29. 


8. What are the two systems of placing dimensions on a drawing? Illustrate your 
answer with sketches. 
9. Show by sketches the difference between (i) continuous or chain dimensioning 


and (ii) progressive or parallel dimensioning. What are the advantages of one 
above the other? 


10. The orthographic views of the objects are drawn according to the First-angle 
projection method to 1 : 2 scale size and shown below in fig. 3-38(i), fig. 3-38(ii) 
and fig. 3-38(111). Insert dimensions. | 


(ii) 


Drawings of small objects сап һе prepared of the same size as the objects they 
represent. A 150 mm long pencil may be shown by a drawing of 150 mm length. 
Drawings drawn of the same size as the objects, are called full-size drawings. The 
ordinary full-size scales are used for such drawings. 


A scale is defined as the ratio of the linear dimensions of element of the object 
as represented in a drawing to the actual dimensions of the same element of the 
object itself. 


The scales generally used for general engineering drawings are shown in table 4-1 
[SP : 46]. 


TABLE 4-1 


All these scales are usually 300 mm long and sub-divided throughout their 
lengths. The scale is indicated on the drawing at a suitable place near the title. The 
complete designation of a scale consists of word scale followed by the ratio, i.e. 
scale 1:1 or scale, full size. 


It may not be always possible to prepare full-size drawings. They are, therefore, 
drawn proportionately smaller or larger. When drawings are drawn smaller than the 
actual size of the objects (as in case of buildings, bridges, large machines etc.) the 
scale used is said to be a reducing scale (1: 5). Drawings of small machine parts, 
mathematical instruments, watches etc. are made larger than their real size. These 
are said to be drawn on an enlarging scale (5:1). 


The scales can be expressed in the following three ways: 


(1) Engineer's scale: In this case, the relation between the dimension on the 
drawing and the actual dimension of the object is mentioned numerically in the 
style as 10 mm = 5 m etc. 
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(2) Graphical scale: The scale is drawn on the drawing itself. As the drawing 
becomes old, the engineer's scale may. shrink and may not give accurate results. 


However, such is not the case with graphical scale because if the drawing shrinks, 
the scale will also shrink. Hence, the graphical scale is. .commonly used in survey maps. 


(3) Representative fraction: The ratio of the length of the object represented 
on drawing to the actual length of the object represented is called the a 
Fraction (i.e. R.F.). 
E Length of the drawing 
». A Actual length of object 


When a 1 cm long line in a drawing represents 1 metre length of the object, the 


1 1 
R.F. is equal to 1-10 and the scale of the drawing will be 


1:100 or TO full size. The R.F. of a drawing is greater than unity when it is drawn 
on an enlarging scale. For example, when a 2 mm long edge of an object is shown in 


| : ; . 1cm 10 mm 
a drawing by a line 1 cm long, the В.Е is ——— = 
Dr Б 2mm 2mm 


said to be drawn on scale 5:1 or five times full-size. 


- 5. Such a drawing is 


When an unusual scale is used, it is constructed on the drawing sheet. To construct 
a scale the following information is essential: 


(1) The R.F. of the scale. 


(2) The units which it must represent, for € animere: and centimetres, 
or feet and inches etc. 


(3) The maximum length which it must show. 


The length of the scale is determined by the formula: 


Length of the scale = R.F. x maximum length required to be measured. 


It may not be always possible to draw as long a scale as to measure the 
longest length in the drawing. The scale is therefore drawn 15 cm to 30 cm long, 


longer lengths being measured by marking them off in parts. 


The scales used in practice are classified as under: 
(1) Plain scales (4) Vernier scales — 
(2) Diagonal scales | (5) Scale of chords. | | 
(3) Comparative scales 


(1) Plain scales: A plain scale consists of a line divided into ҚТТ” number of 
equal parts or units, the first of which is sub-divided into smaller parts. Plain scales 
represent either two units or a unit and its sub-division. 

In every scale, 


(i) Тһе zero should be placed at the end of the first main division, i.e. between 
the unit and its sub-divisions. 
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(ii) From the zero mark, the units should be numbered to the right and its 
sub-divisions to the left. | й 


(iii) The names of the units and the sub-divisions should be stated clearly below 
or at the respective ends. | 


Ru The name of the scale (e.g. scale, 1 : 10) or its R.F. should be mentioned below 
‚ the scale. | | | eere. блан е 
Bohlen 4-1. (fig. M 1): WO а sakeo 1 p to Son E ане long 
enough to measure upto 5 decimetres. 


CENTIMETRES 


DECIMETRES 


() Determine R.F. of the scale. Неге it is 1: 
(ii) Determine length of the scale. | 
|. Length of the scale = R.F. x maximum length = ds x 5 due 12. 5 ст. 


(іі) Draw a line 12.5 cm long and divide it into 5 equal кү! representing 
1 dm. 


(iv) Mark 0 at the end of the first division and 1, 2, 3 and 4 at the end i each 
subsequent division to its right. 


(v) Divide the first. division into 10 equal sub- divisions, each representing 1 cm. 
(vi) Mark cms to the left of 0 as shown in the figure. 


To distinguish the divisions clearly, show the scale as a rectangle of small width 
(about 3 mm) instead of only a line. Draw the division-lines showing decimetres 
throughout the width of the scale. Draw the lines for the sub-divisions slightly 
shorter as shown. Draw thick and dark horizontal lines in the middle of all alternate 
divisions and sub-divisions. This helps in taking measurements. Below the scale, 
print DECIMETRES on the right-hand side, CENTIMETRES on the left-hand side, 
and the R.F. in the middle. 


To set-off any distance, say 3.7 dm, place one leg of the divider on 3 dm mark and 
the other on 7 cm mark. The distance between the ends of the two o legs will represent 
3.7 dm. 


Problem 4-2. (fig. 4-2): Draw a scale of 1: 60 to show metres and decimetres and 
long enough to measure upto 6 metres. 
3.7 M 


DECIMETRES Bo. METRES 


le 
FIG. 4-2 К.Р. = 55 
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(i) Determine К.Е of the scale, here К.Е = mi 
(ii) Determine length of the scale. | | | 
% шш ---- x "Eae = f : 
Lengt of the scale Сб 6 т 10 metre = 10 cm 


_ (iii) Draw a line 10 cm long and divide it into 6 equal parts. 


(iv) Divide the first part into 10 equal divisions and complete the scale as iowa 
The length 3.7 metres is shown on the scale. 


Problem 4-3. (fig. 4-3): Construct a scale of 1.5 inches = 1 foot to show inches 
and long enough to measure upto 4 feet. 
2 FT. 10 iN 


Fic. 4-3 
1.5 inches 1 


(i) Determine R.F of the scale. В.Е = or CP a 


(ii) Draw a line, 1.5 x 4 = 6 inches long. 
(iii) Divide it into four equal parts, each part representing one foot. 
(iv) Divide the first division into 12 equal parts, each representing 1". Complete 
© the scale as explained in problem 4-1. The distance 2'-10" is shown measured 
in the figure. Р ! - 
Problem 4-4. (fig. 4-4): Construct a scale of R.F. = 60 to read vards and feet, and 
long enough to measure upto 5 yards. | | а 


FIG. 4-4. ки 


Gi) Length of the scale = R.F. x max. length 


ll 

| 
сл 

~< 
a 


= = yd = 3 inches. 
(ii) Draw a line 3 inches long and divide it into 5 equal parts. 
(iii) Divide the first part into 3 equal divisions. 
(iv) Mark the scale as shown in the figure. 


Problem 4-5. (fig. 4-5): Construct a scale of В.Е = 
furlongs and long enough to measure upto 6 miles. 


1 f 
84480 to show miles and 


FURLONGS MILES | 
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1 Кү 1 ТЕКЕ 
84480 ~ 14080 


(i) Length of the scale = 


2 
8 equal divisions and complete the scale as shown. 


(ii) Draw a line 45 long and divide it into 6 equal parts. Divide the first part into 


The distance 4 miles and 3 furlongs is shown measured in the figure. 


(2) Diagonal scales: A diagonal scale is used when very minute distances such 
as 0.1 mm etc. are to be accurately measured or when measurements are required 
in three units; for example, dm, cm and mm, or yard, foot and inch. 


Small divisions of short lines are obtained by the principle of diagonal division, as 
explained below. | 


Principle of diagonal scale: To obtain divisions of a given short line AB in 
multiples of i its length, e.g. 0.1 AB, 0.2 AB, 0.3 AB etc. (fig. 4-6). 


(i) At one end, say B, draw a line perpendicular to AB and A 
along it, step-off ten equal divisions of any length, starting 
from B and ending at C. 


(ii) Number the division-points, 9, 8, 7,.....1 as shown. 
(ІІ) Join A with C. 
(iv) Through the points 1, 2 etc. draw lines parallel to AB and 


cutting AC at 1', 2' etc. It is evident that triangles 1'1C , 
22С ... ABC are similar. 


Since C5 = 0.5BC, the line 5'5 = 0.5AB. 
Similarly, 1'1 = ОЛАВ, 22 = 0.2AB etc. 


Or MoO A са сю м со о DW 


Thus, each horizontal line below AB becomes progressively shorter 


in length by T AB giving lengths in multiples of 0.1AB. 


{һә 


Problem 4-6. (fig. 4-7): Construct a diagonal scale of 3: 200 i.e. 1:66 = showing 


ыз 


metres, decimetres апа centimetres and to measure upto 6 metres. 


3 
Length of the scale = --- х 6 т = m. 
ength e 200 ВС 
р ЕЕ C 
a» 
ш 
сс 
H 
LLI 
= 
к= 
Z 
LLI 
С 
108 6420 1 2 3 4 5 
DECIMETRES 3 METRES 
R.F. = — 
200 


FIG. 4-7 


56 Engineering Drawing [Ch. 4 


() Draw a line AB 9 cm long and divide it into 6 equal parts. Each part will show 
a metre. | 
(ii) EU the first part А0 into 10 equal дігіне еасһ PAGARE a  decimetre Or 
(iii) At A erect a кшй and step-off along it, 10 equal divisions of апу 
length, ending at D. Complete the rectangle ABCD. 
© (iv) Erect perpendiculars at metre-divisions 0, 1, 2, 3 and 4. 
| (v) Draw horizontal lines through the division-points on AD. 
(vi) Join D with the end of the first division along А0, viz. the point 9. 
(vii) Through the remaining points i.e. 8, 7, 6 etc. draw lines parallel to D9. 


In A ОРЕ, FE represents 1 dm or 0.1 m. Each horizontal line below FE progressively 
diminishes in length by 0.1FE. Thus, the next line below FE is equal to 0.9FE and 
represents 0.9 A 1 dm - 0.9 dm or 0.09 m or 9 ст. 


Any length between 1 cm or 0.01 m and 6 m can be measured from this 
scale. To show a distance of 4.56 metres, i.e. 4 m, 5 dm and 6 cm, place one 
leg of the divider at Q where the vertical through 4 m meets the horizontal 
through 6 cm and the other leg at P where the diagonal through 5 dm meets the 
same horizontal. 


to show metres 


Problem 4-7. (fig. 4-8): Construct a diagonal scale of R.F. — i508 


and long enough to measure upto 500 metres. 


ЕНІН 
ПИТ 
М наа 


АЦ 
ӨЗІНЕН жаннан 
е иаа 


100 50 0 100 METRES 200 300 | 400 
: FIG. 4-8 ; ORE 
f = = = 4 = » . 
Length of the scale. 4000 x 500 m а metre 12.5 cm 
(i) Draw a line 12.5 cm long and divide it into 5 equal parts. Each part will show 
100 metres. 


(ii) Divide the first part into ten equal divisions. Each division will show 10 metres. 


(іі) At the left-hand end, erect a perpendicular and on it, step-off 10 equal divisions 
of any length. 


(iv) Draw the rectangle and complete the scale as explained in problem 4-6. 
The distance between points A and В shows 374 metres. | 


Problem 4-8. (fig. 4-9): Draw a diagonal scale of 1 : 2.5, showing centimetres and 
millimetres and long enough to measure upto 20 centimetres. 
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Length of the scale — == х 20 ст = 8 ст. 


(i) Draw a line 8 cm long and divide it into 4 equal parts. Each part will represent 
a length of 5 cm. 
(ii) Divide the first part into 5 equal divisions. Each division will show 1 cm. 
(iii) At the left-hand end of the line, draw a vertical line and on it step-off 10 equal 
divisions of any length. 
Complete the scale as explained in problem 4-6. The distance between points 
C and D shows 13.4 cm. 


MILLIMETRES 


PNE CENTIMETRES 
FIG. 4-9 


Problem 4-9. (fig. 4-10): Construct a diagonal scale of RF = 35 к yards, 
feet and inches and to measure upto 4 yards. 


Length of the scale — = x 4 yd = 18 yd = 45 


ІМСНЕ5 


FEET | YARDS .—— 


FiG. 4-10 


| | EE 
(i) Draw a line AB ас long. 


(ii) Divide it into 4 equal parts to show yards. Divide the first part AO into 3 
equal divisions showing feet. 

(iii) At A, erect a perpendicular and step-off along it, 12 equal divisions of 
any length, ending at D. Complete the scale as explained in problem 4-6. 


To show a distance of 1 yard, 2 feet and 7 inches, place one leg of the divider at P, 
where the horizontal through 7" meets the vertical from 1 yard and the other leg at Q 
where the diagonal through 2' meets the same horizontal. 
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1 
100 


Problem 4-19. (fig. 4-11): Draw a scale of full-size, showing inch and to 


measure upto 5 inches. 


(i) Draw a line AB 5" long and divide it into five equal parts. Each part will show 
| one inch. 


(ii) Sub-divide the first part into 10 equal divisions. Each division will measure 
-L inch. 
10 | 

(іі) At A, draw a perpendicular to AB and on it, step-off ten equal divisions of any 
length, ending at D. 


(iv) Draw the rectangle ABCD and complete the scale as explained in problem 4-6. 
The line QP shows 2.68 inches. 


D 
"т 
Eee 
COE 
ІШІП 
LT T 
«НЦ 
ВЕЕ ERES NRI 
ЕПТІ 
ТЕ ТЕШНЕ 


HUNDREDTHS 


ALLL B 
108 6 4 2 0 1 2 3 4 
TENTHS INCHES 
В.Е. = 
FIG. 4-11 


Problem 4-11. (fig. 4-12): The area of a field is 50,000 sq m. The length and the 
breadth of the field, on the map is 10 cm and 8 cm respectively. Construct a diagonal 
scale which can read upto one metre. Mark the length of 235 metre on the scale. What 
is the R.F. of the scale? 


METRES | EP 
m A 
FIG. 4-12 
The area of the field = 50,000 sqm. 


The area of the field on the map = 10 ст x 8 cm = 80 cm?. 
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50000 
1 sq cm = 80 = 625 sq m. 
E) cm = 25 m. 
. 1ecm _ 1 
Now representative fraction = Олы з. "els 
1 500 х 100 50000 

L f = — X = = Б “2 | 
ength of the scale 2500 1 2500 0 cm 


Take 20 cm length and divide it into 5 equal parts. Complete the scale as shown 
in fig. 4-12. 


(3) Comparative scales: Scales having same representative fraction but graduated 
to read different units are called comparative scales. A drawing drawn with a scale 
reading inch units can be read in metric units by means of a metric comparative 
scale, constructed with the same representative fraction. Comparative scales may be 
plain scales or diagonal scales and may be constructed separately or one above the other. 


Problem 4-12. [fig. 4-13(i) and fig. 4-13(ii)]: A drawing is drawn in inch units 
to a scale full size. Draw the scale showing inch divisions and to measure upto 


15 inches. Construct a comparative scale showing centimetres and millimetres, and 
to read upto 40 centimetres. 


(D Inch scale: = 
Length of the scale © 
LLI 
3 45 | 

= 2 x 15 = 52 

8 2 8 

Es 2 Aches 
8 


Construct the diagonal scale 
as shown іп fig. 4-13(i). 
(ii) Comparative scale: 
Length of the scale 
= 3 х 40 


8 
- 15 cm. CENTIMETRES 


Construct the diagonal scale .. FIG, 4-13 (ii) 
as shown in fig. 4-13(ii). | 


MILIMETRES 


3" ; 
The line PQ on the inch scale shows a length equal to 11 T Its equivalent, when 


measured on the comparative scale is 28.9 cm. 


Problem 4-13. (fig. 4-14): Draw comparative scales of R.F. = 485000 
80 kilometres and 80 versts. 1 verst = 1.067 km. 


VERSTS 


to read upto 


105 0 10 2 30 40 50 60 70 
KILOMETRES. 


Fic. 4-14 
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| 224 
= ————— X x 1 = 16. З 
Length of kilometre scale КЕС 80 х 1000 00 6.5 ст 
РК m ee - 
length of verst scale - 385000 Х 80 x 1.067 x 1000 x 100 - 17.6 cm. 


Draw the two scales one above the other as shown in the figure. 


Problem 4-14. (fig. 4-15): On a road map, a scale of miles is shown. On 
measuring from this scale, a distance of 25 miles is shown by a line 10 cm long. 
Construct this scale to read miles апа to measure upto 40 miles. Construct a 
comparative scale, attached to this scale, to read kilometres upto 60 kilometres. 
1 mile = 1.609 km. — — 

(i). Scale of miles: 

x 
Length of the scale = 10x40 , = 16 cm. | 
Draw a line 16 cm long and construct a plain scale to Show 5 

(i) Scale of kilometres: | 
RE = ызык О сым e d 
s 25 x 1.609 x 1000 x 100 402250 


1 
——— x x x zx T4. . 
402250 60 1000 100 9 ст 


Construct the plain scale 14.9 cm long, above the scale of miles and attached to 
it, to read kilometres. 


Length of the scale — 


KILOMETRES 


53 0 5 10) 15 2 25 90 5 
MILES 


желе FIG. 4-15 TEC 
Problem 4-15. (fig. 4-16): The distance between Bombay and Poona is 180 km. 
А passenger train covers this distance in 6 hours. Construct a plain scale to measure time 


upto a sii ngle minute. The R.F. of the scale is = ee Find the distance covered by the 
200000 ` 


train in 36 minutes. 


ed 


80 
6 


18 km km — и 
5 E» 10 5 


Speed of the train = = 30 km/hour. 


36 MINUTES "hel SCALE 


| ® P 4-16. 
(i) Distance See. (kilometres scale): Е e 
Length of the scale = R.F. x maximum distance - 
1 


Li ымыны. 6 х 1 1 Е 
200600 30. x 1000 00 - 15 cm 
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(ii) Time scale (minute scale): 
Speed of the train = 30 km/hour. 
i.e. 30 km is covered in 60 minutes. 


As length of the scale of 15 cm represents 30 km, 60 minutes which is the 
time required to cover 30 km, can be represented on the same length of the 
scale. 


(iii) Draw a line 15 cm long and divide it into 6 equal parts. Each part represents 
5 km for the distance scale and 10 minutes for the time scale. 


(iv) Divide the first part of the distance scale and the time scale into 5 and 10 
equal parts respectively. Complete the scales as shown. The distance covered 
іп 36 minutes is shown on the scale. 


Problem 4-16. (fig. 4-17): On a Russian map, a scale of versts is shown. On 
measuring it with a metric scale, 150 versts are found to measure 15 cm. Construct 
comparative scales for the two units to measure upto 200 versts and 200 km respectively. 
1 verst = 1.067 km. 

(i) Scale of verst: 
Length of the scale = A = 20 cm. 


Draw a line 20 cm long and construct a plain scale to show versts. 


(i) Scale of kilometres: 


РГЕН сла 
5077 150 х 1.609 х 1000 х 10 160900 
1 
Length of the scale = === х 200 x 1000 x 10 = 12.4 cm. 


160900 


Construct the plain scale 12.4 cm long, above the scale of versts and attached to 
it, to read kilometres (fig. 4-17). 


40 20 0 40 80 120 160 km 


Fic. 4-17 


(4) Vernier scales: Vernier scales, like diagonal scales, are used to read to a very 
small unit with great accuracy. А vernier scale consists of two parts — a primary 


scale and a vernier. The primary scale is a plain scale fully divided into minor divisions. 


As it would be difficult to sub-divide the minor divisions in the ordinary way, 
it is done with the help of the vernier. The graduations on ше vernier are derived 
from those on the primary scale. 


(a) Principle of vernier: Fig. 4-18 hows a part of a inim scale in which the 
length AO represents 10 cm. If we divide AO into ten equal parts, each part will 
represent 1 cm. It would not be easy to divide each of these parts into ten equal 
divisions to get measurements in millimetres. 
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Now, if we take a length BO 
equal to 10 1 - 11 such equal 
parts, thus representing 11 cm, and 
divide it into ten equal divisions, 
each of these divisions will represent | 
11 244 cm or 11 mm. B udis 
TO B 99 | 55 

The difference between one part 
of AO and one division of BO will be 
equal 1.1 — 1.0 = 0.1 cm or 1 mm. 


À 28 6 4 2 0 
Similarly, the difference between 222 CENTIMETRES m 
two parts of each will be 0.2 cm | FiG. 4-18 

or 2 mm. 


The upper scale BO is the vernier. The combination of the plain scale and the vernier 
is the vernier scale. 


In general, if a line representing n units is divided into n equal parts, each part will 


show 2 = 1 unit. But, if a line equal to n + 1 of these units is taken and then divided 
$ noil 
n 


into n equal parts, each of these parts will be equal to = 1 + 1 units. 


The difference between one such part and one former part will be equal to 
n t1 n 1 


Similarly, the difference between two parts from each will be = unit. 


(b) Least count of a vernier: lt is the difference of 1 primary scale division 
and 1 vernier scale division. It is denoted by С. 


“С = 1 primary scale division — 1 vernier scale division. 
The vernier scales are classified as under: 


(i) Forward vernier: In this case, the length of one division of the vernier scale 
is smaller than the length of one division of the primary scale. The vernier 
divisions are marked in the same direction as that of the main scale. 

(ii) Backward vernier: The length of each division of vernier scale is greater 
than the length of each division of the primary scale. The numbering 
is done in the opposite direction as that of the primary scale. 


^ | ; 1 г 
Problem 4-17. (fig. 4-19): Draw a vernier scale of А.Е = == to read centimetres 
| | { | А «~ 2 
upto 4 metres and on it, show lengths representing 2.39 т and 0.91 т. 


CENTIMETRES 


DECIMETRES E pid 


Length of the scale — z x 4 x 100 = 16 cm. 
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() Draw a line 16 cm long and divide it into 4 equal parts to show metres. 
Divide each of these parts into 10 equal parts to show decimetres. 

(ii) To construct a vernier, take 11 parts of dm length and divide it into 10 
equal parts. Each of these parts will show a length of 1.1 dm or 11 cm. 


To measure a length representing 2.39 m, place one leg of the divider at A on 
99 cm mark and the other leg at B on 1.4 m mark. The length AB will show 
2.39 metres (0.99 + 1.4 - 2.39). 


Similarly, the length, CD shows 0.91 metre (0.8 + 0.11 = 0.91). 


The necessity of dividing the plain scale into minor divisions throughout its 
length is quite evident from the above measurements. 


Problem 4-18. (fig. 4-20): Construct a full-size vernier scale of inches and show 
on it lengths 3.67", 1.54" and 0.48". | 


INCHES 


FIG. 4-20 


(i) Draw a plain full-size scale 4" long and divide it fully to show 0.1" lengths. 


(ii) Construct a vernier of length equal to 10 + 1 = 11 parts and divide it into 

10 equal parts. Each of these parts will ART = 0.11”. 
The line AB shows a length of 3.67" (0.77" + 2.9" = 3.67"). Similarly, lines CD 
and РО show lengths of 1.54" (0.44" + 1.1" = 1.54") and 0.48" (0.88" — 0.4" = 0.48") 


respectively. 


Problem 4-19. (fig. 4-21): Construct a vernier scale of R.F. — 36 to read inches and 
to measure upto 15 yards. | 


YARDS 


| 4 5y 8 9 10 11 
L| HH H 
12-2 J 0 
FEET 5. 
Fic. 4-21 mE 
Length of the scale — ЕЛЕСІ yd - = yd = B. 
80 16 4 


қ 2” TNR E 

() Draw the plain scale 61 long and divide it fully to show yards and feet. 

(ii) To construct the vernier, take a length of 12 + 1 = 13 feet-divisions and 
divide it into 12 equal parts. Each part will represent > ft or 1-1". 


Lines AB, CD and PQ show respectively lengths representing 4 yd 1 ft 9 in 
(F — 9" + 4), 6 yd 2 ft 3 in (3' – 3" + 17) and 0 yd 2 ft 7 in (7 - 7" — 5"). 
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(c) Circular vernier: The circular vernier are used in surveying instruments to 
measure angle to the required accuracy. In the case of mechanical engineering, it 


is used 


in measuring instruments such as micrometer. 


Problem 4-20. A theodolite has main scale plate of 240 mm diameter graduated 
to 0% to 360% with the vernier scale to read degree and minute. The main scale can 


read to 


(vi) 


(vii) 


accuracy of 0.5? and the vernier is to read one minute. Draw the scale. 
ee VERNIER SCALE 


MAIN SCALE 


FIG. 4-22 
Draw an arc of radius 120 mm. (Diameter 240 mm) 


Mark with the protractor graduation as shown on the main scale, each division 
‚1° 

Is | 

Now опе division of the main scale will read to accuracy of 5 · 

The vernier can read upto 1 minute 


MIS 
i.e. 1 minute ^ 60 ^ (30 2]. 
One vernier scale can read = 55 of main scale division. 


But least count of the vernier 


ZC = (1 m.s.d — 1 vs.d) where m.s.d. = main scale division 


ZC = 1 m.s.d. - = m.s.d. v.s.d. = vernier scale division 
1 лс, 29 m.s.d. 
30 | 
30 division of v.s.d. = 29 division of m.s.d. 


Draw clockwise arc from 150? above the main scale of the convenient radius 
and arc length equal 29 divisions of m.s.d (i.e. 14° — 30). 

Divide this arc (vernier) into 30 division by protractor or divider. The last division 
will coincide in this case at 164? — 30'. 
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(5) Scale of chords: The scale of chords is used to set out or measure angles when 
a protractor is not available. It is based on the lengths of chords of different angles 
measured on the same arc and is constructed as shown below. 


(i) Draw a line AB of any length (fig. 4-23). 
(1) At B, erect a perpendicular. 


(іі) With B as centre, describe an arc AC cutting the perpendicular at a point C. 
Then, the arc AC (or the chord AC ) subtends an angle of 90° at the centre B. 


(iv) Divide AC into nine equal parts. This тау be done 


(a Бу dividing the arc AC into three equal parts by drawing arcs with centres 
A and C and radius AB, and then 


(b) by dividing each of these parts into three equal parts by trial and error 
method. Each of the nine equal parts subtends an angle of 10? at the 
centre B. 


(v) Transfer each division-point from the arc to the straight line AB-produced, by 
taking A as centre and radii equal to chords A -10, А-20 etc. 


(уі) Complete the scale by drawing a rectangle below AD. The divisions obtained 
are unequal, decreasing gradually from A to D. lt is quite evident that the 
distance from A to a division-point on the scale is equal to the length of 
the chord of the angle subtended by it at the centre B. It may be noted 
that the chord A-60 is equal to the radius AB. 


The scale may be fully divided, i.e. each division divided into ten equal parts to 
show degrees. In the figure, degrees are shown in multiples of 5. 


30 X 
20 
10 N 
А 


| В 
=ш=—ш-—ш—ш—и-ш=и-и-и А 
0 9047 60 90 

DEGREES 


FIG. 4-23 FG. 4-24 


Problem 4-21. (fig. 4-24): Construct angles of 47° and 125° by means of the scale 
of chords. 


(0 Draw any line AB. 


(ii) With any point P on it as centre and radius equal to 0-60 (from the scale of 
chords), draw an arc cutting AP at a point R. 


(іі) With R as centre and radius equal to 0-47 (chord of 47?) cut the arc at a 
point T. 


(iv Draw a line joining P with T. Then Z RPT - 47*. 
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As the scale of chords gives angles upto only 90%, angle of 125? may be set-off in 


two parts viz. 60? + 65? or 90? + 35? as shown in the figure. 


right side. 


PQR by means of the scale of chords. 


It may also be obtained by setting-off a chord SO of 55? (180? — 125%) from the 
Problem 4-22. (fig. 4-25): Measure the given angle 


(i) With О as centre and radius equal to 0-60, 
draw an arc cutting РО at A and КО at B. 


(ii) Take the chord length AB and apply it to the 
scale of chords which shows the angle to be 
of 37*. FIG. 4-25 


1. 


Fill-up the blanks in the following sentences, using appropriate оо БЕН 
from those given in the brackets: 


(a) Тһе ratio of the length of the drawing of the object to the actual length of the 


object is called... (resulting fraction, representative figure, representative 
fraction). 

(b When the drawing is drawn of the same size as that of the object, the scale 
used is |... (diagonal scale, full-size scale, vernier scale). 

(c) For drawings of small instruments, watches еі... scale is always 
used (reducing, full-size, enlarging). 

(d) Drawings of buildings are drawn using nm (full-size scale, reducing 
scale, scale of chords). 

(e) Тһе R.F. in case of (b), (c) and (d) above would be, crenn RESTER ы» 
ала respectively (equal to 1, less than 1, greater than 1). 

(f) When measurements are required in three units 2... scale is used 
(diagonal, plain, comparative). 

(p Тһе scale of chords is used to set out or measure „u (chords, lines, 
angles). 


Answers to Ex. (1): 


a-3, b-2, c-3, а-2, e-1, 3 and 2, 1-1, g-3. 


Construct a scale of 1:5 to show decimetres and centimetres and to read upto 
1 metre. Show the length of 7.6 dm on it. 


Construct a scale of 1.5 cm - 1 dm to read upto 1 metre and show on it a length 
of 0.6 metre. 


Draw a diagonal scale of К.Е = = , showing metres, decimetres and centimetres, 
and to measure upto 5 metres. Show the length of 3.69 metres on it. 


Draw a scale of 1:50 showing metres and decimetres, and to measure upto 
8 metres. 


Exe. 


10. 


1T. 


T2; 


13. 


14. 


15. 


16. 


17. 


18. 


. Construct a diagonal scale of R.F. = 
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A 3.2 cm long line represents a length of 4 metres. Extend this line to measure 
lengths upto 25 metres and show on it units of metre and 5 metres. Show the 
length of 17 metres on this line. 


to read upto 1 kilometre and to read 
metres on it. Show a length of 653 metres on it. 


On a map, the distance between two points is 14 cm. The real distance between them 
is 20 km. Draw a diagonal scale of this map to read kilometres and hectametres, 
and to measure upto 25 km. Show a distance of 17.6 km on this scale. 


An area of 144 sq cm on a map represents an area of 36 sq km on the field. 
Find the R.F. of the scale for this map and draw a diagonal scale to show 
kilometres, hectametres and decametres and to measure upto 10 kilometres. 
Indicate on the scale a distance of 7 kilometres, 5 hectametres and 6 decametres. 


Construct the following scales and show below each, its R.F. and the units 
which its divisions represent: 


H 


(а) Scale of 1 "E 1 foot, to measure upto 5 feet and showing feet and inches. 


(b) Scale of = 1 yard, to measure upto 10 yards and showing yards and feet. 


3" ; : 
(c) Scale of 13 md mile, to measure upto 4 miles and showing miles and 
furlongs. mE 
Construct a scale of 1" — 1 foot to read upto 6 feet and show on it, 4' — 7" 
length. 


: Draw a scale 
to read upto 5 miles and show on it, the length representing 3 m 5 f 3 ch. 


Draw а 4" long diagonal scale of 1" = 1" and show on it, the length of 2.14" and 
ug 


The R.F. of a scale showing miles, furlongs and chains is 


it 


д | 
The distance between two points on а map is 5% · The points are actually 20 miles 


apart. Construct a diagonal scale of the map, "и miles and Шы and to 
read upto 25 miles. 


Construct comparative diagonal scales of metres and yards having R.F. — 5760 
to show upto 400 metres. 1 metre = 1.0936 yards. 


Define simple and comparative scales. What is the R.F. of a scale which measures 
2.5 inches to a mile? Draw a comparative scale of kilometres to read upto 10 km. 
1 mile - 1.609 km. | 


On а тар showing a scale of kilometres, 60 km are found to equal 4.5 inches. 
What is the К.Е? Construct a comparative scale of English miles. 1 km = 1093.6 
yards. 


On a Russian map, a scale of versts is shown. On measuring it with a metric 
scale, 120 versts are found to measure 10 cm. Construct comparative scales 
for the two units to measure upto 150 versts and 150 km respectively. 
1 verst = 1.067 km. 
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19. 
20. 
21. 
22. 
ns 
24. 


25. 


26. 
27; 


28. 


29: 


30. 


31. 
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Prepare a scale of knots comparative to a scale of 1 cm - 5 km. Assume 
suitable lengths. 1 knot = 1.85 km. | 


| ‚ 1! nd 1 "o | 
Draw а full-size vernier scale to read = апа гт lengths and mark on it lengths 


64 
7 H 51 H 29 п 
of 535 ‚ 264 and 64 
Construct a scale of К.Е = zi to ее (Бе сілі and centimetres and by a 


vernier to read millimetres, to measure upto 4 decimetres. 


Construct г a vernier scale to show yards, the R.F. being 3805: Show the gistance 
representing 2 furlongs 99 yards. | 


Construct a scale of chords showing. 5 divisions and with its aid set-off angles 
of 25°, 40°, 55° and 130°. : 

Draw а triangle having sides 8 cm, 9 cm and 10 cm long respectively and 
measure its angles with the aid of a scale of chords. 


The distance between Vadodara and Surat is 130 km. A train covers this distance 
in 2.5 hours. Construct a plain scale to measure time upto a single minute. The 


: 1 ; Ж 
К.Е of the scale is 260000 Find the distance covered by the train in 45 minutes. 


On a building plan, a line 20 cm long represents a distance of 10 m. Devise a 


diagonal scale for the plan to read upto 12 m, showing metres, decimetres and 
centimetres. Show on your scale the lengths 6.48 m and 11.14 m. 


A room of 1728 m? volume is shown by a cube of 216 cm? volume. Find 
К.Е and construct a plain scale to measure upto 42 m. Mark a distance of 
22 m on the scale. 


Ап old plan was drawn to a scale of 1 cm - 24 m. It has shrunk so that 
actual length of 100 m at site now works out to 96 m as per scale on plan. 
Find out the shrinkage factor and the corrected R.F. of the plan. (Hint: Shrinkage 


factor — present length on scale/original length on scale.) 


The actual length of 500 m is represented by a line of 15 cm on a drawing. 
Construct a vernier scale to read upto 600 m. Mark on the scale a length of 
549 m. | 


| | 1 
Draw a vernier scale of К.Е = 5 to jend 2 cm and 25 cm and to measure upto 
5 cm. Mark on the scale distances of 2.12 cm. 
A car is running at a speed of 50 km/hour. Construct a diagonal scale to 


show 1 km by 3 cm and to measure upto 6 km. Mark also on the scale the 
distance covered by the car in 5 minutes 28 seconds. 


In this chapter, we shall deal with problems on geometrical construction which are 
mostly based on plane geometry and which are very essential in the preparation of 
engineering drawings. They are described as under: 


(1) Bisecting a line — | (11) To construct squares 
(2) To draw perpendiculars — (12) To construct regular polygons 
(3) To draw parallel lines (13) Special methods of drawing 
(4) To divide a line regular polygons 
(5) To divide a circle О (14) Regular polygons inscribed. in circles 
(6) To bisect an angle |... (15) To draw regular figures using 
_ (7) To trisect an angle BEEN T-square and set-squares 
(8) To find the centre of an arc (16) To draw tangents Е 
(9) To construct ап ogee ог | (17) Lengths of arcs | 
| reverse curve | . (18) Circles and lines іп contact 


(10) To construct equilateral triangles (19) Inscribed circles. 


Problem 5-1. Ms beci a given straight їй ig. 5- D 


(i) Let AB be the given line. With centre A and idis снег да half AB, draw 
arcs on both sides of AB. 


70 Engineering Drawing [Ch. 5 


(ii) With centre B and the same radius, draw arcs intersecting the previous arcs 
at С апа D. 0 

(iii) Draw a line joining < C andi D, and ош AB at E. 

Then AE = EB = d AB. 27% p 

Further, CD bisects AB at right "— 

Problem 5- 2. To bisect a given arc (р. 5 -2). 


Let AB be the arc drawn with centre O. Adopt the same method as shows in 
problem 5-1. The bisector CD, if produced, will pass through the centre O. - 


Problem 5-3. To draw a perpendicular to a given line from a point within it. 


Ra Р 
FIG. 5-3 FIG. 5-4 FIG, 5-5 
Method 1 (fig. 5-3): 
(а) When the point is near the middle of the line. 
Let AB be the given line and P the point in it. 


(i) With P as centre and any convenient radius R4, draw an arc cutting AB at 
C and D. 


(ii) With any radius К» greater than R4 and centres C and D, draw arcs 
intersecting each other at O. 


(iii) Draw a line joining P and О. 
Then PO is the required perpendicular. 
(b) When the point is near an end of the line. 
Let AB be the given line and P the реш! in it. 
Method 11 (fig. 5-4): 


() With any point O as centre and radius equal to OP, draw an arc greater 
than the semi-circle, cutting AB at C. 

(ii) Draw a line joining C and О, and produce it to cut the arc at Q. Draw 
a line joining P and Q. 

Then PQ is the required perpendicular. 

Method ПІ (fig. 5-5): 
(i) With P as centre and any convenient paie draw an arc cutting AB at C. 
(ii) With the same radius cut (from the arc) two equal divisions CD and DE. 


(iii) Again with the same radius and centres D and E, draw arcs intersecting 
each other at О. Draw a line joining P апа Q. 


Then PQ is the required perpendicular. 
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Problem 5-4. To draw a perpendicular to a given line from a point outside it. 
(a) When the point is nearer the centre than the end of the line (fig. 5-6). 

Let AB be the given line and P the point. 

(i) With centre P and any convenient radius, draw an arc cutting AB at C and D. 


(1) With any radius greater than half CD and centres С and D, draw the arcs 
| intersecting each other at F. 


(iii) Draw a line joining P and Е and cutting AB at Q. 
Then PQ is the required perpendicular. 


FIG. 5-6 НІС. 5-7 


(b When the point is nearer the end than the centre of the line (fig. 5-7). 


Let AB be the given line and P the point. 


() With centre A and radius equal to AP, draw an arc EF cutting AB or 
AB-produced, at C. 
(ii) With centre C and radius equal to CP, draw an arc cutting EF at D. 


(iii) Draw a line joining P and D and intersecting AB at О. 


Then PQ is the required perpendicular. 


une This book is accompanied by a computer CD, which contains an audiovisual 
CHAROTA д ес | Е ерт 

E о animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 4 for the 
following problem. 

Problem 5-5. To draw perpendicular to a given line from a point outside it (fig. 5-8). 


MOCNIERONS 


Pe 


C» e WII Ie mee aer eue eme 
— 
т — — — пан а m) 


(0 (i) Ш 
| FIG. 5-8 
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When the point is nearer the centre than the end of the line. 
Let AB be the given line and P the point. | 


(i) Using compass and with P as centre draw an arc of any radius R, 
cutting the line AB at points C and D. | 


(ii) With points C and D as centres, and with a larger radius Ry (> ЁК), 
draw arcs to cut on the side of the line AB in which perpendicular is 
to draw. The arcs intersect in point E. 


(iii) Now join points E and P. (If required) Line EP. may be extended to meet 
the line AB at point Q. Line EPQ will be perpendicular to line AB. 


(iv) Verify the an angle AQP or ВОР using а protractor The angle AQP or 
BQP is the required perpendicular. 


Problem 5-6. То draw a line through a given point, parallel to a given straight line 
(fig. 5-9). 


Let AB be the given line and P the point. 


(i) With centre P and any convenient radius, draw an arc CD cutting 
AB at E. 


(ii) With centre Е and the same radius, draw an arc cutting AB at Р. 
(iii) With centre Е and radius equal to FP, draw an arc to cut CD at О. 
(iv) Draw a straight line through P and О. Then this is the required line. 


А 
на. 5-9 НІС. 5-10 


Problem 5-7. То draw а line parallel to and at a given distance from a given 
a igal line (fig. 5-10). 


let AB be the given line and R the ; given distance. 
(i) Mark points P and Q on AB, as far apart as convenient. 


(ii) With P and Q as centres and radius equal to R, draw arcs on the same side 
of AB. 


(iii) Draw the line CD, just touching the two arcs. CD is the required line. 
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_ This book is accompanied by a computer CD, which contains an audiovisual 
4, animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 5 for the 
following problem. 


COGNIEERONS 


Problem 5-8. To divide a given straight line into ША number of equal parts (fig. 5-11). 


FIG. 5-11 


Let AB be the given line to be divided into say, seven equal parts. 


() Draw the line AB of given length. 
(ii) Draw another line AC making an angle of less than 30° with AB. 


(iii) With the help of dividers mark 7 equal parts of any suitable length on line AC 
and mark them by points 1', 2', 3', 4', 5', 6' and 7 as shown. 


(іу) Join the last point 7' with point B of the line AB. 


(у) Now, from each of the other marked points 6, 5' 4', 3', 2' and Т, draw lines 
parallel to 7В cutting the line AB at 6, 5, 4, 3, 2 and 1 respectively. 


(vi) Now the line AB has been divided into 7 сша! parts. You can verify this Бу 
measuring the lengths. 
Problem 5-9. To divide a given straight line into unequal parts (fig. 5-12). 


Let AB be the given line to be divided into unequal parts say 3 and 1. 


a ee ee 
57473 
(i) Draw а line AB of given length, say, 120 mm. 


(ii) Erect perpendicular AD and BC at the ends A and B. Complete rectangular 
ABCD. 


(iii) Join diagonals AC and BD intersecting at F. 
(iv) Draw perpendicular from Е оп AB as shown. 


(v) Then AF = > AB. 


(vi) Join D and F. The line FD intersects the diagonal AC at G. Drop perpendicular 
from G to AB. Then AH = i AB. 
I 


(vii) Similarly make construction in Cu for obtaining 1 — AB, - AB and 1 АВ as 
shown. | 
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D C 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 6 for the 
following problem. 


Problem 5-10. То divide a circle of a given radius into N equal parts (fig. 5-13). 


FIG. 5-13 


. Given a circle of radius R, to divide it into 12 equal parts along its circumference, 
the geometric construction procedure is as follows. 


(i) Draw two diagonals AB and CD at right angles to each other cutting the 
circle at A, B and C, D. 
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(ii) With A as centre, and radius equal to the given radius of the circle, draw 
arcs cutting the circle at 2 and 7. 


(iii) Similarly, with B as centre, and with the given circle radius, draw arcs to 
cut the circle at 3 and 6. 


(iv) Similarly, from points C and D as centre, and with the given radius of circle, 
draw arcs to cut the circle at 1, 4 and 5, 8 respectively. 


(v) Thus dividing it at the cuts are the required twelve equal parts of the circle. 


Problem 5-11. To bisect a given angle (fig. 5-14). 
Let ABC be the given angle. 


(i) With B as centre and any 
radius, draw an arc cutting 
AB at D and BC at Е. 


(ii) With centres D and E and 
the same or any convenient 
radius, draw arcs intersec- P E C B E C 
ting each other at F. FIG. 5-14 

(iii) Draw a line joining В and F. BF bisects the angle ABC, i.e. Z ABF = < FBC. 


Problem 5-12. To draw a line inclined to a given line at an angle equal to a 
given angle (fig. 5-15). 


Let PQ be the given line and AOB the | R 
given angle. A A 
(i) With O as centre and any radius, E ы 
draw an arc cutting ОА at C 


and OB at D. 
(ii) With the same radius and centre P, г F Q | Q D B 
draw an arc EF cutting PQ at F. TiO. 5-15 


(іі) With F as centre and radius equal to CD, draw an arc cutting the arc EF at С. 


(iv) From P, draw a line passing through С. This is the required line. 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 7 for the 
following problem. д 


Problem 5-13. To trisect a given right angle (fig. 5-16). 


D P 
Let ABC be the given right angle. 
(i) With centre В and any radius, draw an arc cutting Q 
AB at D and BC at E. 
(ii) With the same radius and centres D and E, draw arcs p E C 


cutting the arc DE at points Q and P. FIG. 5-16 
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22 (iii) Draw lines joining B with P and Q. BP and ВӘ. trisect the n MOS ABC. 
Thus, АВР = ДРВО = ZQBC = = АВС. | | 


Problem 5-14. To find the centre of a given arc МЕ 5- ы 
Let AB be the given arc. | 
(0 іп AB, draw two chords CD and EF of any lengths. 


(ii) Draw perpendicular bisectors of CD and EF intersecting 
each other at O. Then O is the required centre. 


Problem 5-15. To draw an arc of a given radius, touching sg. 5-17 
a given straight line and passing through a given point (fig. 5-18). 4 


Let AB be the given line, P the point апа R the radius. 

(i) Draw a line CD parallel to and at a distance equal to R from AB (Problem 5-7). 

(ii) With P as centre and radius equal to R, draw. an arc cutting CD at O. 
(iii) With О as centre, draw the required arc. 


Fi; 55180 = в Л % Жог О, 
. Problem 5-16. То draw ап arc of a given radius uid two given Е lines 
at right angles to each other (fig. 5-19). | сатар pgi 5 
Let AB and AC be the given lines and R the given radius. 
(i) ^ With centre А and radius equal to R, draw arcs cutting AB at P and AC at Q. 
(ii) With P and О as centres and the same radius, draw arcs intersecting each 
other at O. 
(iii) With О as centre and radius equal to R, draw the required arc. 


Problem 5-17. To draw an arc of a given radius touching two given straight 
lines which make any angle between them (fig. 5-20 and fig. 5-21). 
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Let AB and AC be the given lines and R the given radius. . 
(i) Draw a line PQ parallel to and at a distance equal to R from AB. 


(ii) Similarly, draw a line EF parallel to and at a distance К to R from AC, 
intersecting PO at O. 


(iii) With О as centre and radius equal to R, draw the required arc. 


Problem 5-18. To draw an arc of a given radius touching a given arc and a given 
straight line. 


Case 1: (fig. 5-22): Let AB be the given line, CD the given arc drawn with centre 
О and radius equal to К+, and Кә the given radius. 


(i) With О as centre and radius equal to (А; ~ А), draw an arc EF. 


(ii) Draw a line parallel to and at a distance equal to R, from АВ and intersecting 
EF at a point P. | 


(iii) With P as centre and radius equal to R5, draw the required arc. 


FIG. 5-22 22 o. Be 523 — 

Case Ii: (fig. 5-23): Let AB be the given line, CD the given arc drawn with centre 
О and radius equal to К+, and R, the given radius. 

(i) With О as centre and radius equal to (А; + R5), draw an arc EF. 


(ii) Draw a line parallel to and at a distance equal to № from АВ and intersecting 
EF at a point P. 


(iii) With P as centre and radius Bud. to R5, draw the required arc. 


Problem 5-19. То draw an arc of a given radius touching 
two given arcs. 


Let AB be the given arc drawn with centre O and 
radius equal to R4; CD the arc drawn with centre Р 
and radius equal їо А, апа Б; the given radius. 


Case f (йір. 5-24): | 
() With О as centre and radius equal to (R4 + Ёз), 
draw an arc FF. 


(ii) With О as centre and radius equal to (Rə + R3), 
draw an arc intersecting EF at a point О. 


(iii) With Q as centre and radius equal to R5, draw the 
required arc. 
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Case И (fig. 5-25): 
(i) With O as centre and radius equal to (№; — R3), draw an arc EF. 


(ii) With P as centre and radius equal to (Ry + Аз), draw an arc intersecting EF 
at a point Q. | 


(iii) With Q as centre and radius equal to Ёз, draw the required arc. 


НС. 5-25 НС. 5-26 


Case 111 (fig. 5-26): 
(i) With O as centre and radius equal to (R4 — R4), draw an arc EF. 


(1) With P as centre and radius equal to (Аз – Бә), draw an arc intersecting EF at 
a point Q. | | 


(iii) With Q as centre and radius equal to R5, draw the required arc. 
© Problem 5-20. То draw an arc passing through three given 
points not in a straight line (fig. 5-27). | 
Let A, B and C be the given points. : 
(i) Draw lines joining B with A and C. C 


(ii) Draw perpendicular bisectors of AB and BC intersecting 
each other at a point O. 


(iii) With О as centre and radius equal to OA ог OB or ^ -- | 
OC, draw the required arc. FIG. 5-27 


O 


Problem 5-21. To draw a continuous curve of circular arcs passing through any 
number of given points not in a straight line (fig. 5-28). 
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Let A, B, C, D and E be the given points. 

(i) Draw lines joining A with B, B with C, C with D etc. 

(ii) Draw perpendicular bisectors of АВ and BC intersecting at О. 

(iii) With O as centre and radius equal to OA, draw an arc ABC. 

(ім) Draw a line joining O and С. 

(v) Draw the perpendicular bisector of CD intersecting OC or OC produced, at P. 


(vi) With P as centre and radius equal to PC, draw an arc CD. 


(УН) Repeat the same construction. Note that the centre of the arc is at the 
intersection of the perpendicular bisector and the line, or the line-produced, 
joining the previous centre with the last point of the previous arc. 


An ogee curve or a reverse curve is a combination of two same curves in which 
the second curve has a reverse shape to that of the first curve. In other words, 
any curve or line or mould consist of a continuous double curve with the upper 
part convex and lower part concave, to some extent having shape of "5". 


This book is accompanied by a computer CD, which contains an audiovisual 
‚ animation presented for better visualization and understanding of the 
= subject. Readers are requested to refer Presentation module 8 for the 
following problem. 


Problem 5-22. To draw an ogee shaped arc tangent between two parallel lines 
(fig. 5-29). 


,Q 
А B 
NS OGEE CURVE 
SED. 
E S 
T | 
| F 
C D 
R 


Ogee shaped arc tangent to two parallel lines 
НС. 5-29 


(i) Let AB and CD be the two given parallel lines which are to be connected 
by an ogee curve. 


(ii) Join points B and C. Bisect the line BC and obtain its centre point 7. 


(iii) Bisect line segment ВТ and draw the bisector line PQ. Similarly, bisect 
segment CT and draw the bisector line RS. 


(iv) From point В, draw a perpendicular line to cut the bisector line PQ at E. 
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(у) Similarly, from point C, draw a perpendicular line to cut the bisector line 
RS at F. 


(vi) Points Е and Ғ are the centre points of the ogee curve. With Е as centre 
draw an arc BT. With F as centre draw another arc CT. Arc BTC is the 
required ogee curve. 


Problem 5-23. To construct an equilateral triangle, given the length of the side 
(fig. 5-30 and fig. 5-31). 


(a With T-square and set-square only (fig. 5-30). 
(i) With the T-square, draw a line AB of given length. 


(ii) With 307-60? set-square and T-square, draw a line through A making 
60% angle with AB. 


(iii) Similarly, through B, draw a line making the same angle with AB and 
intersecting the first line at C. 


Then ABC is the required triangle. 


FIG. 5-30 FIG. 5-31 
(b With the aid of a compass (fig. 5-31). 


(i) With centres A and В and radius equal to AB, draw arcs intersecting 
each other at C. 


(ii) Draw lines joining C with A and B. 
Then ABC is the required triangle. 


Problem 5-24. To construct an equilateral triangle of a given altitude (fig. 5-32 
and fig. 5-33). 


(a With T-square and set-square only (fig. 5-32). 
(i) With the T-square, draw a line AB of any length. 


(ii) From a point P in AB, draw with a set-square, the vertical PO equal 
to the given altitude. 
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Problem 5-25. To construct a square, length of a side given (fig. 5-34 and 


(iii) With T-square and 30%-60% set-square, draw lines through Q on both 
sides of and making 30° angles with PQ and cutting AB in R and T. 


Then QRT is the required triangle. 
With the aid of a compass (fig. 5-33). 
(i) Draw a line AB of any length. 


(ii) At any point P in АВ, draw the perpendicular PQ equal to the given 
altitude (Problem 5-3). 


(iii) With centre Q and any radius, draw an arc intersecting PQ at C. 


(iv) With centre C and the same radius, draw arcs cutting the first arc at E 
and Ғ. 


(у) Draw bisectors of CE and CF to intersect AB at К and Т respectively. 


Then QRT is the required triangle. 
Q 


fig. 5-35). 


(a) 


With T-square and set-square only (fig. 5-34). 

(i) With the T-square, draw a line AB equal to the given length. 

(ii) At A and В, draw verticals AE and BF. 

(іі) From point A draw a line inclined at 45° to AB, cutting BF at С. 
(iv) From point B draw a line inclined at 45° to AB, cutting AE at D. 
(v) Draw a line joining C with D. 


Then ABCD is the required square. 
Е Е 
D 
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(b With the aid of a compass (fig. 5-35). 


(i) Draw a line AB equal to the given length. 


(ii) At A, draw a line AE perpendicular to AB. (Refer problem 5-3, Method ІП, 
fig. 5-5). 


(іі) With centre А and radius AB, draw an arc cutting AE at D. 

(iv) With centres B and D and the same radius, draw arcs intersecting at C. 
(у) Draw lines joining C with B and D. 

Then ABCD is the required square. 


.. This book is accompanied by a computer CD, which contains an audiovisual 
. animation presented for better visualization and understanding of the 
MIR у subject. Readers are requested to refer Presentation module 9 for the 
| following problem. 


Problem 5-26. To construct a regular polygon, given the length of its side. 

Let the number of sides of the polygon be seven (i.e. heptagon). 
Method 1: (fig. 5-36 and fig. 5-37): 

() Draw a line AB equal to the given length. 

(ii) With centre A and radius AB, draw a semi-circle BP. 


(iii) With a divider, divide the semi-circle into seven equal parts (same as the 
number of sides). Number the division-points as 1, 2, etc. starting from P. 


(ім) Draw a line joining А with the second division-point 2. 


FIG. 5-36 FIG. 5-37 


(a) Inscribe circle method (fig. 5-36). 
() Draw perpendicular bisectors of A2 and AB intersecting each other at O. 
(ii) With centre O and radius OA, describe a circle. 
(iii) With radius AB and starting from B, cut the circle at points, C, D.....2. 
(iv) Draw lines BC, CD etc. thus completing the required heptagon. 
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(b) 


Arc method (fig. 5-37). 


(i) With centre B and radius AB, draw an arc cutting the line A6-produced 
at C. 


(ii) With centre C and the same radius, draw an arc cutting the line 
A5-produced at D. 


(iii) Find points E and F in the same manner. 


(iv) Draw lines BC, CD etc. and complete the heptagon. 


Method П: General method for drawing any polygon (fig. 5-38): 


(d) 


(i) Draw a line AB equal to the given length. 

(ii) At B, draw a line BP perpendicular and equal to AB. 
(iii) Draw a line joining A with P. 

(iv) With centre В and radius AB, draw the quadrant AP. 


(у) Draw the perpendicular bisector of AB to intersect the straight line AP 
in 4 and the arc AP in 6. 


A square of a side equal to AB can be inscribed in the circle drawn with 
centre 4 and radius A4. 


A regular hexagon of a side equal to AB can be inscribed in the circle 
drawn with centre 6 and radius A6. 


The mid-point 5 of the line 4-6 is the centre of the circle of the radius 
A5 in which a regular pentagon of a side equal to AB can be inscribed. 


To locate centre 7 for the regular heptagon of side AB, step-off a division 6-7 
equal to the division 5-6. 


(i) With centre 7 and radius equal to A7, draw a circle. 
(ii) Starting from B, cut it in seven equal divisions with radius equal to AB. 


(іі) Draw lines BC, CD etc. and complete the heptagon. 


Regular polygons of any number of sides can be drawn by this method. 


FIG. 5-38 НІС. 5-39 FIG, 5-40 
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Alternative method (fig. 5-39 and fig. 5-40): 
(i) On AB as diameter, describe a semi-circle. 


(ii) With either A or В as centre and AB as radius, describe an arc on the same 
side as the semi-circle. 


(іі) Draw a perpendicular bisector of AB cutting the semi-circle at point 4 and the 
arc at point 6. 


(iv) Obtain points 5, 7, 8 etc. as explained in method 1. | 


Fig. 5-40 shows a square, a regular pentagon, a regular hexagon and a regular 
octagon, all constructed on AB as a common side. 


This book is accompanied by a computer CD, which contains an audiovisual 

, animation presented for better visualization and understanding of the 

X: subject. Readers are requested to refer Presentation module 10 for the 
following problem. 


Problem 5-27. To construct a pentagon, length of a side given. | 
Method 1: (fig. 5-41): | | 
(i) | Draw a line AB equal to the given length. 
(ii) With centre A and radius AB, describe- 
a circle-1. | 


(iii) With centre B and the same radius, 
describe a circle-2 cuttting circle-1 at 
C and D. 

(iv) With centre C and the same radius, draw 
an arc to cut circle-1 and circle-2 at E 
and F respectively. | 

(v) Draw a perpendicular bisector of the 
line AB to cut the arc EF at G. | 

(i) Draw a line ЕС and produce it to cut 
circle-2 at P. 

(vii) Draw a line FG and produce it to cut 
circle-1 at R. 

(viii) With P and R as centres and AB as radius, 
draw arcs intersecting each other at Q. 

(ix) Draw lines BP, РО, QR and RA, thus 
completing the pentagon. 


Method И: (fig. 5-42): 


(i) | Draw a line AB equal to the given length. 
(ii) Bisect AB in a point С. 


(іі) Draw a line BD perpendicular and equal i 
to AB. НС. 5-42 
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(iv) With centre С and radius CD, draw an arc to intersect the line AB-produced at Е. 
(v) Then AE is the length of the diagonal of the pentagon. 


(vi) Therefore, with centre A and radius AB, draw an arc intersecting the arc 
drawn with centre B and radius AE at R. 


(vii) Again with centre A and radius АЕ, draw an arc intersecting the arc drawn 
with centre B and radius AB at P. 


(viii) With centres A and B and radius AE, draw arcs intersecting each other 


at Q. 
(ix) Draw lines BP, PO, OR and RA, thus completing the pentagon. 


Problem 5-28. То construct a hexagon, length of a side given (Пе. 5-43 and 
fig. 5-44). | 


(a With T-square and 302-609 set-square only (fig. 5-43). 
(i) Draw a line AB equal to the given length. 


(ii) From A, draw lines Al and A2 making 60° and 120° angles respectively 
with AB. 


(iii) From В, draw lines B3 and B4 making 60° and 120° angles respectively 
with AB. 


(iv) From O the point of intersection of A1 and B3, draw a line parallel 
to AB and intersecting A2 at F and B4 at C. 


(у) From F, draw a line parallel to BC and intersecting B3 at E. 
(vi) From C, draw a line parallel to AF and intersecting A1 at D. 
(vii) Draw a line joining Е and D. 

Then ABCDEF is the required hexagon. 


FIG. 5-43 
(b With the aid of a compass (fig. 5-44). 


(i) With Point О as centre, draw a circle of radius equal to the given side 
length. of the required polygon. 


(ii) Draw a horizontal line passing through the centre of the circle and 
cutting the circle at opposite ends, say at points F and C. Mark the 
centre of circle as O. 
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(iii) Starting with either F or C as centre and side as length, go on marking 
the points on the circumference, A, B, D and Е. 


(iv) Join points A-B-C-D-E-F. You will get the required Hexagon (6 sided polygon). 


This book is accompanied by a computer CD, which contains an audiovisual 
‚ animation presented for better visualization and understanding of the 
- Subject. Readers are requested to refer Presentation module 11 for the 
following problem. m 


pad АКСУГА R 


ОСМА 


Problem 5-29. То inscribe a regular octagon іп a- 
given square (fig. 5-45). 
() Draw the given square ABCD. 
(ii) Draw diagonals AC and BD intersecting each 
other at O. 


(iii) With centre A and radius AO, draw an arc 
cutting AB at 2 and AD at 7. 


(iv) Similarly, with centres B, C and D and the 
same radius, draw arcs and obtain points 1, 
3, 4 etc. as shown. БИС. 5-45 


Draw lines 2-3, 4-5, 6-7 and 8-1, thus completing the octagon. 


Problem 5-30. 7o inscribe a regular polygon of any 
number of sides, say 5, in a given circle (fig. 5-46). 

(i) With centre О, draw the given circle. 

(ii) Draw a diameter AB and divide it into five 


equal parts (same number of parts as the 
number of sides) and number them as shown. 


(iii) With centres А and B and radius AB, draw 
arcs intersecting each other at P. 

(iv) Draw a line P2 and produce it to meet the 
circle at C. Then AC is the length of the 
side of the pentagon. 

(v) Starting from C, step-off on the circle, divisions 
CD, DE etc., equal to AC. 

(уі) Draw lines CD, DE etc., thus completing the 
pentagon. 


Problem 5-31. 70 inscribe a square in a given circle 
(fig. 5-47). | 


(i) With centre О, draw the given circle. ^ 
(ii) Draw diameters AB and CD perpendicular to 
each other. 


(iii) Draw lines AC, CB, BD and DA, thus completing | 
the square. FIG. 5-47 
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Problem 5-32. To inscribe a regular pentagon in a given circle (fig. 5-48). 
(i) With centre О, draw the given circle. 
(ii) Draw diameters AB and CD perpendicular to each other. 


(іі) Bisect AO in a point P. With centre P and radius PC, draw an arc cutting OB 
in Q. 
(iy With centre C and radius СО, draw an arc cutting the circle in F and F. 


(у) With centres E and Р and the same radius, draw arcs cutting the circle іп С 
and H respectively. 


(vi) Draw lines CE, EG, GH, HF and FC, thus completing the шей pentagon. 


FIG. 5-48 ! FIG. 5-49 
| Problem 5-33. To inscribe а regular hexagon in a given circle (fig. 5-49). 
Apply the same method as shown in Problem 5-28(b). 


Note: (a) When two sides of the hexagon are required to be horizontal the starting point 
for stepping-off equal divisions should be on an end of the horizontal diameter. 


. (b) If they are to be vertical, Hs Белі; point should be on ап end of the vertical 
diameter. | = 


In either case, to avoid inaccuracy, the points should be joined with the aid of 
T-square and 30°-60° set-square. 52 4 


Problem 5-34. 10 inscribe a regular ерып ina 
given circle (fig. 5-50). 


() With centre O, draw the given circle. 


(ii) Draw a diameter AB. With centre А and radius | 
AO, draw an arc cutting the circle at E and F. 
(iii) Draw a line EF, cutting AO in С. 
. Then ЕС or FG is the length of the side of the. 
heptagon. 


Therefore, from any point on the circle, say A, step-off 
divisions equal to £G, around the circle. Join the 
division-points and obtain the heptagon. НС. 5-50 
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Problem 5-35. То inscribe a regular octagon 
in a given circle (fig. 5-51). 


(i) With centre O, draw the given circle. 


(ii) Draw diameters AB and CD at right angles 
to each other. 


(iii) Draw diameters EF and GH bisecting 
angles AOC and COB. 


(iv) Draw lines AE, EC etc. and complete 
the octagon. 


Problem 5-36. Jo describe an equilateral triangle 
about a given circle (fig. 5-52). 


(i) With centre О, draw the given circle. 
(ii) Draw a vertical radius OA. 


(11) Draw radii OB and OC with а 30?-60? 
set-square, such that Z АОВ = ZAOC = 120°. 


(iv) At A, B and C, draw tangents to the circle, 
i.e. a horizontal line EF through A, and lines 
FG and GE through B and C respectively with 
а 30%-60% set-square. 


Then ЕҒС is the required triangle. 


Problem 5-37. Jo draw a square about a given 
circle (fig. 5-53). | 
(i) With centre О, describe the given circle. 
(ii) Draw diameters AB and CD at right angles 
to each other as shown. 


(iii) At A and B, draw vertical lines, and at C and 
D, draw horizontal lines intersecting at E, F, 
G and H. 


EFGH is the required square. | 5:658 


Problem 5-38. 7o describe a regular hexagon about a given circle (fig. 5-54). 
(i) With centre О, draw the given circle. 
(ii) Draw horizontal diameter AB, and diameters CD and EF making 60° angle with AB. 


(iii) Draw tangents at all the six ends, i.e. verticals at A and B, and lines with 
а 307-607 set-square at the remaining points intersecting at 1, 2,.....6. 


A hexagon with two sides horizontal can be drawn by drawing a vertical 
diameter AB and the other lines as shown in fig. 5-55. 
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FIG. 5-54 ҒІС. 5-55 FIG. 5-56 
Problem 5-39. 7o describe a regular octagon about a given circle (fig. 5-56). 


(i) With centre O, describe the given circle. 


(ii) Draw a horizontal diameter AB, a vertical diameter CD and diameters EF 
and GH at 45? to the first two. 


(iii) Draw tangents at the eight points A, В.....Н intersecting one another at 
1, 2.....8. Then 1, 2.....8 is the required octagon. 


Problem 5-40. (fig. 5-57): To draw a tangent to 
a given circle at any point on it. | 
(i) | With centre О, draw the given circle and mark 
a point P on it. | 
(ii) Draw a line joining О and Р. 
(iii) Produce OP to О so that PQ = ОР. 


(іу) With centres O and О and with any convenient 
radius, draw arcs intersecting each other at R. 


(у) Draw a line through P and R. Then this 
line is the required tangent. 


Problem 5-41. (fig. 5-58): To draw a tangent to 
a given circle from any point outside it. 
(i) With centre О, draw the given circle. 
(ii) Mark a point P outside it. 
(iii) Draw a line joining O and P. 
(iv) With OP as diameter, draw a semi-circle 
cutting the given circle at R and R4. 


(v) Draw a line through P and R. Then this 
line is the required tangent. The line through 
P and R4 is the other tangent which сап be 
drawn from the same point. FIC. 5-58 
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Problem 5-42. (Пр. 5-59): To draw a tangent 
to a given arc of inaccessible centre at any point 
on it. | | 

Let AB be the given arc and P the point on it. 

(i) With centre P and any radius, draw arcs cutting 


the arc AB at C and D. Draw EF, the bisector 
of the arc CD. It will pass through P. 


(ii) Through P, draw a line RS perpendicular to £F. 
RS is the required tangent. 


Problem 5-43. (fig. 5-60): To draw a tangent to a 
given circle and parallel to a given line. 


The circle with centre O and the line AB are given. 


() From O, draw a line perpendicular to AB and 
cutting the circle at a point P or Q. 


(ii) Through P or Q, draw the required tangent 


CD or С, О; (problem 5-40). 


Problem 5-44. To draw a common tangent to two 
given circles of equal radii (fig. 5-61). 


Draw the given circles with centres O and P. 
(a External tangents (fig. 5-61): 


(i) Draw a line joining О and P. 


С, 
FIG: 5-60 


(ii) At О and P, erect perpendiculars to OP on the same side of it and 


intersecting the circles at A and B. 


(iii) Draw a line through A and B. This line is the required tangent. A4 B4 is 
the other tangent. | 


ҢІС. 5-61 


(b) Internal tangents (fig. 5-62): 
(0 Drawa line joining O and P. 


(ii) Bisect OP in R. Draw а semi-circle with OR as diameler to cut the circle 


at А. 


(iii) With centre R and radius RA, dis an arc to intersect the other circle on 


the other side of OP at B. 


(i) Draw a line through A and B. This line is the required tangent. 


The other tangent through A4 and B4 can also be similarly drawn. 
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Problem 5-45. fo draw a common tangent to two given circles of unequal 
radii (fig. 5-63 and fig. 5-64). 


Draw the given circles with centres 
О and P, and radii А; and А, respectively, 
of which R4 is greater than R3. 


(a) External tangents (fig. 5-63): 
(i) Draw a line joining centres 
O and P. 


(ii) With centre О and radius 
equal to (Ау — А), draw 
a circle. 


(iii) From P, draw a tangent PT B; 
to this circle (Problem 5-41). FIG. 5-63 


(ім) Draw a line ОТ and produce it to cut the outer circle at A. 


(у) Through P, draw a line PB parallel to OA, on the same side of ОР 
and cutting the circle at B. Е | 


(vi) Draw a line through А and B. Then this line is the required tangent. 


The other similar tangent will 
pass through A4 and B4. 


(b) Internal tangents (fig. 5-64): 


(i) Draw a line joining the 
centres O and P. 


(ii) With centre О and radius 
equal to (А; + R5), draw 
a circle. 

(iii) From P, draw а line PT 
tangent to this circle. 

(iv) Draw a line OT cutting 
the circle at A. FIG. 5-64 

(v) Through P, draw a line PB parallel to OA, on the other side of ОР 
and cutting the circle at B. | 

(мі) Draw a line through A and В. Then this line is the required tangent. 
The second tangent will pass through А; and B. 


Problem 5-46. To determine the length of a given arc (fig. 5-65). 
Let AB be the given arc drawn with centre O. 

(i) АҒА, draw a tangent to the arc. | E 

(ii) Draw the chord АВ and produce it beyond A to a point C such that AC = 5 АВ. 
(ін) With centre С and radius equal to CB, describe an arc cutting the tangent at D. 
(iv) Then the length AD is approximately equal to the length of the arc AB. 


This method is satisfactory for arcs which subtend at the centre, angles smaller than 60°. 
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FiG. 5-65 Е FIG. 5-66 


Problem 5-47. То determine the length of the circumference of a given circle (fig. 5-66). 


Let the circle with centre O be given. 

() Draw a diameter AB. 

(ii) At A, draw a tangent AC equal to 3 times AB. —— 
(іі) Draw a radius OD making an angle of 30? with OB. 
(ім) From D, draw a line DE perpendicular to OB. 


(v) Draw a line joining E and C. Then EC is ond equal i in length to the 
circumference of the ое 


Problem 5-48. To ЖИН а eee passing 2. 
a given point and tangent to a given line at a given 
Soins on it (fig. 5-67). 


A point P and a line AB with a point Q in it are 
given. At О, draw a line perpendicular to AB. 
(i) Draw a line joining P and Q. 
(ii) Draw a perpendicular bisector of PQ to 
intersect the perpendicular from Q at O. 


(iii) With centre О and radius OP or OQ, draw 
the required circle. 


AX 
FIG. 5-67 


Probiem 5-49. To draw a circle passing 
through a given point and touching a given 
circle at a given point оп it (fig. 5-68). 20 

A point P, a circle with centre A and a 
point Q on the circle are given. 

(0 Draw a line joining P апа О. 

(ii) Draw a perpendicular bisector of PQ, 

to intersect the line Е А апа 
Q at O. 


(iii) With centre O and radius ОР, draw. 
the required circle. 


The required circle includes the given circle 
when the point is in a position such as P'. НІС. 5-68 - 
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Problem 5-50. To draw a circle to 
touch a given line and a given circle 
at a given point on it (fig. 5-69). 


A line AB, a circle with centre C 
and a point P on the circle are given. 


From P, draw a tangent to the 
circle intersecting AB in D. 


(a) 


(b) 


Draw a bisector of Z PDB, 
to intersect the line through 
C and P at O. With centre 
O and radius OP, draw the 
required circle. 
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Draw a bisector of ZPDA to meet the line through C and P at О". 
Then O' is the centre of another circle which will include the given circle 


within it. 


Problem 5-51. To draw a circle to touch a given circle and a given line at a 
given point on it (fig. 5-70). 


A circle with centre C and a line AB 
with a point P in it are given. | 


Through C, draw a line perpendicular to 
AB and cutting the circle in Е or F. 


(a) 


(b) 


Draw a line joining P and F and 
intersecting the circle at C. 


At P, draw a perpendicular to AB 
intersecting the line through C and 
G at O. With centre O and radius 
OP, draw the required circle. 


Draw а line through P and Е 
and obtain centre O' for another 
circle in the same manner. It will 
include the given circle within it. 


Problem 5-52. To draw a circle touching 
two given circles, one of them at a given 
point on it (fig. 5-71). 


Circles with centres A and B, and a 
point P on the circle A are given (fig. 5-71). 


(1) 
(ii) 
(iil) 


(iv) 
(v) 


Draw a line joining A and P. 


FIG. 5-70 


Through B, draw a line parallel to AP and intersecting the circle in C. 


Draw a line PC and produce it (if necessary) to cut the circle (with centre В) 


in D. 


Draw a line through D and B to intersect AP or AP-produced, at O. 


With centre O and radius OP, draw the required circle. 
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Problem 5-53. То draw a circle touching two given circles, опе of them at a 
given point on it |fig. 5-72). 


() Circles with centres А and B, and a point P on the circle A are given. 

(ii) Draw a line joining centre A and the point P. 

(iii) Through B, draw a line parallel to AP (if extended) and intersecting circle 
B in C" and D'. 

(iv Join PC" and extend to intersect circle 
B at D". | 


(v) Draw a line through D" and B to intersect 
the line AP at O". 


(vi) Join PD' which intersect circle B at С", 
Join СВ and extend to intersect AP at О". 
Draw a circle with О’ as centre and O'P | 
as radius. It is the circle (1). 


(vii) Draw another circle with centre as O" and 
the radius O"P. It is the circle (2). 


Circle-(1) which includes one of the given 
circles, and circle-(2) which includes both of them 
(fig. 5-72). 


Problem 5-54. To inscribe a circle in given 
triangle (fig. 5-73). 
Let ABC be the triangle. 


(i) Bisect any two angles by lines intersecting 
each other at O. 


(ii) Draw a perpendicular from O to any one 
side of the triangle, meeting it at P. 


(iii) With centre О and radius ОР, describe 
the required circle. 


Problem 5-55. To draw a circle touching three 
lines inclined to each other but not forming a triangle 
(fig. 5-74). 


Let AB, BC and AD be the given lines. 


(i) Draw bisectors of the two angles intersecting 
each other at O. 


(ii) From О, draw a perpendicular to any one- 
line intersecting it at P. 


(iii) With centre О and radius OP, draw the 
required circle. НІС. 5-74 
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Problem 5-56. 70 inscribe a circle in a regular 
polygon of any number of sides, say a pentagon 
(fig. 5-75). 

Let ABCDE be the pentagon. 


(i) Bisect any two angles by lines intersecting 
each other at O. 


(ii) From О, draw a perpendicular to апу 
one side of the pentagon cutting it at P. 


(iii) With centre O and radius OP, draw 
the required circle. 


Problem 5-57. To draw in a regular polygon, 
the same number of equal circles as the sides 
of the polygon, each circle touching one side 
of the polygon and two of the other circles 
(fig. 5-76). 

(i) Let ABCD be the given square. 


(ii) Draw bisectors of all the angles of 
the square. They will meet at O, thus 
dividing the square into four equal 
triangles. 


In each triangle inscribe а circle 
(Problem 5-54). Each circle will touch a side 
of the square and two other circles as required. 


Fig. 5-77 shows five equal circles inscribed 
in a regular pentagon in the same manner. 


Problem 5-58. To draw in a regular polygon, 
the same number of equal circles as the sides 
of the polygon, each circle touching two adjacent 
sides of the polygon and two of the other 
circles (fig. 5-78). 

Let ABCDEF be the given hexagon. 


(i) Draw the perpendicular bisectors of 
all sides of the hexagon. They will 
meet at O and will divide the hexagon 
into six equal quadrilaterals. 

(ii) Inscribe a circle in each quadrilateral 
as shown in case of А1 O2 and as 
explained below. 

(iii) Bisect any two adjacent angles with 
bisectors intersecting each other at P. 

(iv) From P, draw a perpendicular to any 
one side of the quadrilateral, meeting 
it at Q. With centre P and radius 
PQ, draw one of the required circles. 


(v) Draw other circles in the same manner. 
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FIG. 5-78 
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Problem 5-59. To draw in a given regular 
hexagon, three equal circles, each touching 
one side and two other circles (fig. 5-79). 


(i) Draw the given hexagon. 


(ii) Draw perpendicular bisectors of its 
two alternate sides, to intersect each 
other at O and to meet the middle 
side produced on both sides at 1 and 2. 


(iii) Inscribe a circle in triangle О 1 2. 
Similarly, draw the other two required 
circles. 


Problem 5-60. To draw in a given circle, 
any number of equal circles, say four, each 
touching the given circle and two of the other 
circles (fig. 5-80). 


() Divide the given circle into four equal 
parts by diameters AB and CD. 


(ii) Draw a tangent to the circle at D. 
Draw lines bisecting ZAOD and ZBOD 
and meeting the tangent at 1 and 2. 


(iii) Inscribe a circle in the triangle О 1 2. 


Draw the other circles in the same manner. 
The centres for the remaining circles may 
also be determined by drawing a circle with 
centre O and radius OP to cut the diameters 
at the required points. 


Problem 5-61. To draw outside a given 
regular polygon, the same number of equal 
circles as the sides of the polygon, each circle 
touching one side and two of the other circles 
(fig. 5-81). 

(i) Let ABCDE be the given pentagon. 

(ii) Draw bisectors of two adjacent angles, 

say ZA and ZB, and produce them 
outside the pentagon. 

(ii) Draw а circle touching the 

extended bisectors and the side AB 


(Problem 5-55). Obtain the other four 
required circles in the same manner. 


[Ch. 5 


НІС. 5-81 


Problem 5-62. То draw outside a given circle any number of equal circles, say 
six, each touching the given circle and two other circles (fig. 5-82). 


(i) Draw the given circle and describe a regular hexagon about it. 


(ii) Draw the required six equal circles outside the hexagon as shown in the 


previous problem. 
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FIG. 5-82 FIG. 5-83 


Problem 5-63. То draw a circle touching two converging lines and passing through 
a given point between them (fig. 5-83). | 
© (ù Lines AB and CD, and the point P are given. 
(ii) Produce lines AB and CD to intersect at a point Е. Draw the bisector EF of ZAEC. 
(іі) Mark any point Q on EF and from it draw a perpendicular QR on AB. 


(м) With Q as centre and QR as radius draw a circle which will touch the line 
CD also. 


(v) Draw a line joining P with E, cutting the circle at a point C. 
(vi) Draw the line ОС. 

(vii) From P, draw a line parallel to QG intersecting EF at a point O. 
(viii) From O, draw a perpendicular ON to either AB or CD. 

(ix) With О as centre and ON as radius, draw the required circle. 


Problem 5-64. To draw two circles touching each other and two converging lines, 
the smaller circle being of given radius (fig. 5-84). 


(i) Lines AB and CD and radius R of the 
smaller circle are given. 


(ii) Produce lines AB and CD to intersect 
at a point Е. Draw the bisector EF of 


D 


pra 
ЖАУАР 


ZAEC. | 
(iii) Draw a line parallel to and at distance R Ё A S P S B 
from AB to intersect EF in a point Q. РІС. 5-84 


(iv) Draw the perpendicular ОР on the line AB. 

(v) With Q as centre and ОР as radius, draw the smaller circle. 

(vi) Mark points Т and М at which the circle cuts ЕР. 

(vii) Draw the line joining T with P. Draw a line NS parallel to TP intersecting AB 
in the point S. 


From 5, draw the perpendicular to AB cutting EF in the point O. With O as centre 
and OS as radius, draw the required circle. 


O' is the centre of smaller circle, obtained in the same manner, touching the two 
given lines and the given circle. 
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1. Draw a line 125 mm long and quadrisect it. 


2. Draw a line AB 80 mm long and divide it into five parts, one of them 20 
mm long and the remaining each 15 mm long, by the method of bisection. 


3. With centre O and radius equal to 50 mm, draw two arcs of any lengths on 
opposite sides of O. Bisect the two arcs and produce the bisectors till they meet. 


4. Draw a line AB 75 mm long. At B, erect a perpendicular BC 100 mm long. 
Draw a line joining A and C, and measure its length. Construct a square on 
each line as a side. | 


5. Draw a line PQ 100 mm long. At any point О in it near its centre, erect a 
perpendicular OA 65 mm long. Through A, draw a line parallel to PQ. 

6. Mark any point O. Draw a line AB, such that its shortest distance from 
O is 50 mm. 


8. Draw a line AB 75 mm long. Mark a point C, 65 mm from A and 90 mm 
from B. Join C with A and B. Through the points A, B and C, draw lines 
(i) perpendicular and (ii) parallel to their opposite lines. 

7. Construct a rectangle of sides 65 mm and 40 mm long. 


9. Construct a square of 75 mm side. Draw the diagonals intersecting at O. From O, 
draw lines perpendicular to the sides of the square. 


10. Draw a circle of 50 mm radius. Divide it (i) into 8 equal parts by continued 
bisection and (ii) into 12 equal parts by bisection of a line and trisection of 
a right angle methods. 

11. Draw two lines AB and AC making an angle of 75°. Draw a circle of 25 mm 
radius touching them. 


12. Construct a right angle POR. Describe a circle of 20 mm radius touching the 
sides РО and QR. 

13. Draw a line AB of any length. Mark a point O at a distance of 25 mm from 
AB. With O as centre, draw a circle of 40 mm diameter. Describe another 
circle (i) of 20 mm radius, touching the circle and AB; (ii) of 35 mm radius, 
touching AB and the circle, and including the circle within it. 

14. Draw two circles of 20 mm and 30 mm radii respectively with centres 65 mm 
apart. (i) Describe a third circle of 50 mm radius touching the two circles 
and (a) outside them; (b) including 20 mm circle; (c) including 30 mm 
circle. (ii) Describe a circle of 75 mm radius, touching both circles and 
including both of them within it. 

15. Mark points А and B, 50 mm apart. Mark a third point 75 mm from both A and В. 
Describe a circle passing through the three points. 


16. Draw the machine handle shown іп fig. 5-85. АП dimensions are іп millimetres. 


Exe, 
14. 


18. 


19. 


20. 


2; 
22. 


23. 


24. 


28. 


26. 
27; 
28. 


29. 
30. 


31. 
32; 
33. 


34. 
35. 
36. 


37. 


38. 


39. 
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The distance between the centres of two circles of 65 mm and 90 mm diameters 
is 120 mm. Draw an internal and an external common tangent to the two circles. 
Draw a circle with centre O and radius equal to 30 mm. From a point P, 75 mm 
from O, draw a line joining P and O, and produce it to cut the circle at Q. From 
P and Q draw tangents to the circle. 

Two shafts carry pulleys of 900 mm and 1350 mm diameters respectively. The 
distance between their centres is 2700 mm. Draw the arrangement showing the 


. two pulleys connected by (i) direct belt (ii) crossed belt. Take 1 mm = 20 mm. 


An arc AB drawn with 50 mm radius subtends an angle of 45? at the centre. 
Determine approximately the length of AB. 


Determine the length of the circumference of a 75 mm diameter circle. 


A point P is 25 mm from a line AB. Q is a point in AB and is 50 mm from P. 
Draw a circle passing through P and touching AB at Q. 


Construct an equilateral triangle ABC of 40 mm side. Construct a square, a 
regular pentagon and a regular hexagon on its sides AB, BC and CA respectively. 


The centre O of a circle of 30 mm diameter is 25 mm from a line AB. Draw a 
circle (i) to touch the given circle and the line AB at a point P, 50 mm from O; 
(ii) to touch AB and the given circle at a point O, 20 mm from AB. 


Two circles of 40 mm and 50 mm diameters have their centres 60 mm apart. 
Draw a circle to touch both circles and (i) to include the bigger circle, the 
point of contact on it being 75 mm from the centre of the other circle; 
(ii) to include both the circles, the point of contact being the same as in (i). 


Construct a regular pentagon of 30 mm side by three different methods. 
On a line AB 40 mm long, construct a regular heptagon by two different methods. 


Construct a regular octagon of 40 mm side. Inscribe another octagon with its 
corners on the mid-points of the sides of the first octagon. 


Construct the following regular polygons in circles of 100 mm diameter, using 
a different method in each case: (i) Pentagon (ii) Heptagon. 


Draw the following regular figures, the distance between their opposite sides 
being 75 mm: (i) Square; (ii) Hexagon; (iii) Octagon. 

Construct a regular octagon in a square of 75 mm side. 

Describe a regular pentagon about a circle of 100 mm diameter. 


Construct a triangle having sides 25 mm, 30 mm and 40 mm long. Draw three 
circles, each touching one of the sides and the other two sides produced. 


Inscribe a circle in a triangle having sides 50 mm, 65 mm and 75 mm long. 
Construct a regular heptagon of 25 mm side and inscribe a circle in it. 
Construct a regular hexagon of 40 mm side and draw in it, six equal circles, 
each touching one side of the hexagon and two other circles. 

Construct a square of 50 mm side and draw in it, four equal circles, each 
touching two adjacent sides and two other circles. 

In a regular octagon of 40 mm side, draw four equal circles, each touching one 
side of the octagon and two other circles. 


Draw a circle of 125 mm diameter and draw in it, five equal circles, each touching 
the given circle and two other circles. 
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40. 


41. 


42. 


43. 


44. 


45. 


46. 


Construct a square of 25 mm side. Draw outside it four equal circles, each 
touching a side of the square and two other circles. 


Outside a circle of 25 mm diameter, draw five equal circles, each touching the 
given circle and two other circles. | | 


Two lines converge to a point making an angle of 30% between them. Draw three 
circles to touch both these lines, the middle circle being of 25 mm radius and 
touching the other two circles. | | | 


Two lines converge to a point making an angle of 30? between them. A point P 
is between these lines 15 mm from one line and 25 mm from the other. Draw 
a circle to touch both the lines and pass through P. 


Draw a series of four circles, each touching the preceding circle and two 
converging lines which make an angle of 25? between them. Take the radius 
of the smallest circle as 10 mm. 


A vertical straight line AB is at a distance of 90 mm from the centre of a circle 
of 75 mm diameter. A straight line PO passes through the centre of the circle and 
makes an angle of 60? with the vertical. Draw circles having their centres on PO 
and to touch the straight line AB and the circle. Measure the radius of each circle. 


Draw a semi-circle of 125 mm diameter and inscribe in it the largest equilateral 
triangle having a corner at the centre. The semi-circle is the development of 
a cone and the triangle that of a line on its surface. Draw the projections of 
the cone resting on its base on the ground showing the line in both views. 


Construct a lever as shown in fig. 5-86. 


48. 


49. 


50. 
51. 


FIG. 5-86 С 95515 6. 5-87 


Construct a special spanner as shown in fig. 5-87. 


[Hint: Тһе method of drawing curve is shown on left-hand side. The same is to be 


followed on the right-hand side. This curve is known as ogee (reverse) curve.] 


Two shafts, 1200 mm apart are connected by flat belt. The flat belt pulleys 
of 300 mm diameter and 600 mm diameter are fixed on the shafts. Draw the 
arrangement and determine approximately length of the belt. 


Draw plan-view of a hexagonal nut of 20 mm using standard dimensions. 
(D Draw a number '8' of height 105 mm and 15 mm thick. 
(ii) Draw an alphabet 'S' of height 105 mm and 15 mm thick. 


The profile of number of objects consists of various types of curves. This chapter 
deals with various types of curves which are commonly used in engineering practice 
as shown below: | е 50; mà 


1. Conic sections / 24.  Evolutes 
2. Cycloidal curves | 5. Spirals 
3.  Involute 6. Helix. 


We shall now discuss the above in details with reference to their construction and 
applications. ME PM | 


The sections obtained by the intersection of a right circular cone by a plane in 
different positions relative to the axis of the cone are called conics. Refer to fig. 6-1. 


CIRCLE AXIS 


PARABOLA 


HYPERBOLA JHYPERBOLA 


Conic sections 
ГС. 6-1 


(i) When the section plane is inclined to the axis and cuts all the generators оп 
one side of the apex, the section is an ellipse (Яр. 6-1]. 
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(ii) When the section plane is inclined to the axis and is parallel to one of the 
generators, the section is a parabola [fig. 6-1]. 


(iii) A hyperbola is a plane curve having two separate parts or branches, formed 
when two cones that point towards one another are intersected by a plane 
that is parallel to the axes of the cones. 


The conic may be defined as the locus of a point moving in a plane in such a way 
that the ratio of its distances from a fixed point and a fixed straight line is always 
constant. The fixed point is called the focus and the fixed line, the directrix. 

distance of the point from the focus 


The ratio distance of the point from the directrix 


denoted by e. It is always less than 1 for ellipse, equal to 1 for parabola and greater 
than 1 for hyperbola i.e. 


(i) ellipse :e<1 


is called eccentricity and is 


(ii) parabola : e =1 
(іі) hyperbola: e > 1. 


The line passing through the focus and perpendicular to the directrix is called 
the axis. The point at which the conic cuts its axis is called the vertex. 


Use of elliptical curves is made in arches, bridges, dams, monuments, man- 
holes, glands and stuffing-boxes etc. Mathematically an ellipse can be described by 
Е: 


25 = 1. Неге а” and 'b' are half the length of major and minor 
axes of the ellipse and x and y co-ordinates. 


X 
equation 22 T 


(1) General method of construction of an ellipse: 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 12 for the 
following problem. 


NIFR 


Problem 6-1. (fig. 6-2): To construct an ellipse when the distance of the focus from 


the directrix is equal to 50 mm and eccentricity is 2- 


() Draw апу vertical line АВ as directrix. 
(1) At any point C on it, draw the axis perpendicular to the AB (directrix). 
(ii) Mark a focus Р on the axis such that CF = 50 mm. 
(iv) Divide CF into 5 equal divisions (sum of numerator and denometer of the 
eccentricity.). 
(v) Mark the vertex V on the third division- -point from C. 
Thus eccentricity, e — w= 
{ : УС 3 
(vi) A scale may now be constructed on the axis (as explained below), which 
will directly give the distances in the required ratio. 
(vii) At V, draw a perpendicular VE equal to VF. Draw a line joining C and Е. 
VE VF 2 


Thus, in triangle CVE, v6 = We = 3 
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(viii) Mark any point 1 on the axis and through it, draw a perpendicular 


(iX) 


(x) 


to meet CE-produced at 1’. 


With centre F and radius equal to 1-1', draw arcs to intersect the perpendicular 
through 1 at points Р; and P*i. 


These are the points on the ellipse, because the distance of P4, from AB 
is equal to СТ, 

Ру F 
Ter 
C1 vc 3 

Similarly, mark points 2, 3 etc. on the axis and obtain points P; and P^, 
Рз and P'4 etc. 


1-1' 
VE 02 


— — + 


and 


Draw the ellipse through these points. It is a closed curve having two foci 
and two directrices. 


DIRECTRIX 3 DIRECTRIX 
A 
AXIS C 
қ | p 
N T 
Directrix and focus 
FIG. 6-2 


(2) Construction of ellipse by other methods: 


Ellipse is also defined as a curve traced out by a point, moving in the same 
plane as and in such a way that the sum of its distances from two fixed points 
is always the same. 


(i) 
(ii) 


(iil) 


Each of the two fixed points is called the focus. 


The line passing through the two foci and terminated by the curve, is called 
the major axis. 


The line bisecting the major axis at right angles and terminated by the curve, 
is called the minor axis. 


Conjugate axes: Those axes are called conjugate axes when they are parallel to the 
tangents drawn at their extremities. 


In fig. 6-3, AB is the major axis, CD the minor axis апа 74 and F, are the foci. The 
foci are equidistant from the centre O. 
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. The points A, P, C etc. are on the curve and hence, according to the definition, 
(AF, + АР) = (РЕ; + РР) = (CF, + CF) etc. 

But (AF, + АР) = AB. = (PF, + PF) = AB, the major axis. 

Therefore, the sum of the distances of any point on the curve from the two foci is 
equal to the major axis. | SELL 
Again, (СР + CF) = AB. 
But CR. dE & СЕ = Ch = 5 AB. 

Hence, the distance of the ends of the minor axis from the foci is equal to half the 
major axis. 


MINOR AXIS 


| MAJOR AXIS | 


Conjugate axes 
FIG. 6-5. 


Problem 6-2. To construct an ellipse, given the major and minor axes. 


The ellipse is drawn by, first determining a number of points through which it is 
known to pass and then, drawing a smooth curve through them, either freehand or 
with a french curve. Larger the number of points, more accurate the curve will be. 
C 


Method I: Arcs of circles method (fig. 6-4). 


(i) Draw a line AB equal to the 
major axis and a line CD equal 
to the minor axis, bisecting each 
other at right angles at O. 


Py 


(ii) With centre C and radius equal 4 
to half AB (i.e. AO ) draw arcs 
cutting AB at F4 and F5, the 
foci of the ellipse. E 


(iii) Mark a number of points 1, 2, 


3 etc. on AB. 
(iv) With centres F4 апа F, and D 
radius equal to A1, draw arcs | Arc of circle method 


on both sides of AB. Fic. 6-4 
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(v) With same centres and radius equal to B1, draw arcs intersecting the 
previous arcs at four points marked P4. 

(vi) Similarly, with radii A2 and B2, A3 and B3 etc. obtain more points. 

(vii) Draw a smooth curve through these points. This curve is the required ellipse. 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 13 for the 
following method ll. 


Method Н: Concentric circles method (fig. 6-5). 


CRABROTS р 


“OGNIFRO™ 


Concentric circle method . 
FIG. 6-5 


(i) Draw the major axis AB and the minor axis CD intersecting each other at O. 
(ii) With centre O and diameters AB and CD respectively, draw two circles. 
(іі) Divide the major-axis-circle into a number of equal divisions, say 12 and 
mark points 1, 2 etc. as shown. MEME 
(iv) Draw lines joining these points with the centre О and cutting the minor-axis-circle 
at points 1', 2 etc. | А a 2 
(v) Through point 1 on the major-axis-circle, draw a line parallel to CD, the minor axis. 
(мі) Through point 1' on the minor-axis-circle, draw a line parallel to AB, the major 
axis. The point P4, where these two lines intersect is on the required ellipse. 
(vii) Repeat the construction through all the points. Draw the ellipse through A, 
н рон OIC. S we A 5 | 
Method Ш: Loop of the thread method (fig. 6-6). | 
This is practical application of the first method. 
(i) Draw the two axes AB and CD intersecting at O. Locate the foci F4 and F3. 
(ii) Insert а pin at each focus-point and tie a piece of thread in the form of 
a loop around the pins, in such a way that the pencil point when placed 
in the loop (keeping the thread tight), is just on the end C of the minor axis. 
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(1) Move the pencil around the 
foci, maintaining an even 
tension in the thread 
throughout and obtain the 
ellipse. 

It is evident that PF4 + PF; 
= C F4 + CF, etc. 


Loop of the thread method 
FIG. 6-6 


Oblong method 
FIG. 6-7 


(i) Draw the two axes AB and CD intersecting each other at O. 
(ii) Construct the oblong EFGH having its sides equal to the two axes. 


(iii) Divide the semi-major-axis AO into a number of equal parts, say 4, and AE 
into the same number of equal parts, numbering them from A as shown. 


(iv) Draw lines joining 1', 2' and 3' with C. | 

(v) From D, draw lines through 1, 2 and 3 intersecting СҢ, C'; and Сэ at points 
P4, P, and Рз respectively. | X | 

(мі) Draw the curve through A, P4.....C. It will be one quarter of the ellipse. 


(уі) Complete the curve by the same construction in each of the three remaining 
quadrants. | | 
As the curve is symmetrical about the two axes, points in the remaining quadrants 
may be located by drawing perpendiculars and horizontals from P4, P, etc. and 
making each of them of equal length on both the sides of the two axes. 
For example, Pox = x P4, and Poy = yPs. 
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An ellipse can be inscribed within a parallelogram by using the above method as 
shown in fig. 6-8. 


| "CT жеде 2502 4 FIG. 6-8. — | 

Lines PO and RS, joining the mid-points of the opposite sides of the parallelogram 
are called conjugate axes. 
Method V: Trammel method (fig. 6-9). 


Trammel method 
FIG. 6-9 


(i) Draw the two axes AB and CD intersecting each other at О. Along the edge 
. of a strip of paper which тау be used as a trammel, mark РО equal to half 
the minor axis and PR equal to half the major axis. | 


(ii) Place the trammel so that Ё is 
on the minor axis CD and Q 
on the major axis AB. Then P 
will be on the required ellipse. 
By moving the trammel to new 
positions, always keeping R on 
CD and Q on AB, obtain other 
points. Draw the ellipse through 
these points. 


Problem 6-3. (fig. 6-10): ABC is a 
triangle such that AB — 100 mm, AC - 
80 mm and BC — 60 mm. Draw an ellipse 
passing through points A, B and C. 
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() Draw horizontal line AB - 100 mm. Take А as centre draw an arc of 
80 mm. Similarly B as centre and the radius equal to 60 mm, draw the arc 
such that it intersects previously drawn arc at the point C. Join ABC to 
complete triangle. 


(ii) Mark the mid point of AB such that OA = OB = 50 mm. Join OC and extend 
CO such that CO - OD. 


(iii) Draw parallel lines from C and D to the line AB. Similarly draw parallel lines 
from A and B to the line CD and complete the rhombus (PQRS). 


(iv) Divide AO into convenient number of equal parts A1 = 12 = 23 = 34 = 40 
and AQ to same number of equal parts A1' = 1'2' = 2'3' = 34-40. Join 
А, 1,2,3, 4' with D. Join C1 and extend it to intersect line D1'. Similarly join 
C2, СЗ, СА and extend it to intersect D2', D3', D4 PES PECUNG: Draw smooth 
< curve passing through all intersection. 


(v) Complete the ellipse by above method for the remaining part. 


(3) Normal and tangent to an ellipse: The normal to an ellipse at any point 
on it bisects the angle made by lines joining that point with the foci. 


The tangent to the ellipse at any point is perpendicular to the normal at that point. 


Problem 6-4. (fig. 6-3): To draw a normal and a tangent to the ellipse at a 
point Q on it. 


join Q with the foci F4 and Fy. 
() Draw a line NM bisecting 2 F4 QF. NM is the normal to the ellipse. 


(ii) Draw a line ST through Q and perpendicular to NM. ST is the tangent to 
the ellipse at the point Q. 


Problem 6-5. (fig. 6-11): To draw a curve parallel to an ellipse and at distance 
R from it. 


This may be drawn by two methods: 


(а) A large number of arcs of radius 
equal to the required distance R, 
with centres on the ellipse, may 
be described. The curve drawn 
touching these arcs will be parallel 
to the ellipse. 


(b) It may also be obtained by drawing 
a number of normals to the ellipse, 
making them equal to the required 
distance R and then drawing a 
smooth curve through their ends. | Fic. 6-11 


Problem 6-6. (fig. 6-12): To find the major axis and minor axis of an ellipse whose 
conjugate axes and angle between them are given. 

Conjugate axes РО and RS, and the angle œ between them are given. 

() Draw the two axes intersecting each other at O. 


(ii) Complete the parallelogram and inscribe the ellipse in it as described in 
problem 6-2, method (iv). 
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(iii) With О as centre and OR as radius, draw the semi-circle cutting the ellipse 
at a point Е. 


(м) Draw the line RE. 


(у) Through O draw a line parallel to RE and cutting the ellipse at points C and 
D. CD is the minor axis. 


(vi) Through O, draw a line perpendicular to CD and cutting the ellipse at points 
A and B. AB is the major axis. | 


Problem 6-7. (fig. 6-13): To find 


the centre, major axis and minor axis 
of a given ellipse. 


(i) Draw any two chords 1-2 and 
3-4 parallel to each other. 


(ii) Find their mid-points P and 
Q, and draw a line passing 
through them, cutting the ellipse 
at points R and S. Bisect the 
line RS in the point O which 
is the centre of the ellipse. 


With O as centre and any con- НС. 6-13 
venient radius, draw a circle cutting 
the ellipse in points E, F, G and H. Complete the rectangle EFGH. Through O, draw 
a line parallel to EF cutting the ellipse in points A and B. Again through O, draw 
a line parallel to FG cutting the ellipse at points C and D. AB and CD are respectively 
the major axis and the minor axis. 


This book is accompanied by a computer CD, which contains an audiovisual 
24 animation presented for better visualization and understanding of the 
_ subject. Readers are requested to refer Presentation module 14 for the 
following problem. 
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Use of parabolic curves is made in arches, bridges, sound reflectors, light 
reflectors etc. Mathematically a parabola can be described by an equation y2 —4 a x or 
x2 = Дау. 

(1) General method of construction of a parabola: | 

Problem 6-8. (fig. 6-14): To construct a parabola, when the distance of the focus 
from the directrix is 50 mm. A 

(i) Draw the directrix АВ and the axis CD. 

(ii) Mark focus Р on CD, 50 mm from C. 

(iii) Bisect CF in V the vertex (because eccentricity = 1). 


(iv) Mark a number of points 1, 2, 3 etc. on the axis 
and through them, draw perpendiculars to it. 


(v) With centre F and radius equal to C1, draw 
arcs cutting the perpendicular through 1 at P4 
and P4. 0 T 

(vi) Similarly, locate points P; and P',, Р; and Р"; 
etc. on both the sides of the axis. 

(vii) Draw a smooth curve through these points. 
This curve is the required parabola. It is ап 
open curve. 


Problem 6-9. (fig. 6-15): To find the axis of a given Directrix and focus 
parabola. FIG. 6-14 


(i) Draw any two chords АВ and CD across the parabola, parallel to each other 
and any distance apart. 


(ii) Bisect АВ and CD in points E and F respectively and draw a line GH passing 
through them. The line GH will be parallel to the axis. 


(іі) Draw a chord РО, perpendicular to СН. 
(iv) Bisect PQ in the point О and through it draw a line XY parallel to GH. 


Then XY is the required axis of the parabola. 


Р 
НІС. 6-15 FIG. 6-16 
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. Problem 6-10. (fig. 6-16): To find the focus and the directrix of a parabola whose 
axis is given. 

(i) Mark any point P on the parabola and draw a perpendicular PA to the axis. 

Mark a point В on the axis such that BV = VA. 
(ii) Draw a line joining B with P. 
(іі) Draw a perpendicular bisector EF of BP, intersecting the axis at a point F. 
Then F is the focus of the parabola. 
(ім) Mark a point O on the axis such that OV - VF. Through O, draw a line CD 
perpendicular to the axis. Then CD is the directrix of the parabola. 
(2) Construction of parabola by other methods: 
Method 1: Rectangle method (fig. 6-17). 

Problem 6-11. 7o construct a parabola given the base and the axis. 

(i) Draw the base AB. 

(ii) At its mid-point Е, draw the axis EF at right angles to AB. 

(iii) Construct a rectangle ABCD, making side BC equal to EF. 

(iv) Divide AE and AD into the same number of equal parts and name them as 

shown (starting from A). 

(v) Draw lines joining F with points 1, 2 and 3. Through 1', 2' and 3', draw 

perpendiculars to AB intersecting F1, F2 and F3 at points Ру, P and Рз respectively. 

(vi) Draw a curve through A, P, P; etc. It will be a half parabola. 

Repeat the same construction in the other half of the rectangle to complete the 
parabola. Or, locate the points by drawing lines through the points Ру, Pa etc. 
parallel to the base and making each of them of equal length C 
on both the sides of EF, e.g. P4O = ОР". AB and EF are 
called the base and the axis respectively of the parabola. 


D F C 


Rectangle method Parallelogram method 
FIG. 6-17 FIG. 6-18 
Fig. 6-18 shows a parabola drawn in a parallelogram by this method. 
Method 11: Tangent method (fig. 6-19). 


(1) Draw the base AB and the axis EF. (These are taken different from those in 
method 1.) 


(ii) Produce EF to О so that EF = FO. 
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(iii) Join О with А and B. Divide lines OA and OB into the same number of equal 
parts, say 8. 


(м) Mark the division-points as shown in the figure. 


(у) Draw lines joining 1 with 1', 2 with 2' etc. Draw а curve starting from A and 
tangent to lines 1-1', 2-2' etc. This curve is the required parabola. 


À | E B 
Tangent method 
FIG. 6-19 


Use of hyperbolical curves is made in cooling towers, water channels etc. 


Rectangular hyperbola: It is a curve traced out by a point moving in such а 
way that the product of its distances from two fixed lines at right angles to each 
other is a constant. The fixed lines are called asymptotes. 


This curve graphically represents the Boyle’s Law, viz. P x V = a, P = pressure, 
V = volume and a is constant. It is also useful in design of water channels. 
General method of construction of a hyperbola: 
Mathematically, we can describe a hyperbola by 
х2 y? | ; 
т 1. (Fig. 6-20 and fig. 6-21.) 
Problem 6-12. (fig. 6-20): Construct a hyperbola, when the distance of the focus 


from the directrix is 65 mm and eccentricity is > 


(i) Draw the directrix AB and the axis CD. 
(ii) Mark the focus F on CD and 65 mm from C. 


(iii) Divide CF into 5 equal divisions and mark V the vertex, оп the second division 
from C. 
VES в. 


Thus, eccentricity = ve = 5 


Art. 6-1-3] 


(iv) 


(v) 


(vi) 


| 223 
То construct the scale for the ratio 2 draw a 


line VE perpendicular to CD such that VE — 
VF. Join C with E. 


n VE _ VE _ 3. 
Thus, in triangle CVE, ve =үс “27 
Mark апу point 1 on the axis and through it, draw 


a perpendicular to meet CE-produced at 1’. 

With centre F and radius equal to 1-1', draw 
arcs intersecting the perpendicular through 1 
at P4 and P^. 

Similarly, mark a number of points 2, 3 etc. 
and obtain points P; and P's, Рз and P'4 etc. 


(vii) Draw the hyperbola through these points. 


Problem 6-13. (fig. 6-21): To draw a hyperbola when 
its foci and vertices are given, and to locate its asymptotes. 


(1) 


(ii) 


(iti) 


(iv) 


(v) 


(vi) 


Draw a horizontal line as axis and on it, mark 
the given foci F and F4, and vertices V and V4. 


Mark any number of points 1, 2, 3 etc. to the 
right of F4. 


With F and F4 as centres and radius, say V2, 
draw four arcs. 
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А! 


74 
M 


C ГА Iud F D 


FIG. 6-20 


With the same centres and radius V42, draw four more arcs intersecting 
the first four arcs at points Р». Then these points lie on the hyperbola. 


Repeat the process with the same centres and radii V1 and V41, V3 and V43 
etc. Draw the required hyperbola through the points thus obtained. 


With FF4 as diameter, draw a circle. 


(vii) Through the vertices V and V4, draw lines perpendicular to the axis, cutting 
the circle at four points A. From O, the centre of the circle, draw lines 
passing through points A. These lines are the required asymptotes. 


FiG. 6-21 


Problem 6-14. (fig. 6-22): To locate the directrix and asymptotes of a hyperbola 
when its axis and foci are given, | 


From the focus F4, draw a perpendicular to the axis intersecting the hyperbola at 
a point A. 
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(i) 
(ii) 
(iii) 
(iv) 


(v) 


Draw a line joining A with the other focus F. Draw the bisector of < FAF}, 
cutting the axis at a point B. 

Through B, draw a line CD perpendicular to the axis. CD is the required directrix. 
With O the mid-point of FF, as centre and OV; as radius, draw a circle cutting 
CD at points Е апа С. 

Lines drawn from O and passing through £ and С are the required asymptotes. 
The asymptotes will also pass through the points of intersection (R and S) 
between the circle of radius OF, and the vertical through V4. 


Problem 6-15. (fig. 6-23): To draw a rectangular hyperbola, given the position of a 
point P on it. 


(i) 
(ii) 
(iil) 


(iv) 


(v) 


(vi) 


B 


rr 


| 


FIG. 6-23 

Draw lines OA and OB at right angles to each other. 
Mark the position of the point P. 
Through P, draw lines CD and EF 
parallel to OA and OB respectively. 
Along PD, mark a number of 
points 1, 2, 3 etc. not necessarily 
equidistant. 

Draw lines O1, O2 etc. cutting 
PF at points 1', 2' etc. 

Through point 1, draw a line parallel 
to OB and through 1', draw a 
line parallel to OA, intersecting — £z 
each other at a point P4. FIG. 6-24 


(vii) Obtain other points in the same manner. 


For locating the point, say Ре, to the left of P, the line Об should be extended to 
meet PE at 6'. Draw the hyperbola through the points Pg, P, P, etc. 


A hyperbola, through a given point situated between two lines making any angle 
between them, can similarly be drawn, as shown in fig. 6-24. 
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(1) General method: 
The common rule for drawing tangents and normals: 


When a tangent at any point on the curve is produced to meet the directrix, the 
line joining the focus with this meeting point will be at right angles to the line joining 
the focus with the point of contact. 


The normal to the curve at any point is perpendicular to the tangent at that point. 

Problem 6-16. То draw a tangent at any point P on the conics (fig. 6-2, fig. 6-14 
and fig. 6-20). 

(i) Join P with F. 

(ii) From F, draw a line perpendicular to РЕ to meet AB at T. 

(іі) Draw a line through T and P. This line is the tangent to the curve. 

(іу) Through P, draw a line NM perpendicular to TP. NM is the normal to the curve. 
(2) Other methods of drawing tangents to conics: 
Method 1: 

Problem 6-17. (fig. 6-25): To draw a tangent to an ellipse at any point P on it. 


() With О, the centre of the ellipse as centre, and one half the major axis as 
radius, draw a circle. 


(1) From P, draw a line parallel to the minor axis, жа the circle at a point Q. 


Ес 6-25 


(іі) Draw a tangent to the circle at the point Q cutting the siende major axis 
at a point R. 


From R, draw a line RS passing through P. RS is the required tangent to the ellipse. 
Method 1I: When an axis of parabola is given. 
Problem 6-18. То draw a tangent to a parabola at any point P on it. 


(i) From P, draw a perpendicular PA to the axis, intersecting it at a point А 
(fig. 6-26). 
Mark a point B on the axis such that BV — VA. Draw a line from B passing 
through P. 


Then this line is the required tangent. 
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(ii) Through P, draw a line PQ parallel to the axis (fig. 6-27). 


Draw two lines AB and CD parallel to, equidistant from and on opposite 
sides of PQ, and cutting the parabola at points A and C. Draw a line 
joining A with C. 
Through P, draw a line RS parallel to AC. RS is the required tangent. 
Method H: When the focus and the directrix are given (fig. 6-28). 


FIG. 6-26 FIG. 6-27 FiG. 6-28 


(i) From Р draw а line PE perpendicular to the directrix AB, meeting it at a point E. 
(ii) Draw a fine joining P with the focus F. 
(іі) Draw the bisector RS of angle ЕРЕ. 
Then RS is the required tangent. 
Problem 6-19. (fig. 6-21): To draw a tangent to a hyperbola at a point P on 
it when the axis and the foci are given. 


Draw lines joining P with foci F and F4. Draw the bisector RS of 2 FPF,. RS 
is the required tangent to the hyperbola. 


Note: In fig. 6-22, the line AB is the tangent to the hyperbola at the point A. 


These curves are generated by a fixed point on the circumference of a circle, which 
rolls without slipping along a fixed straight line or a circle. The rolling circle is 
called generating circle and the fixed straight line or circle is termed directing line 
or directing circle. Cycloidal curves are used in tooth profile of gears of a dial gauge. 


DO 


Cycloid is a curve generated by a point on the circumference of a circle which 
rolls along a straight line. It can be described by an equation, 
y = a (1 ~ соѕб) or x = a (Ө ~ sin0). 
Problem 6-20. (fig. 6-29): To construct a cycloid, given the diameter of the 
generating circle. 
(i) With centre С and given radius R, draw a circle. Let P be the generating 
point. 
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(ii) Draw a line PA tangential to and equal to the circumference of the circle. 


(iii) Divide the circle and the line PA into the same number of equal parts, say 12, 
and mark the division-points as shown. 


(ivy Through C, draw a line CB parallel and equal to PA. 
(v) Draw perpendiculars at points 1, 2 etc. cutting CB at points С), С» etc. 


4 2 3 4 5 6 708 9 1 d А 


Cycloid 

FIG. 6-29 
Assume that the circle starts rolling to the right. When point 1' coincides with 1, 
centre C will move to C4. In this position of the circle, the generating point P will 
have moved to position P4 on the circle, at a distance equal to P'; from point 1. 
It is evident that P4 lies on the horizontal line through 1' and at a distance R from C4. 


Similarly, P5 will lie on the horizontal line through 2' and at the distance 
R from Co. 


Construction: 
(vi) Through the points 1', 2' etc. draw lines parallel to PA. 


(vii) With centres C4, Cy etc. and radius equal to R, radius of generating circle, 
draw arcs cutting the lines through 1', 2' etc. at points P4, Pa etc. respectively. 


Draw a smooth curve through points P, P4, Р;....А. This curve is the required 
cycloid. 
Normal and tangent to a cycioid curve: The rule for drawing a normal to all 
cycloidal curves: 


The normal at any point on a cycloidal curve will pass through the corresponding 
point of contact between the generating circle and the directing line or circle. 

The tangent at any point is perpendicular to the normal at that point. 

Problem 6-21. (fig. 6-29): To draw a normal and a tangent to a cycloid at a given 
point N on it. 

(i) With centre N and radius equal to R, draw an arc cutting CB at M. 


(ii) Through М, draw a line MO perpendicular to the directing line PA and cutting 
it at O. 


O is the point of contact and M is the position of the centre of the generating 
circle, when the generating point P is at N. 


(iii) Draw a line through N and O. This line is the required normal. 


(iv) Through М, draw a line ST at right angles to NO. ST is the tangent to the 
cycloid. 
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Problem 6-22. (fig. 6-30): A thin circular disc of 50 mm diameter is allowed to roll 
without slipping from upper edge of sloping plank which is inclined at 15° with the 
horizontal plane. Draw the curve traced by the point on the circumference of the disc. 


FIG. 6-30 


(i) Draw a line AB of length 157 mm (i.e. xD) at angle of 15? with the horizontal. 

(ii) Draw a circle of 50 mm diameter at upper edge В as shown and divide the 
circumference of the circle in twelve equal parts. Name 1, 2, 3, 4 to 11. 
Draw parallel lines from 1, 2, 3, 4 to 11 to the AB. Take B as generating 
point on the circumference. 

(iii) Draw a parallel line from the centre of circle O to line AB and equal to 
length of AB. Divide this line in 12 parts. Name O4 to O45 as shown. 

(іу) As the disc rolls from position B, the centre of disc simultaneously moves 
from О to O4. Draw an arc with radius as 25 mm and centre as О; to 
intersect the line drawn from the point 1 parallel to AB. Mark intersection 
point as B4. This point is on the cyloid. 

(v) Similarly draw arc from the points О, to O45 such that it intersects each 
line drawn from 2 to 11 respectively. Join the points by smooth curve. This 
curve is the cycloid 


Trochoid is a curve generated by a point fixed to a circle, within or outside its 
circumference, as the circle rolls along a straight line. | 


When the point is within the circle, the curve is called an inferior trochoid апа when 
outside the circle, it is termed a superior trochoid. 


Problem 6-23. (fig. 6-31, fig. 6-32 and fig. 6-33): To draw a trochoid, given the 
rolling circle and the generating point. 


(a) Inferior trochoid: | 
Let Q be the point within the circle and at a distance R4 from the centre C. 


(i) Draw the circle and mark a point О on the line CP and at a distance 
R4, from C. 


(ii) Draw a tangent PA equal to the circumference of the circle and a line CB 
equal and parallel to PA. 


(іі) Divide the circle and the line CB into 12 equal parts. 
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Method 1: (fig. 6-31): Determine the positions P4, Р; etc. for the cycloid as 
shown in problem 6-20. Draw lines СІРІ, С3Рҙ etc. With centres Су, С; etc. and 
radius equal to К+, draw arcs cutting СІРІ, СОР; etc. at points Q4, О» etc. respectively. 


Draw a curve through these points. This curve is the inferior trochoid. 
SUPERIOR 


Trochoids 
FIG. 6-31 


Method П: (fig. 6-32): With centre C and radius equal to К+, draw a circle and 
divide it into 12 equal parts. 


Through the division-points, draw lines parallel to PA. With centres Су, С, etc. 
and radius equal to А, draw arcs to cut the lines through 1', 2' etc. at points О}, 
Q, etc. Draw the trochoid through these points. 


Qg 


Inferior trochoid 
Нс. 6-32 


(b) Superior trochoid: 


Let S be the point outside circumference of the circle and at a distance R, from 
the centre. 


Superior trochoid 
FIG. 6-33 
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Method 1: (fig. 6-31): Adopt the same method as method | used for inferior trochoid. 
Point S will lie on the line CP-produced, at distance Кә from C. Points S4, 5 etc. are 
obtained by cutting the lines C,P,-produced, C;P;-produced etc. with arcs drawn with centres 
Cy, С; etc. and radius equal to Rp. 5, 51, S2 etc. are the points on the superior trochoid. 


Method Il: (fig. 6-33): Same as method Il for inferior trochoid. Note that the radius 
of the circle is equal to А. A loop is formed when the circle rolls for more than one revolution. 


The curve generated by a point on the circumference of a circle, which rolls 
without slipping along another circle outside it, is called an epicycloid. The epicycloid 
can be represented mathematically by | 


= (a + b) со50 — a cos (ath ) / | 
a 


y = (а + b) біпб — a sin (a+b ) 
a 


where a is the radius of rolling circle. 

When the circle rolls along another circle inside it, the curve is called a hypocycloid. 
It can be represented by mathematically x = а cos30, y = a sin38. 

Problem 6-24. To draw an epicycloid and a hypocycloid, given the generating 
and directing circles of radii r and R respectively. 

Epicycloid (fig. 6-34): With centre О and radius R, draw the directing circle (only 
a part of it may be drawn). Draw a radius OP and produce it to C, so that CP = 


O 
Epicycloid 
НІС. 6-34 | 


With C as centre, draw the generating circle. Let P be the generating point. 


In one revolution of the generating circle, the point P will move to a point A, 
so that the arc PA is equal to the circumference of the generating circle. 
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The position of A may be located by calculating the angle subtended by the arc PA 
at centre O, by the formula, 


£ POA CC ERE АРС. зб. сае ЕЁ 
360° circumference of directing circle 2л8 К 
ЖРОА - 360? x = Rog Vi Net 5% 


(i) Set-off this angle and obtain the Posten of A. 


(if) With centre О and radius. 
~~ equal to OC, draw an arc . 
intersecting OA-produced at 
B. This arc CB is the locus 

of the centre C. 


(іі) Divide CB and the generating 
circle into twelve equal parts. 

(м) With centre O, describe arcs 
through points 1', 2', 3' etc. 

(v) With centres Су, Сэ etc. and 
radius equal to r, draw arcs О 
cutting the arcs through 1', Hypocycloid 
2' etc. at points P4, P; etc. FiG. 6-35 


Draw the required epicycloid through the points P, P4, Po....... A. 


Hypocycloid (fig. 6-35): The method for drawing the hypocycloid is same as for 
epicycloid. Note that the centre C of the generating circle is inside the directing circle. 


Hypocycloid 
НІС. 6-36 


When the diameter of the rolling circle is half the diameter of the directing circle, 
the hypocycloid is a straight line and is a diameter of the directing circle (fig. 6-36). 


Normal and tangent to an epicycloid and a hypocycloid: 


Problem 6-25. (fig. 6-34 and fig. 6-35): To draw a normal and a tangent to an 
epicycloid and a hypocycloid at a point N in each of them. 
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(i) With centre N and radius equal to г, draw an arc cutting the locus of the centre 
C at a point D. 
(ii) Draw a line through О and D, cutting the directing circle at M. 


(іі) Draw a line through N and M. This line is the normal. Draw a line ST through 
N and at right angles to NM. ST is the tangent. 


Epitrochoid is a curve generated by a point fixed to a circle (within or outside its 
circumference, but in the same plane) rolling on the outside of another circle. 


SUPERIOR 


“2 


О 
Epitrochoids 
НС. 6-37 


О 
Superior epitrochoid 
FIG. 6-38 
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When the circle rolls inside another circle, the curve is called a hypotrochoid. 


The curve is termed inferior or superior, according to the position of the point 
being inside or outside the rolling circle. 


EPITROCHOID Ов 


o L7 NHYPOTROCHOID 
О 
Inferior epitrochoid апа hypotrochoid 
FIG. 6-39 © 


Problem 6-26. То draw an epitrochoid and a hypotrochoid, given the rolling and 
directing circles and the generating points. 


These curves are drawn by applying the methods used for trochoids. Note that arcs 
are drawn instead of horizontal lines. AT x | 


 Epitrochoids: | 
| | Method I: Superior and inferior 
- see fig. 6-37 
Method Н: Superior - see fig. 6-38. 
Inferior ~ see fig. 6-39 
Hypotrochoids: 


Method 1: Superior and inferior 
~ see fig. 6-40 
Method Il: Superior - see fig. 6-41 
Inferior — see fig. 6-39 


Note: When the diameter of the rolling circle is half the diameter of the directing 
circle, the hypotrochoid will be an ellipse. 
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Hypotrochoids 
FIG. 6-40 


Superior hypotrochoids 
FIG. 6-41 


The involute is a curve traced out by an end of a piece of thread unwound from 
a circle or a polygon, the thread being kept tight. It may also be defined as a 
curve traced out by a point in a straight line which rolls without slipping along a 
circle or a polygon. Involute of a circle is used as teeth profile of gear wheel. 
Mathematically it can be described by x = гсоѕ9 + гӨѕіпӨ, y = гѕіпӨ — гӨсоѕө, 


il LH 


where "г" is the radius of a circle. 
Problem 6-27. (fig. 6-42): To draw an involute of a given circle. 


With centre C, draw the given circle. Let P be the starting point, i.e. the end of 
the thread. 


Suppose the thread to be partly unwound, say upto a point 1. P will move to a 
position P4 such that 1P4 is tangent to the circle and is equal to the arc 1P. P4 will be 
a point on the involute. 


Consíruction: 


(i) Draw a line РО, tangent to the circle and equal to the circumference of the circle. 
(ii) Divide РО and the circle into 12 equal parts. 
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(iii) Draw tangents at points 1, 2, 3 etc. and mark on them points P4, Р, Рз etc. 
such that 1Р; = РТ; 2Р, == pa 3P4 = P3 etc. 
Draw the involute through the points P, P4, Р;....ейс. 


Normal and tangent to an involute: 
The normal to an involute of a circle is tangent to that circle. 


Problem 6-28. (fig. 6-42): To draw a normal and a tangent to the involute of a circle 
at a point N on it. 


Fo 


Involute 
| FIG. 6-42 
() Draw a line joining C with М. 
(ii) With CN as diameter describe a semi-circle cutting the circle at M. 
(іі) Draw a line through N and M. This line is the normal. Draw a line ST, 
perpendicular to NM and passing through N. ST is the tangent to the involute. 
Problem 6-29. (fig. 6-43): To draw an involute of a given square. 
Let ABCD be the given square. | 
() With centre A and radius AD, draw ai arc to cut the line BA-produced at a 
point P4. 
(ii) With centre В and radius BP, (i.e. BA + AD) draw an arc to cut the 
line CB-produced at a point P5. Similarly, with centres C and D and radii 
CP, (Le. CB + BA + AD) апа DP; (і.е. DC + CB + BA + AD = 


perimeter) respectively, draw arcs to cut DC-produced at a point P4 and 
AD-produced at a point P4. 


The curve thus obtained is the involute of the square. 


Problem 6-30. (fig. 6-44): Trace the paths of the ends of a straight line АР, 
100 mm long, when it rolls, without slipping, on a semi-circle having its 
diameter AB, 75 mm long. (Assume the line AP to be tangent to the semi-circle in 
the starting position.) 
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If AP is an inelastic string with 
the end A attached to the semi- 
circle, the end P will trace out 
the same curve PP' when the string р 
is wound round the semi-circle. 


curves through points P, 


FIG. 6-43 FIG. 6-44 


Draw the semi-circle and divide it into six equal parts. 


Draw the line AP and mark points 1, 2 etc. such that A1 = arc A1', A2 = arc 
A2' etc. The last division 5P will be of a shorter length. On the semi-circle, 
mark a point P' such that БР! = 5P. 


At points 1', 2' etc. draw Р, 
tangents and оп them, 
mark points P4, P» etc. such 
that ТІР) = 1P, 2'Р = 
2Р....апа 5'Ps = 5' Pe = 
5Р. Similarly, mark points 
A1, Аҙ etc. such that 411! 
= Ау, Аз2' = A2....and Ар 
= АР. Draw the required 


P,...and P', and through 
points A, Aq... and A’. 


3 FIG. 6-45 


Fig. 6-45 shows the curve traced out by the end of a thread which is longer 


than 


the circumference of the circle on which it is wound. 


Note that the tangent 1'Р; = 1P, 2'P5 = 2P etc. and lastly 2'P' = 2'P44 = ТАР. 


Problem 6-31. AP is a rope 1.50 metre long, tied to peg at A as shown in fig. 6-46. 
Keeping it always tight, the rope is wound round the pole. Draw the curve traced out 
by the end P. Use scale 1:20. 


(1) 


Draw given figure to the scale. 
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(і) From A, draw a line passing through 1. A as centre and AP as radius, draw 
the arc intersecting extended line A1' at Ро. Extend the side 1-2, 1 as centre 
and 1'Pg as radius, draw the arc to intersect extended line 1-2 at P4. 

(iii) Divide the circumference of the semicircle into six equal parts and label it 
as 2, 3, 4, 5, 6, 7 and 8. 

(iv) Draw a tangent to semicircle from 2 such that 2-Р) = 2-Р;. Mark 8' on this 
tangent such that 2'-8' = nR. Divide 2'-8' into six equal parts. 

(v) Similarly draw tangents at 3, 4, 5, 6, 7 and 8 in anti-clockwise direction such 
that 3-P4 = 3-9, 4-Р„ = 4-9, 5-Р. = 5-9, 6-Pe = 6-9, 7-P; = 7-9, 
8-Рв = 8-9 апа 8-Ро = 8-9" respectively. 


(vi) Join P4, P2, ....., Pg with smooth curve. 
R25 


Fig. 6-46 


Problem 6-32. A thin semi-circular plate with C as centre and radius equal to 
32 mm is fixed. OP is the inelastic rope of 140 mm horizontal length. End О of the 
rope is fixed. The end O is 20 mm above and 20 mm on the left of C. The rope is wound 
in anti-clockwise direction around the circumference of the plate. Draw the locus of free 
end P of the rope. 
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140 | 20 


| Р, 
Fig. 6-47 


() Taking С as centre, draw the semicircle of radius 32 mm as shown in 
fig. 6-47. Draw the horizontal line 20 mm above C. Mark O, 20 mm on left 
of C. Draw OP parallel to the diameter of the plate equal to 140 mm. 


(1) Divide the semi-circle into six equal parts and lable it 1, 2, 3, 4, 5, 6 and 7. 
Join all points with C. Now rotate the line OP about O, till it touches the 
semicircular plate at point 1. Mark the point 1 as point 1' on the rope. 


(iii) Mark 7' on line 1'Pg from 1' such that 1'-7 = nR = 100.48 mm. Divide 1-7! 
into six equal parts and name it as 1', 2', 3', 4', 5', 6' and 7. 

(iv) Draw tangents on semicircular plate at 1, 2, 3, 4, 5, 6 апа 7 in anticlockwise 
direction such that 1-Р; = 18, 2-P, = 28, 3-Р; = 3'8', 4-Р, = 4'8', 5-Р; 
= 58, 6-Ре = 68, and 7-Р, = 7'8' respectively. 

(у) Join points P4, P2, 


.4Х “ .. 


, Pz by smooth curve. It is involute. 


Problem 6-33. (fig. 6-48): A thin triangular equilateral plate of 20 mm side is pinned 
at its centroid O. An inelastic string circumscribes complete perimeter of the plate. One 
end of the string is attached to one of the apex of the plate. Draw the curve traced 
out by other end of the string keeping it tight, when the string is unwounded. 


() Draw an equilateral triangle of 20 mm sides. Determine its centroid by 
drawing perpendicular at mid point of each sides. 


(ii) Consider starting point P. Taking PR = 20 mm as radius and R as centre, 
draw the arc to intersect the extended line QR at point 1, of 40 mm as radius. 


(iii) At the point Q, extend the line PO equal to 2 QR = 40 mm. О as centre 
draw the arc to cut at the point 2. 


(ivy Extend line RP equal to 3 PQ = 60 mm P as centre, 60 mm as radius draw 
the arc to intersect the extended line RP at 3. 


(v) Thus the curve obtained is involute. 
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FIG. 6-48 


Problem 6-34. A regular pentagonal plate of 20 mm side is fixed at its centre. An 
inelastic rope is circumscribed along the perimeter of the pentagonal. Draw the path of 
free end of the rope when it is unwounded keeping, tight for one complete turn. 


4 


FiG. 6-49 


() Construct pentagon of 20 mm side as shown fig. 6-49 


(ii) Name the corners (apex) as A, B, C, D, and E. 
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(iii) Consider starting point E. Extend line BA through A. A as centre, AE as 
radius draw an arc starting from Е and intersecting the extended line BA at 1. 


(ім) Similarly at B, C, and D extend lines. At B as centre and B1 - (AE -- АВ) 
as radius, draw the arc cutting extended line CB at 2. At C and C3 = 34A1 
as radius draw arc cutting extended line CB at 3. Similarly draw arcs for 
extended line ED and AE cutting at 4, 5 respectively. 


(v) Thus the curve obtained is involute. 


APB is a given curve (fig. 6-50). O is the centre of a circle drawn through three 
points C, P and D on this curve. If the points C and D are moved to converge 
towards P, until they are indefinitely close together, then in the limit, the circle 
becomes the circle of curvature of the curve APB at P. The centre O of the circle 
of curvature lies on the normal to the curve at P. This centre is called the centre 
of curvature at P. The locus of the centre of curvature of a curve is called the 


evolute of the curve. A curve has only one evolute. 


Problem 6-35 (fig. 6-51): To determine 
the centre of curvature at a given point on 
a conic. 


Let P be the given point on the conic 
and F, the focus. 


(i) Join P with F. 


(ii) At P, draw a normal PN, cutting 
the axis at N. 

(iii) Draw a line NR perpendicular to PN | 0 _ 
and cutting PF ог PF-produced at R. FIG. 6-50 FIG. 6-51 


(iv) Draw a line RO perpendicular to PR and cutting PN-produced at О. Then О 
is the centre of curvature of the conic at the point P. 


The above construction does not hold good when the given point coincides with 
the vertex. As the point P approaches the vertex, the points R, N and O move 
nearer to one another, so that when P is at the vertex, the three points coincide 
on the axis. 


In a parabola, PF will be equal to FR. Hence, when P is at V the vertex, the 
centre of curvature O is on the axis so that OF - VF. 


In an ellipse or a hyperbola, the ratio of the distances of P from the foci is 


equal to the ratio of focal distances of М, i.e. A = e 


Hence, when P coincides with V the vertex, the ratio becomes a = a 
1 1 


Similarly, when P coincides with the other vertex V4, the ratio becomes 
Va Fi e 


ett rm 


у F O; F 
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Problem 6-36. To determine the centre of 
curvature O, when the point P is at the vertex 
V of a conic. 


(a) Parabola (fig. 5-52): Mark the centre у 


F 
of curvature O on the axis such that x 
OF = VF. 
(b) Ellipse (fig. 6-53): FIG. 6-52 Fic. 6-53 
Method 1: 


(i) Draw a line F4G inclined to the axis and equal to VF,. 
(ii) Produce F,G to H so that GH = VF. Join H with Р. 


(iii) Draw a line GO parallel to HF and intersecting the axis at О. Then О is 
the required centre of curvature. | 


Method 1i: (fig. 6-54): 
() Draw a rectangle AOCE in which 


AO - major axis and 


2 
1 А ; 
CO = = minor axis. 


(ii) Tom A with C. 


(iii) Through £, draw a line perpendicular to AC and cutting the major axis at 
О; and the minor axis О». Then О; and О» are the centres of curvature 
when the point P is at А and C respectively. 
(c) Hyperbola (fig. 6-55): 


(i) Draw a line F4G inclined to the axis and 
equal to FV4. 


ho 


FIG. 6-54 НІС, 6-55 


. | YSA 
(ii) On F4G, mark a point H such that 4 
HG = VF. Join H with Р. EE sed ND 


(іі) Draw a line GO parallel to HF and cutting 
the axis at O. Then O is the centre of 
curvature at the vertex V. 


Problem 6-37. (fig. 6-56 and fig. 6-57): To draw 
the evolute of an ellipse. 


The ellipse with major axis AB and minor axis CD 
is given. 


(i) Mark a number of points on the ellipse. 


(ii) Determine the centres of curvatures at these 
points (as shown at the point P) and draw a 
smooth curve through them. This is the evolute 
of the ellipse. The evolute may sometimes 
go outside the ellipse as shown in fig. 6-57 
The centres of curvature at points A and C 
are shown by method II of problem 6-36. РІС. 6-57 
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Problem 6-38. (fig. 6-58): To draw the evolute of 
a parabola. | 


(i) Mark a number of points on the parabola 
and determine the centres of curvature at 
these points (as shown at the point P). 


(ii) Draw the evolute through these centres. 
Note that PF = FR. 


Problem 6-39. (fig. 6-59): То draw the evolute of 

a hyperbola. B Е 
(i) Mark a number of points on the hyperbola - 
and determine the centres of curvature at 

these points (as shown at the point P). - 


(ii) Draw the evolute through these centres. To | 
obtain the centre of curvature at the vertex, 
the position of the other focus F, must be 
found. px * 


It is determined by making use of the following 
rule: 


The tangent at any point on the curve bisects the 
angle made by lines joining that point with the two 
foci, i.e. ҰОС = 2 РОС. 

Problem 6-40. (fig. 6-60): To draw the evolute of | 
a cycloid. Е m 

(i) Mark a point P on the cycloid and draw 

the normal PN to it (Problem 6-21). 


(ii) Produce PN to Op so that МОр = 
PN. Op is the centre of curvature at 
the point P. 


(iii) Similarly, mark a number of points 
on the cycloid and determine centres 
of curvature at these points. The curve 
drawn through these centres is the 
evolute of the cycloid. It is an equal 
cycloid. 

Problem 6-41. (fig. 6-61): To draw the evolute 

of an epicycloid. — | FIG. 6-60 

(i) Mark a point Р on the epicycloid and draw the normal PN to it 
(Problem 6-24 and problem 6-25). 

(ii) Draw the diameter PQ of the rolling circle. Join Q with O, the centre of the 
directing circle. | _ 3 

(iii) Produce PN to cut QO at О» which is the centre of curvature at the point P. 


(iv) Mark а number of points on the epicycloid and similarly, obtain centres of 
curvature at these points. The curve drawn through these centres is the 
evolute of the epicycloid. | 
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Through Ор, draw a line perpendicular to PO, and intersecting the line joining 
C (the centre of the rolling circle) with O at a point R. The evolute is the 
epicycloid of the circle of diameter NR, rolling along the circle of radius OR. 


FiG. 6-61 m FiG. 6-62 
Problem 6-42. (fig. 6-62): To draw the evolute of a hypocycloid. | 
() Mark a point P on the hypocycloid and draw the normal PN to it 
(Problem 6-24 and problem 6-25). m Е | 
(i) Draw the diameter PQ of the rolling circle. Join Q with O, the centre of 
| the directing circle. | О | 
(iii) Produce PN to cut OQ-produced at Ор, which is the centre of curvature 
at the point P. m | | 
(м) Mark a number of points оп the hypocycloid and similarly, obtain centres 
of curvature at these points. The curve drawn through these centres is the 
evolute of the hypocycloid. 


Through Ор, draw a line perpendicular to PO and intersecting OC-produced at 
a point R. The evolute is the hypocycloid of the circle of diameter NR rolling along 
the circle of radius OR. 


Problem 6-43. (fig. 6-42): To draw the evolute of an involute of a circle. 


In the involute of a circle, the normal NM at any point N is tangent to the 
circle at the point of contact M. M is the centre of curvature at the point N. 
Hence, the evolute of the involute is the circle itself. 


If a line rotates in a plane about one of its ends and if at the same time, a point 
moves along the line continuously in one direction, the curve traced out by the 
moving point is called a spiral. The point about which the line rotates is called a pole. 


The line joining any point on the curve with the pole is called the radius vector and 
the angle between this line and the line іп its initial position is called the vectorial angle. 


Each complete revolution of the curve is termed the convolution. A spiral may make 
any number of convolutions before reaching the pole. 
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It is a curve traced out by a point moving in such a way that its movement 
towards or away from the pole is uniform with the increase of the vectorial angle 
from the starting line. 


The use of this curve is made in teeth profiles of helical gears, profiles of cams etc. 


Problem 6-44. (fig. 6-63): To construct an Archemedian spiral of 1> convolutions, 


given the greatest and the shortest radii. 


Let О be the pole, OP the greatest radius and OQ the shortest radius. 
(i) With centre O and radius equal to OP, draw a circle. OP revolves around 


1 
O for 1 revolutions. During this period, P moves towards O, the distance 
equal to (OP - ОО) i.e. OP. 


225 -—: | 
(ii) Divide the angular movements of OP, viz E revolutions i.e. 540?, and the 


line QP into the same number of equal parts, say 18 (one revolution 
divided into 12 equal parts). 


When the line OP moves through one division, i.e. 30?, the point P will 
move towards O by a distance equal to one division of QP to a point P. 


(іі) To obtain points systematically draw arcs with centre O and radii O1, O2, 
ОЗ etc. intersecting lines ОТ, O2', ОЗ" etc. at points P4, P5, Рз etc. 
respectively. 
In one revolution, P will reach the 12th division along QP and in the next 
half revolution it will be at the point Po on the line 18'-O. 
(м) Draw a curve through points P, Pi, Po, Po. This curve is the required 
| Archemedian spiral. | 
Normal and tangent to an Archemedian spiral: The normal to an Archemedian 
spiral at any point is the hypotenuse of the right-angled triangle having the other 
two sides equal in length to the radius vector at that point and the constant of the 
. curve respectively. 
The constant of the curve is equal to the difference between the lengths of any 
two radii divided by the circular measure of the angle between them. 


OP and ОР; (fig. 6-63) are two radii making 90% angle between them. In 
circular measure in radian, 90? - T = 1.57. Therefore, the constant of 
2 

ОР - ОР, 


1.57 
Problem 6-45. (fig. 6-63): To draw a normal to the Archemedian spiral at a 
point N on it. | 


the curve, C - 


(i) Draw the radius vector NO. 


(ii) Draw a line OM equal in length to the constant of the curve C and 
perpendicular to NO. | 


(iii) Draw the line NM which is the normal to the spiral. 


(м) Through М, draw a line ST perpendicular to NM. ST is the ыр to the 
spiral. 
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Archemedian spiral 
FiG. 6-63 


Problem 6-46. (fig. 6-64): A link 225 mm 
long, swings on a pivot O from its vertical 
position of rest to the right through an angle 
of 75% and returns to its initial position at 
uniform velocity. During that period, a point 
P moving at uniform speed along the centre 
line of the link from a point at a distance of 
25 mm from О, reaches the end of the link. 
Draw the locus of the point P. 


(i) Draw a vertical line ОА, 225 mm long. 


(ii) With centre O and radius equal to 
OA, draw an arc. 


(iii) Draw a line OB making 2 AOB equal 
to 75? and cutting the arc at B. 


(iy Mark a point P along OA and at a distance of 25 mm from О. 


(v) Divide the angular movement of the link and the line PA into the same 
number of equal parts, say 8. 


The end A of the link moves to B and returns to its original position. 
Hence, the arc AB must be divided into four equal parts. 
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(vi) With centre О and radii O1, O2, ОЗ etc., draw arcs intersecting lines 
O1', O2', O3' etc. at points P4, P5, P4 etc. respectively. Draw a curve 
through P, P4....P4...A. This curve is the locus of the point P. 


Problem 6-47. (fig. 6-65): A straight 
link PQ of 60 mm length revolves one 
complete revolution with uniform motion 
in anti-clockwise direction about hinged 
P. During this period an insect moves along . 
the link from P to Q and Q to P with 
uniform linear motion. Draw the path of 
the insect and name the curve. 


(i) Draw circle of 60 mm radius at 
P as centre and divide into twelve 
equal parts. Name in anti- 
clockwise direction 1, 2, 3, 4, 
aste 12. 


(ii) Divide line PQ into six equal 
part and mark as 1,2,3,4,5 | 
апа 6 and from О as 7' to 12'. P Fic. 6-65 

(іі) Mark 1", 2", 3", 4", 5" and 6" along radius P1, P2, P3, P4, P5 and P6 
respectively increasing each division of the line РО as shown in fig 6-65. 


(iv) Bottom portion is the mirror image of top portion. So drop the respective 
point on bottom radii. 


(v) Join them with the smooth curve. The curve is archemedian spiral. 


In a logarithmic spiral, the ratio of the lengths of consecutive radius vectors enclosing 
equal angles is always constant. in other words the values of vectorial angles are 
in arithmetical progression and the corresponding values of radius vectors are in 
geometrical progression. 


The logarithmic spiral is also known as equianguf/ar spiral because of its property 
that the angle which the tangent at any point on the curve makes with the radius 
vector at that point is constant. 


Problem 6-48. (fig. 6-66): To construct a logarithmic spiral of one convolution, 
given the length of the shortest radius and the ratio of the lengths of radius vectors 
Е ап “angle 0. 


| | 2210 
Assume the shortest radius be 1 cm long, Ө equal to 30? and the ratio y 


The lengths of radius vectors are determined from the scale which is constructed 
as shown below: 


(i) Draw lines AB and AC fig. 6-66(11)1 making. an angle of 30% between 
them. 


(ii) On AB, mark AD, 1 cm -— On AC, mark a point E such that 


10 
AE = 9 Хіст- 


Art. 6-5-2] Curves Used in Engineering Practice 137 


(iii) Draw a line joining D with E. 
(м) With centre А and radius AE, 
draw an arc cutting AB at a 
point 1. Through 1, draw a 
line 1-1! parallel to DE and 

cutting AC at 1'. Again, with - 

centre А and radius A1' draw | 

an arc cutting AB at 2. 
Through 2, draw a line 2-2' 
parallel to DE and cutting AC 

at 2'. Repeat the construction 

and obtain points 3, 4.....12. 

A1, A2 etc. are the lengths 

of consecutive radius vectors. 


(у) Draw a horizontal line OQ 
and on it, mark OP, 1 cm 
long [fig. 6-66(1)]. Through 
O, draw radial lines making 
309 angles between two 
consecutive lines. These are 
the radius vectors. 


(vi) Mark points P4, P».......... Ру) on consecutive radius vectors such that OP, 
= А1, OP, = АЙЫ Ы ОР,» TR A12. 


(vii) Draw a smooth curve through Ру, Р»......Руз. This curve is the required 
logarithmic spiral. 


The equation to the logarithmic spiral is г = a9 where г is the radius vector, Ө 
is the vectorial angle and a is a constant. 
Hence, орг = 0 ода — .—  . ^ 
If 0z0,lgrzoO ar = 1. 
T 10 10 10 n 

/ I 9 ш -- i LM IU pa ени 
When Ө = 30 с radians, r ә X177 2. log 9 6 log a 
| 6 10 
i.e log a = = log 9 а = 1.22. 


Problem 6-49. [fig. 6-66(i)]: To draw a normal апа a tangent at a given point N on 
the logarithmic spiral in problem 6-48. 


The value of the tangent to the constant angle is obtained by the formula given 
below: 


log e | 
tana = z . where е = 2.718 
loga mE 
| | p - 2.718 "m 
i.e. tan а = —————- с = 78° — 38. 
10 | 


; 
i 


() Draw a line joining N with O. — ^ | 


A. (iD Draw a line NT making an angle of 78° — 38' With NO. NT is the required 
tangent. NR drawn perpendicular to N7 is the normal to the spiral. 
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Helix is defined as a curve, generated by a point, moving around the surface of 
a right circular cylinder or a right circular cone in such a way that, its axial 
advance, i.e. its movement in the direction of the axis of the cylinder or the cone 
is uniform with its movement around the surface of the cylinder or the cone. 


The axial advance of the point during one complete revolution is called the 
pitch of the helix. If the pitch is say 20 mm and the point starts upwards from 
the base of the cylinder, in one-fourth of a revolution, the point will move up a 
distance of 5 mm from the base. We shall now learn in the articles to follow: 


1. А method of drawing a helical curve 
2. Helical springs 

3. Screw threads 
4 


Helix upon a cone. 


Problem 6-50. (fig. 6-67): To draw a helix of one convolution, given the pitch and the 
diameter of the cylinder. Also to develop the surface of the cylinder showing the helix in it. 


(1) 
НІС. 6-67 
(i) Draw the projections of the cylinder [fig. 6-67(i)]. Divide the circle (in the 
top view) into any number of equal parts, say 12. 


(ii) Mark a length P - 12' equal to the given pitch, along a vertical side of the rectangle 
in the front view and divide it into the same number of equal parts, viz. 12. 


(iii) Assume the point P to move upwards and in anti-clockwise direction. 
When it has moved through 30? around the circle, it will have moved up 
by one division. To locate this position, draw a vertical line through the 
point 1 and a horizontal line through the point 1', both intersecting each 
other at a point P4, which will be on the helix. 
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(ім) Obtain other points іп the same manner and draw the helix through them. 
The portion of the curve from Pg to Рт will be on the back side of the 
cylinder and hence it will not be visible. 


= Fig. 6-67(ii) shows the development of the surface of the cylinder. The helix is 
seen as a straight line and is the hypotenuse of a right-angled triangle having base 
equal to the circumference of the circle and the vertical side equal to the pitch of 
the helix. The angle Ө which it makes with the base, is called the helix angle. The 
pitch 


helix angle can be expressed as tanü = -----------1-- 
circumference of the circle 


In a spring having a wire of square cross-section, the outer two corners of the 
section may be assumed to be moving around the axis, on the surface of a cylinder 
having a diameter equal to the outside diameter of the spring. The inner two corners 
of the section will move on the surface of a cylinder having a diameter, equal to 
the inside diameter of the spring. The pitch in case of each corner will be the same. 


(1) Helical spring of a wire of square cross-section. 
(2) Helical spring of a wire of circular cross-section. 
(1) Helical spring of a wire of square cross-section. 


Problem 6-51. (fig. 6-68): Draw the projections of two complete turns of a spring 
of a wire of square section of 20 mm side. Outside diameter of the spring = 110 mm; 
pitch = 60 mm. | 


ШЕ, 


Instead of full circles, semi-circles of 
110 mm and 70 mm diameters for the outside | 
and the inside diameters of the spring may 
be drawn in the top view. 


ЖШ 
UN 
AZ 


n d a 

(i) Divide each semi-circle into z’ е, P' 
6 equal parts. 

(ii) Project up the division-points as lines 5 ET | 
in the front view. Let PQSR be the 10 == _ 
square section of the wire. z sHs 

(iii) In one revolution, the point P will Е 6 
move to P' so that PP' = 60 mm. РС 
Similarly, RR’, ОО" and SS’ will each 2 
be equal to 60 mm. x КИ 


(ім) Divide these distances into 12 equal 
parts and plot the helices traced out 
by P and R on the outer surface 
and by Q and S on the inner surface, 
as shown. The outer helices will be 
parallel to each other. Note carefully 
the visible and the hidden parts of © 3 
the curves. Fic. 6-68 
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(2) Helical spring of a wire of circular cross-section. 


When the wire is of circular cross-section, a helical curve for the centre of the 
cross-section is first traced out. A number of circles of diameter equal to that of 
the cross-section are then drawn with a number of points on this curve as centres. 
Curves, tangent to these circles, will give the front view of the spring. 


. Problem 6-52. (fig. 6-69): Draw two complete turns of a helical spring of 
circular cross-section of 20 mm diameter. Spring index and pitch are 6 and 60 mm 
respectively. | 


JA Mean diameter of a coil 
Diameter of wire 


(а) Mean diameter of a coil = Spring index x Diameter of wire 
| MEM EON | 
(b) Outside diameter of a coil Mean diameter + Diameter of wire 
Е = 120 тт + 20 тт 
140 тт. 


Mean diameter - Diameter of wire 


| 


ӛргіпр іпдех 


| 


[ 


H 


io 


li 


(c) Inside diameter of a coil 
120 mm - 20 mm 
100 mm. 


(i) Draw the three concentric circles of 
diameters 140. mm, 120 mm and E @ 
100 mm representing the outside, mean Sy < 
and the inside circles of сой of the 

Spring respectively in the top view. 


il 


| 


/ 
N 


V 


(ii) Divide the circles into 12 divisions. 
Mark the divisions on the circle 
. of the mean diameter as 1, 2, 3 etc. 


МАТА 


(іі) Draw the projectors passing through 8 
22 these divisions in the front view. Mark 
|. the pitch length along one of the 
. projectors which is parallel to the axis 
of the spring. 


(iv) Divide the pitch length into 12 divisions 
and name these division points as 
1', 2', 3’ etc. Draw the horizontal lines 
intersecting the previously drawn 
projectors from 1, 2, 3 etc. 


(у) With the intersection point as centre 
and radius equal to 10 mm, draw 
circles. Draw the curve touching the 
top and bottom of circle of the wire 
as shown in fig. 6-69. Repeat the | 
process for one more pitch length. FiG. 6-69 
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These are also constructed on the principle of the helix. 

. In a screw thread, the pitch is defined as the distance from a point on a thread 
to a corresponding point on the adjacent thread, measured parallel to the axis. The 
axial advance of a point on a thread, per revolution, is called the lead of the screw. 

In the single-threaded screws, which are most commonly used in practice, the 
pitch is equal to lead. Therefore, the pitch of the screw is equal to the pitch of 
the helix. Unless stated otherwise, screws are always assumed to be single-threaded. 


Problem 6-53. (fig. 6-70): Project two complete turns of a square thread having 
outside diameter 120 mm and pitch 45 mm. 


In a square thread, the thickness of the thread = the depth of the thread 
= 0.5 x pitch. Hence, the section of the thread will be a square of 22.5 mm side 
and the diameter at the bottom of the thread will be 75 mm. 


Project the threads in the same manner as the spring in problem 6-51. The screw 
differs from the spring in having a solid cylinder inside, which completely hides the 
back portions of the curves. | Га” Е AE 

In double-threaded screws, two threads of the same size run parallel to each 
other. The axial advance per revolution, viz. the lead, is made twice the lead of the 
single-threaded screw, the pitch of the thread being kept the same in both cases. 

Hence, in double-threaded screws, | ME Б | 

Pitch of the helix = Lead = Twice the pitch of the screw. | 

| | | PITCH OF THREAD 


N 


N 
LEAD 


Y 


== 
жм. 


5 2 со со мо 
IN 
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PITCH OF HELIX 
TWICE THE PITCH OF THE SCREW 


N YIN | 


ME 
4 


\ 


А 


-— 
— 


Ра таш 


FIG. 6-70 НІС. 6-71 


Fig. 6-71 shows а double-threaded screw, having the same cross-section and the 
same pitch of the screw as in problem 6-53. 
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This curve is traced out by a point which, while moving around the axis and on 
the surface of the cone, approaches the apex. The movement around the axis is 
uniform with its movement towards the apex, measured parallel to the axis. The 
pitch of the helix is measured parallel to the axis of the cone. 


As the whole surface of the cone is visible in its top view, the helix will be fully 
seen in it. | 


Problem 6-54. (fig. 6-72): Draw 
a helix of one convolution upon a 
cone, diameter of base 75 mm, height 
100 mm and pitch 75 mm. Also 
develop the surface of the cone, 
showing the helix on it. 


12 


(i) Draw the projections of the - 
. cone as shown. Divide the 
circle into twelve equal parts 
and join points 1, 2 etc. 
with o. Project these points 
to the base-line in the front 
view and join them with o'. 


(ii) Mark a point А on the axis 
at a distance of 75 mm from 
the base. Draw a horizontal 
line through A to cut the 
generators o' P at A’. Divide 
РА" into twelve equal parts. 


Р | | ЛЕ 
(iii) Let P be the starting point. ТЕР 
| When it has moved around МЕТ! 


through 30°, it will have 
moved up through опе 
division to a point рч on 
the generator o' 1', obtained 
by drawing a horizontal line 
through 1". p, will be a 
point on the helix in the 
front view. [ts projection to 
Рі on o1, will be the position 
of the point in the top view. 


(iv) Obtain all the points in this 


manner and draw smooth 3 
curves through them in both FIG. 6-72 
the views. 


(v) Draw the development of the surface of the cone and locate points рү, p» 
etc. 
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Problem 6-55. (fig. 6-73): А conical spring of а 0 
bicycle's seat has following specifications. Draw the 
front view and the top view of the spring. Only one- 


p 
turn is sufficient. | g | \ 
(i) Outer diameter of the coil _ | | | | | 
at the bottom ................. 72 mm P 
(ii) Outer diameter of the coil | m = | 
" Лас De AOD: aie анда Боза 2... 42 mm. а, 210 [i 1 \\ 
(i) Wire diameter ................. 10 mm [на ча SU 
(iv) PIC 64 se ee тиу рш ук ыба» SA 60 тт. 1 NOSE S 
(а) Draw a circle of mean diameter of 72 mm 9 оик DE 
in the top view. ; | 31 “Ау 
Ac 2. т © rS 
(b) Divide the circle into 12 divisions. Mark the 5 424 
divisions 1, 2, 3 etc. as shown in fig. 6-73. ate pe 
(с) Draw the front view of the cone with the жне, 
base length 72 mm. Bi = “2 
(d) Draw pitch length 60 mm along the line 
parallel to the axis of the cone. Divide this | 1-0. 9 
pitch length into 12 divisions and number АС | XL 
them as 1', 2', 3' etc. | А 


(е) Draw the vertical projectors from these points 
1, 2, 3 etc. to intersect the horizontal lines 
from the points 1', 2, 3' etc. With the 
intersection point as centre and radius equal 
to 5 mm, draw the circles and the smooth 
curve touching to the top and bottom of 4 
the circles as shown in fig. 6-73. FIG. 6-73 


A cam is a machine-part which, while rotating at uniform velocity, imparts reciprocating 
linear motion or oscillating motion to another machine-part called a follower. The motion 
imparted may be either uniform or variable, depending upon the shape of the cam profile. 

The shape of the cam to transmit uniform linear motion is determined by the 
application of the. principle of Archemedian spiral, as shown in problem 6-44. 

The cams are widely used in automates, printing machines, an І.С. engines etc. 
The shape of cam depends upon the motion required for the followers. The terminology 
of the cam and follower is shown in fig. 6-74. 

Problem 6-56. (fig. 6-74): Draw the shape of a cam to give a uniform rise and 
fall of 50 mm to a point, during each revolution of the cam. Diameter of the 
shaft = 50 mm; least radius of the cam = 50 mm. 

(i) Draw a circle (for the shaft) with centre O. With the same centre and radius 

OB equal to 50 mm (the least radius of the cam), draw another circle. 

(ii) Produce OB to C making BC equal to 50 mm (the rise of the point). The 

point is to be uniformly raised during % revolution of the shaft. 


(iii) Therefore, divide BC and angle 180? into the same number of equal parts, say 6. 


144 Engineering Drawing [Ch. 6 


Obtain points P4, Р etc. as in the Archemedian spiral and draw the curve 
through them. 


The point is to fall the same distance during the same period. Hence, the curve 
will be exactly of the same shape as for the rise. 


The followers are generally provided with rollers to give smooth working. In 
such cases, the profile of the cam is designed initially, to transmit motion to a 
point (the centre of the roller) and then, a parallel curve is drawn inside it at a 
distance equal to the radius of the roller. This is done by first drawing a number 
of arcs with points on the curve as centres and radius equal to radius of the 
roller, and then drawing a smooth curve touching these arcs, as shown in fig. 6-74. 


GUIDE FOR FOLLOWER GUIDE FOR FOLLOWER 


| | ен 


KNIFE EDGE 50mm RISE AND FALL 
| OF FOLLOWER 
ees FOLLOWER 


LAS 
% 


| Э 
Nets, 
> 


yy 050 SHAFT X | 


| CAMPROFILE/ « & / 


E 


CAM PROFILE WITH KNIFE EDGE FOLLOWER CAM PROFILE WITH ROLLER FOLLOWER 
Cam and follower | 
FIG. 6-74 x 


1. Draw a straight line AB of any length. Mark a point F, 65 mm from AB. Trace 
the paths of a point P moving in such a way, that the ratio of its distance 
from the point F, to its distance from AB is (i) 1; (ii) 3:2; (iii) 2:3. Plot at least 
8 points. Name each curve. Draw a normal and a tangent to each curve at a 
point on it, 50 mm from F. 


2. А fixed point is 75 mm from a fixed straight line. Draw the locus of a point P 
moving such a way that its distance from the fixed straight line is (i) twice its 
distance from the fixed point; (ii) equal to its distance from the fixed point. 
Name the curves. 


3. The vertex of a hyperbola is 65 mm from its focus. Draw the curve if the 
eccentricity is >: Draw a normal and a tangent at a point on the curve, 
75 mm from the directrix. 
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4. 


12. 
13. 
14. 


19: 


16. 


{РЁ 


18. 


The major axis of ап ellipse is 150 mm long and the minor axis is 100 mm 
long. Find the foci and draw the ellipse by ‘arcs of circles’ method. Draw а 
tangent to the ellipse at a point on it 25 mm above the major axis. 

The foci of an ellipse are 90 mm apart and the minor axis is 65 mm 
long. Determine the length of the major axis and draw half the ellipse. by 
concentric-circles method and the other half by oblong method. Draw a curve 
parallel to the ellipse and 25 mm away from it. 

The major axis of an ellipse is 100 mm long and the foci are at a distance 
of 15 mm from its ends. Find the minor axis. Prepare a trammel and draw 
the ellipse using the same. 

Two fixed points A and B are 100 mm apart. Trace the complete path of a point 
P moving (in the same plane as that of A and B) in such a way that, the sum of 
its distances from A and B is always the same and equal to 125 mm. Name the 
curve. Draw another curve parallel to and 25 mm away from this curve. 
Inscribe an ellipse in a parallelogram having sides 150 mm and 100 mm long 
and an included angle of 120°. 

Two points А and B are 100 mm apart. A point C is 75 mm from A and 
60 mm from B. Draw an ellipse passing through A, B and C. 

Draw a rectangle having its sides 125 mm and 75 mm long. Inscribe two 
parabolas in it with their axis bisecting each other. 

A ball thrown up in the air reaches a maximum height of 45 metres and 
travels a horizontal distance of 75 metres. Trace the path of the ball, assuming 
it to be parabolic. 

A point P is 30 mm and 50 mm respectively from two straight lines which 
are at right angles to each other. Draw a rectangular hyperbola from P within 
10 mm distance from each line. 

Two straight lines OA and OB make an angle of 75? between them. P is a 
point 40 mm from OA and 50 mm from OB. Draw a hyperbola through P, 
with OA and OB as asymptotes, marking at least ten points. 


Two points A and B are 50 mm apart. Draw the curve traced out by a 
point P moving in such a way that the difference between its distances from 
A and B is always constant and equal to 20 mm. 


A circle of 50 mm diameter rolls along a straight line without slipping. Draw 


the curve traced out by a point P on the circumference, for one complete 


revolution of the circle. Name the curve. Draw a tangent to the curve at a 
point on it 40 mm from the line. 

Two points Q and S lie on a straight line through the centre C of a circle 
of 50 mm diameter, rolling along a fixed straight line. Draw and name the 
curves traced out by the points О and S during one revolution of the circle. 


CQ - 20 mm; CS - 35 mm. 


A circle of 50 mm diameter rolls on the circumference of another circle of 175 mm 
diameter and outside it. Trace the locus of a point on the circumference of the 
rolling circle for one complete revolution. Name the curve. Draw a tangent and 
a normal to the curve at a point 125 mm from the centre of the directing circle. 
Construct a hypocycloid, rolling circle 50 mm diameter and directing circle 
175 mm diameter. Draw a tangent to it at a point 50 mm from the centre 
of the directing circle. 
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19. 


20. 


Z1 
22. 


225 


24. 


23; 


26. 


274 


28. 


29. 


30. 


31s 


1 
end A. Scale == full size. 


A circle of 115 mm diameter rolls on another circle of 75 mm diameter with 
internal contact. Draw the locus of a point on the circumference of the rolling 
circle for its one complete revolution. 


A circle of 50 mm diameter rolls on another circle of 175 mm diameter. Draw 
and name the curves traced out by two points Q and S lying on a straight 
line through the centre C of the rolling circle and respectively 20 mm and 
35 mm from it, when it rolls (i) outside and (ii) inside the other circle. 


Show by means of a drawing that when the diameter of the directing circle 
is twice that of the generating circle, the hypocycloid is a straight line. Take 
the diameter of the generating circle equal to 50 mm. 


A circle of 50 mm diameter rolls on a horizontal line for a half revolution and 
then on a vertical line for another half revolution. Draw the curve traced out 
by a point P on the circumference of the circle. | 


Draw an involute of a circle of 40 mm diameter. Also, draw a normal and 
a tangent to it at a point 100 mm from the centre of the circle. 


An inelastic string 145 mm long, has its one end attached to the circumference 
of a circular disc of 40 mm diameter. Draw the curve traced out by the other 
end of the string, when it is completely wound around the disc, keeping the 
string always tight. 

Draw a circle with diameter AB equal to 65 mm. Draw a line AC 150 mm 
long and tangent to the circle. Trace the path of A, when the line AC rolls 
on the circle, without slipping. 


AB is a rope 1.6 metres long, tied to a 
peg at B (fig. 6-75). Keeping it always 
tight, the rope is wound round the pole 
O. Draw the curve traced out by the 


210 oe 6 
Draw ап Archemedian spiral of two FIG. 6-75 - 
convolutions, the greatest and the least 

radii being 115 mm and 15 mm respectively. Draw a tangent and a normal to 
the spiral at a point, 65 mm from the pole. 


A point P moves towards another point О, 75 mm from it and reaches it 
while moving around it once, its movement towards O being uniform with its 
movement around it. Draw the curve traced out by the point P. 


A link OA, 100 mm long rotates about O in anti-clockwise direction. 
A point P on the link, 15 mm away from O, moves and reaches the end A, 


T NS 
while the link has rotated through = of a revolution. Assuming the movements 


5 | 
of the link and the point to be uniform, trace the path of the point P. 
Draw a cam to give the following uniform motions to a point: Rise 40 mm 
іп 90°. In upper position for 75°. Fall the same distance in 120°. In lower 
position for the remaining period of the revolution. Diameter of shaft = 
50 mm. Least metal = 20 mm. 


A circle of 40 mm diameter rolls on the inside of a circle of 90 mm diameter. 


A point P lies within the rolling circle at a distance of 15 mm from its centre. 
Trace the path of the point P for one revolution of the circle. 


Ехе. 


32 


33. 


34. 


35. 
36. 


37. 
38. 
29, 


40. 


4T. 


42. 


43. 
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The distance between the foci of an ellipse is 100 mm and the minor axis is 
65 mm long. Draw the evolute of the ellipse. | 


Draw the evolutes of the two curves, the data of which is given in Ex. 2. 
Construct the evolute of the hyperbola whose data is given in Ex. 3. 

Draw the evolute of the cycloid obtained in Ex. 15. 

Draw the epicycloid and hypocycloid, when the generating circle and the 


directing circle are of 50 mm and 175 mm diameters respectively. Construct 
the evolutes of the two curves. 


п a logarithmic spiral, the shortest radius is 40 mm. The length of adjacent 


radius vectors enclosing 30? are in the ratio 9.8. Construct one revolution of 
the spiral. Draw a tangent to the spiral at any point on it. 

Draw a triangle ABC with AB = 30 mm, AC = 40 mm апа Z ВАС = 45°, 
B and C are the points on an Archemedian spiral of one convolution of which 
A is the pole. Find the initial line and draw the spiral. 


- ABC is an equilateral triangle of side equal to 70 mm. Trace the loci of the 


vertices А, B and C when the circle circumscribing ABC rolls without slipping 


along a fixed straight line for one complete revolution. 


Draw the shape of the cam to give the same motions as in Ex. 30 to a roller 
of 25 mm diameter. 


A point is raised by a cam uniformly 25 mm in g ofa revolution; kept at the 


1 | 
same height for а Of the revolution; then allowed to drop through 10 mm height 
1 
and remain there for 8 of the revolution; lowered uniformly to its original position 


in 2 of the revolution and kept there for the rest of the revolution. Draw the 


shape of the cam. Diameter of shaft = 40 mm. Least metal = 25 mm. 

Two pegs A and B are fixed on the ground 6 metres apart. A string, 8 metres 
long has its one end tied to the peg A, while the other end is passed through 
a small ring C and tied to the peg B. A link CD of 1 metre length is fixed 
to the ring C. The link with the ring slides along the string. Draw the 
boundary of the area of the ground beyond which D cannot reach, as C slides 
along the string AB. 


Fill in the blanks in the following with appropriate words selected from the 

list given below: 

(а) When a cone is cut by planes at different angles, the curves of intersection 
аге called nmm: 

(b When the plane makes the same angle with the axis as do the generators, 
the curve is a - - 

(с) When the plane is perpendicular to the axis, the curve is a 

(d) When the plane is parallel to the axis, the curve is а... 

(e) When the plane makes an angle with the axis greater than what do the 
generators, the curve is a ne- 

(f A conic is a locus of a point moving in such a way that the ratio of its 
distance from the __.._. and its distance from the is always 
constant. This ratio is called the WWW. EB уди in case of 
parabola, Win case of hyperbola and ...---- in case of ellipse. 
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(g) 


_ (m) 


(s) 
(t) 


(u) 
(v) 


In a conic the line passing through the fixed Ren and perpendicular 
to the fixed line is called the | 


The vertex is the point at which the |... cuts the | 

The sum of the distances of any point on (һе. from its two 
foci is always the same and ee to the 

The distance of the ends of the _._.....__. of an ellipse tum the 

is equal to half the | | рп 
А2 за оса the product of the distances оғ; апу роіпі оп 


it from two fixed lines at right angles to each other is is constant. 
The fixed lines are called |... 

Curves generated by a fixed point on the анаша арене of a circle rolling 
along a fixed line or circle are called —— 

The curve generated by a point on the circumference of a dide rolling 
along another circle inside it, is called a 

The curve generated by a point on the Een i a dide rolling 
along a straight line is called a 

The curve generated by a point on the ТИЯ of a circle rolling 
along another circle outside it, is called —_. 
The curve generated by a point fixed to a circle outside its Bi Cur анан 
as it rolls along a straight line is called ...... M 
The curve generated by a point fixed to a circle inside its circumference, 
as it rolls along a circle inside it, is called — 
The curve generated by a point fixed to a circle outside its circumference 
as it rolls along a circle outside it, is called METTE 
Тһе curve traced out by a point on a straight line which rolls, without 
slipping, along a circle or a polygon is called ... 

The curve traced out by a point moving in a plage in one direction, 


towards a fixed point while moving around it is called a nmm 


The line joining any point on the spiral with the pole is called 


In m с the ratio of the lengths of consecutive radius 
vectors enclosing equal angles is always constant. 


List of words for Ex. 43: 


1. Asymptotes 9. Equal to 1 17. Hypotrochoid .25. Rectangular 


2. Axis 10. Epitrochoid 18. Involute 26. Smaller than 1 
3. Cycloidal 11. Ellipse 19. Inferior . 27. Superior 

4. Conic 12. Eccentricity 20. Logarithmic 28. Spiral 

5. Circle 13. Focus 21. Minor axis 29, Trochoid 

6. Cycloid 14. Greater than 1 22. Major axes 30. Conics 

7. Directrix 15. Hyperbola 23. Parabola 31. Curves 

8. Epicycloid 16. Hypocycloid 24. Radius vector 


Answers to EXE 
(a) - 30 (b) — 23 


- 5 (d) - 15 (e) - 11 (f) — 13, 7, 12, 9, 14 and 26 (g) - 


(c) 
2 (h) - 4 and 2 (i) - 11 and 22 (f) - 21, 13 апа 22 (к) = 25, 15 and 1 (1) ~ 3 
) 


and 31 (m) - 16 (n 


- 6 (о) - 8 (p) - 27 and 29 (д) - 19 ang 17 (r) - 27 апа 


10 (s) - 18 (t)- 28 (u) ~ 24 (v) — 20 and 28. 
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Miscellaneous problems: 


44. 
45. 
46. 


47. 
48. 


49. 
50. 


51. 


92. 


53. 


54. 


55. 


ABC is an equilateral triangle of side equal to 70 mm. Trace the loci of the 


vertices A, B and C, when the circle circumscribing ABC rolls without slipping 
along a fixed straight line for one half revolution. 


The major-axis AB of an ellipse is 140 mm long with P as its mid-point. The 
foci F4 and F, of the ellipse are 48 mm away from the mid-point P. Draw the 
ellipse and find the length of the minor axes. 


Draw an ellipse by 'concentric circles method' and find the length of the 
minor axis with the help of the following data: (i) Major axes = 100 mm. 
(ii) Distance between foci 80 mm. 


PQ is a diameter of a circle and is 75 mm long. A piece of string is tied 
tightly round the circumference of the semi-circle starting from P and finishing 
at Q. The end Q is then untied and the string, always kept taut, is gradually 
unwound from the circle, until it lies along the tangent at P. Draw the curve 
traced by the moving extremity of the string. 


А half-cone is standing on its half base on the ground with the triangular face 


parallel to the У.Р. An inextensible string is passed round the half-cone from 
a point on the periphery and brought back to the same point. Find the 
shortest length of the string. Take the base-circle diameter of the half-cone as 
60 mm and height 75 mm. 


One end of an inelastic thread of 120 mm length is attached to one corner 
of a regular hexagonal disc having a side of 25 mm. Draw the curve traced 
out by the other end of the thread when it is completely wound along the 


periphery of the disc, keeping the thread always tight. 


A circus man rides a motor-bike inside a globe of 6 metres diameter. The 
motor-bike has the wheel of 1 metre diameter. Draw the locus of the point 
on the circumference of the motor-bike wheel for one complete revolution. 
Adopt suitable scale. 


A fountain jet discharges water from ground level at an inclination of 45? to 
the ground. The jet travels a horizontal distance of 7.5 metre from the point 
of discharge and falls on the ground. Trace the path of the jet. Name the curve. 


А coin of 35 mm diameter rolls over dinning table without slipping. A point 


on the circumference of the coin is in contact with the table surface in the 
beginning and after one complete revolution. Draw the curve traced by the 
point. Draw a tangent and a normal at any point on the curve. 


Draw a rectangle of 130 mm x 85 mm. Draw two parabolas in it with their 
axes bisecting each other. | 


Two concentric discs of 40 mm and 50 mm diameters roll. on the horizontal 
line AB 150 mm long. Both discs start at the same point and roll in the same 
direction. Plot the curves for the movement of the points lying on their 


| circumferences. 


Draw a path of the endi of string ken it is wound on a circle of 40 cm 
diameter without slipping. The length of the ӘНІНЕ is 150 cm long. Name the 
curve and write practical applications. 
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56. 


A circle of 60 mm diameter rolls on a horizontal line for a half revolution and 
then on a vertical line for another half revolution. Draw the curve traced out 


| by a point P on the circumference of the circle. 


B7. 
58. 


^9. 


60. 


61. 
62. 
63. 
64. 
65. 


66. 


67. 


68. 


69. 


Draw the path traced out by a point on a circumference of circle when it 
rolls, without slip, on vertical surface, for the distance equal to the perimeter 
of the circle of diameter of 40 mm. 


Draw a helix of pitch equal to 50 mm upon a cylinder р 75 тт | diameter 


and develop the surface of the cylinder. Assume the starting point to be on 
the vertical centre line in the top view. 


Draw the projections of a helix having a helix-angle of 30°, on a cylinder of 
75 mm diameter. 


A spiral is made of a wire of rectangular cross-section 25 mm х 20 mm. 
Draw two complete turns of the spring. Outside diameter 100 mm, inside 
diameter 50 mm and pitch 50 mm. 


Project one complete turn of a helical spring of outside damer 75 mm and 
pitch 50 mm, the cross-section of wire being a circle of 20 mm diameter. 


Draw the projections of three coils of a helical spring of steel wire 20 mm 
diameter. Outside diameter of the spring 100 mm and pitch 50 mm. 


Project two complete turns of a triangular thread, outside diameter 125 mm, 
pitch 25 mm and angle 60°. 


A screw having triple-start square thread has outside diameter 150 mm, lead 


120 mm and pitch 40 mm. Draw its projections. 


Draw a helix of one convolution upon a cone, diameter of the base 75 mm, 
axis 100 mm long and pitch 75 mm. Take apex as the starting point for the curve. 


A point P, starting from the base-circle of a cone, reaches the apex, while 
moving around the axis through two complete turns. Assuming the movement 
of P towards the apex (measured parallel to the axis) to be uniform with its 
movement around the axis, draw the projections and the development of the 


surface of the cone showing the path of P in each. Diameter of the base of 


the cone 75 mm; axis 100 mm long. 


A propeller screw of 20 mm diameter has a helical blade welded on its 
surface. The diameter of the helix is 80 mm and the pitch is 50 mm. Project 
two complete turns of the screw with the blade. 


Two objects A and B, 10 m above and 7 m below the ground level respectively, are 
observed from the top of a tower 35 m high from the ground. Both the objects 
make an angle of depression of 45° with the horizon. The horizontal distance 
between A and B is 20 m. Draw to scale 1:250, the projections of the objects and 


the tower and find (а) the true distance between A and B, апа (b) the angle of 


depression of another object C situated on the ground midway between A and B. 


An ant is travelling on a cylindrical surface in a circumferential direction at a 
uniform angular speed in the clockwise direction as observed from the top 
and simultaneously advances at a uniform rate in the axial direction. If the 
diameter of the cylinder is 60 mm and the ant moves 80 mm in the axial 
direction during one turn, trace the path of the ant and name the curve. 


А machine is made of the various types of mechanisms for transmitting motions. These 
mechanisms consist of interrelated links moving on the required path. Dimensions 
(generally lengths) of the links of the mechanism can be determined by plotting the 
path of required points. This chapter deals with problems of plotting path of points on 
the links of different mechanisms. 


A locus (plural loci) is the path of a point which moves in space. 


(i) The locus of a point P moving in a plane about another point О in such a way 
that its distance from it is constant, is a circle of radius equal to OP (fig. 7-1). 


(ii) The locus of a point P moving in a plane in such a way that its distance from a 
fixed line AB is constant, is a line through P, parallel to the fixed line 


(fig. 7-2). 
(iii) When the fixed line is an arc of a circle, the locus will А дер 
be another arc drawn through P with the same centre p 
(fig. 7-3). 
P 
i P C B 
НМ СУ NEIN CLP eM 
А В А 
FIG. 7-1 FIG. 7-2 


(iv) The locus of a point equidistant from two 
fixed points A and B in the same plane, is 
the perpendicular bisector of the line joining 
the two points (fig. 7-4). 


(v) The locus of a point equidistant from two 
fixed non-parallel straight lines AB and CD 
will be a straight line bisecting the angle 
between them (fig. 7-5). FIG. 7-5 


152 Engineering Drawing [Ch. 7 


Problem 7-1. (fig. 7-6): To draw the locus of a point 
equidistant from a fixed straight line and a fixed point. 


Let AB be the given line and C the given point. 


(i) From C, draw a line CD perpendicular to AB. 
The mid- -point P of CD is equidistant from AB 
and C, and hence, it lies on the locus. 

(ii) To obtain more points, mark a number of points 
1, 2 etc. on PC and through them, draw lines 
parallel to AB. 

(iii) With centre C and radius D1, draw an arc 
cutting the line through 1 at points P4 and P. 

(iv) Similarly, obtain more points and through them, draw FIG. 7-6 
a smooth curve which will be the required locus. 


Problem 7-2 2d д 7): ТО draw the locus of a point equidistant from a fixed circle 
and a fixed point. | | ERIS 4 | 
A circle with. centre о апа a point С аге given. 


E Draw a line joining O and C and cutting the ere at a point А. The 
mid-point P of the line AC will lie on the locus.. | 


(ii) Mark a number of points 1, 2 etc. оп PC and through them, dan arcs with 
O as centre. | 


(іі) With centre C and radius equal to A1, draw an arc cutting the arc through 
1 at points P, and P',. 


_ Similarly, obtain more points and draw the required curve through. them. 


Fic y MEN FIG. 7-8 


Problem 7-3. (fig. 7-8): To draw the loss of a ро equidistant from a fixed 
straight line and a fixed circle. 


A line AB and a circle with centre O are given. 
() From O, draw a line OD perpendicular to AB and cutting the circle at C. 
(ii) Find the mid-point P of the line DC. It will lie on the curve. 
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(iii) Mark any point 1 on PC and through it, draw a line parallel to AB. 

(іу) With centre O and radius equal to (OC -- D1), draw an arc cutting the line 
through 1 at Р; and Р". 

(v) Similarly, obtain more points and draw the curve through them. 


Problem 7-4. (fig. 7-9): To draw the locus of a point equidistant from two given circles. 
Circles with centres A and B are given. 


(i) Draw a line joining A and B and cutting the circles at points C and D. 

(ii) Find the mid-point P of the line CD. 

(iii) Mark any point 1 on PD and through it, draw an arc with centre A. 

(iv) With centre B and radius equal to (BD + C1), draw an arc, cutting the arc 

through 1 at points Р; and Р“. 

(v) Similarly, locate more points and draw the curve through them. 

The curves obtained in the above four problems 
are also the loci of centres of circles which will 
touch the given line, point or circles as the case 
may be. | 

Problem 7-5. (fig. 7-9): To draw a circle touching 
two given circles and a given straight line. 

The circles with centres A and B and the line EF 
are given. 

Draw the locus of a point equidistant from one | 
of the circles, say the smaller circle, and the line EF. - 

The point of intersection of this curve, with the 
locus of the point equidistant from the two given | 
circles, viz. O is the centre of the required circle. E FIG. 7-9 


In simple mechanisms, it is often necessary to know the paths of points on their 
moving parts. These are determined by assuming a number of different positions of the 
moving parts and then locating the corresponding positions of the points. 


The slider crank mechanism shown diagrammatically in fig. 7-10 is one of the 
simplest mechanisms and it is used in internal combustion engine, sewing-machine 
and printing press etc. The end A of the connecting rod AB is connected to the 
crank OA which rotates about O. The other end B is attached to a slider which 
slides along a straight line. The locus of A will be a circle and that of the end B 
will be a straight line. The locus of any other point, say P, on the connecting rod 
will be neither a circle nor a straight line and may be determined: 


(i) by assuming various positions of the crank-end Ар 2. 
(i) by obtaining the corresponding positions of the end В and finally 
(iii) by locating the positions of P on the lines joining the first two positions. 


А smooth curve drawn through the points thus located will be the locus of P. 
Such curves are known as с curves. | 
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(1) Simple slider crank mechanism: 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 15 for the 
following problem of simple slider crank mechanism. 


COGNI 


Problem 7-6. (fig. 7-10): Іп a simple slider crank mechanism, the connecting 
rod AB is 750 mm long and the crank OA is 150 mm long. The end B moves along 
a straight line passing through O. Trace the locus of a point B. 300 mm from А 
along the rod, for one revolution of OA. 


300 4 


FIG. 7-10 
(i). Divide the circle (path of A) into 12 equal parts. 
(ii) With centre 1 and radius AB, cut the path of B at a point B4. 
(iii) Draw a line joining 1 and B4. Again, with centre 1 and radius PA, cut the line 
1B, at a point P4. 
(іу) Obtain other points in similar manner and draw a smooth curve through these 
points. Then this curve is the locus of the point P. 


Note that the distance B4B; is the travel of the slider and is equal to twice the 
length of the crank. This distance is known as stroke length. But the movement of the 
slider is not uniform with that of the crank-end A. 


(2) Offset slider crank mechanism: 


This book is accompanied by a computer CD, which contains an audiovisual 
. animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 16 for the 
following problem of offset slider crank mechanism. 


СМАКОТА р 


See ieu 


COGNTFRON 

Problem 7-7. (fig. 7-11): In the offset slider crank mechanism shown іп fig. 7-11, 
the slider-end B moves in guides along the line CD, 225 mm below the axis O of the 
crank-shaft. Plot the locus of a point P 450 mm from A along AB and of a point О 
along the extension of the rod, 300 mm Беуопа B. Determine also the travel of the slider. 


() Divide the circle into 12 equal parts and obtain the positions of the end В оп 
its path, and of the point P as shown in problem 7-6. 


(ii) Produce lines 18, 2B etc. 300 mm further and mark positions Оң, О» etc. 


In addition to the above 12 points, it is also necessary to determine the 
limiting positions of the end B. They will occur when the connecting rod 
and the crank are in a straight line. 
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(іі) These are found by drawing arcs with centre О and radii (i) (AB — AO) 


and (ii) (AB + АО), and cutting the path of B at points B' and B". The 
travel of the slider is shown by the distance B" B' The corresponding 
positions of the end A for the limiting positions of B, viz. A' and A" will 
Бе on the lines B'O-produced and B"O respectively. The positions of P and 
Q, viz. P', P" and Q', Q" are obtained as already explained. 


Problem 7-8. (fig. 7-12): In the mechanism shown in fig. 7-12, the connecting 
rod is constrained to pass through the guide at D. Trace the locus of the end B and 
of a point P оп AB for one complete revolution of the crank. AB = 1800 mm, AO 
= 375 mm and AP = 750 mm. 


НС. 7-12 


Divide the circle into 12 equal parts. 


Draw a line from the point 1, passing through D and obtain a point B4 
such that 1B4 - AB. 


Similarly, locate other positions of the end B and draw a curve through 
them. The locus of P is drawn in the same manner as explained in the 
previous problem. The limiting positions B' and B" (of the end B) are found 
by drawing a line through O and D and making OB' equal to (AB — AO) and 


OB" equal to (AB + АО). 


Note that A'B' = A'B" = AB. 
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This mechanism consists of four links. It is widely used in locomotive, steering 
mechanism of the car, pantograph and straight-line mechanisms. 

Problem 7-9. (fig. 7-13): Two equal cranks AB and CD connected by the link BD, 
rotate in opposite directions. Draw the locus of a point P on BD and of Q along 
extension of the rod beyond B for one revolution of AB.. 

AB = CD = 450 mm; AC - BD - 1500 mm; 
PD = 300 mm; BQ = 300 mm. 


() Divide one of the circles (say path of B), into 12 equal parts. 


(ii) Determine the position of D on its path (the other circle), for every position 
of B and find the corresponding positions of P and Q for these positions 
as shown. It will be found that there is a wide gap between the points for 
positions 6, 7 and 8 of the end B. A few more positions such as AB' and AB" 
etc. may be taken and points P', P", Q', Q" etc. may be located. 


ve 


Problem 7-10. (fig. 7-14): Two cranks AO апа ВО oscillate about О and О 
respectively. Trace the locus of the mid-point P of the connecting link AB. AO = 450 mm; 
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The limiting positions of the ends A and B will be when the link and each of 
the cranks are in straight lines. They are found as shown below: 


(i) With centre Q and radius (BQ + AB), draw arcs cutting the path of A at 
points A' and A". : 

(ii). With centre О and radius (AO + AB), draw arcs cutting the path of B at 
points B' and B". Ж 


Assume А to be moving downwards. Then B will move towards B'. After В has 
reached B', if A moves further towards A', B will begin its return-motion. A will 
go upto A’ and then move backwards. The movement will be repeated in a similar 
manner at B" and A" also. 
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(i) To draw the locus of P, mark a number of points on the path of A. 

(ii) With centre A, and radius AB, draw an arc cutting the path of B at B4. 

(iii) Mark a point Ру on A484 such that A,P, = AP. 

(іу) Similarly, locate other points during the complete oscillation of the crank 
OA, from А to A". It is not necessary to draw the cranks in various positions. 


Problem 7-11. (fig. 7-15): Two cranks AB and CD are connected by a link BD. 
AB rotates about A, while CD oscillates about C. Trace the locus of the mid-point 
of the link BD during one complete revolution of the crank AB. AB = 450 mm, СО 


—— 


= 750 mm, BD = 1050 mm. Distance between А and C is equal to 900 mm. 
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(i) Divide the circle into 12 equal parts. With centre 1 and radius BD, cut the path 
of D at DA. | 
(ii) Locate P4, the mid-point of 1D4. Similarly, find other points. | 
(iii) In addition, find points P' and P" for limiting positions, when AD' = (BD + АВ) and 
AD" = (BD - AB). i | 
This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 17 for the 
following problem. 
Problem 7-12. (fig. 7-16): The end A of a rod AB rotates about O, while the end 
B slides along a straight line. A crank CQ oscillates about Q. Draw the locus of the 
mid-point P of the connecting link CD for one revolution of the crank OA. AB - 1500 mm, 
CD = 750 mm, ОА = 450 mm and CQ = 1200 mm. 


(i) Determine points D4, D» etc. for various 
positions of the crank OA. 


(ii) With centres D4, Dz etc. and radius CD, draw 
arcs cutting the path of C at C4, C» etc. 


(iii) Locate the mid-points P4, Р» etc. of lines 
D4C1, О-О; etc. and draw the required curve 
through them. 


Problem 7-13. (fig. 7-17): A circular disc of 100 mm 
diameter, revolves clockwise about its centre with 
uniform angular velocity. À point P is situated initially 
at the end А of the chord AB (60 mm long), travels 
along the chord towards the end B, with uniform 
velocity. As the disc completes one revolution, the 
point P reaches to the end B. Trace the path of the 
point P for one complete revolution of the disc. 
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(i) Draw a circle of 100 mm diameter and divide into 5 equal parts. Mark 1, 


ЗАПРЕ D. 
(ii) Draw a chord AB 60 mm long from the point 1. (The point 1 coincides with 
the point A.) Divide it into 5 equal parts and number P4, Р-......Рс. (The point 


Pg coincides with the point B.) | 
(іі) When the line OA moves through one division i.e. arc AB, the point P4 will 
. move towards B by a distance equal to one division of the chord AB (or P4 Pg). 
(іу) To obtain points systematically, draw arcs with centre O and radii ОР;, ОР;, 


OP, etc. intersecting lines OP", OP"3, OP", etc. at points Р"",, P™3, P", etc. 
respectively. Draw a curve through points P4, P'"5...B. 


Problem 7-14. (fig. 7-18): A mechanism as used on cup-board door is in fully 
open position. Draw the path of end A of the mechanism as the door moves to the 
fully closed position. Take AB = 175 mm. 


(i) Draw the mechanism to full size scale. Divide Z120? into equal divisions. 


(ii) Mark the successive position of the door. Mark the points B4, B5, etc. at 
10 mm away on the perpendicular line to the door position as shown. Draw 
lines В.О», B303, 566 ВО passing through О». 


(iii) With a centre as B4, B5,... Bg and the radius equal їо AB, draw arcs intersecting 
lines B402, В-Оҙ,..... ВО» at points A4, Az, Аз,.....Ао. 


(iv) Join the points А}, A5,... Ag by smooth curve. 
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Problem 7-15. (fig. 7-19): A link of shaping 
machine mechanism is shown in fig. 7-19. 


A sliding block moves towards O, along the 


oscillating link with the uniform motion. 


Draw the path of the sliding block when the 
link O4D rotates 40? in anti-clockwise direction. 
Use following data O4D = 160 mm. O4B = 
113 mm. The movement of the slidng block along 
the link — 67 mm. 


The construction of path of the sliding block 
is shown in fig. 7-19. 


Problem 7-16. (fig. 7-20): A link PO 100 mm 
long carries a circular disc of 30 mm diameter 
having centre Q. The link PQ oscillates about 
the hinged P from left to right and vic-versa 
(ie. right to left) to maximum amplitude of 
45* on either side from the vertical. 


At the same time the disc rotates uniformly 
through one revolution in clockwise direction. 
Draw the path of point on the circumference 
of the disc. 


FIG. 7-20 


(i) Mark the point P. Draw vertical line from P. Draw the link PO at angle of 


45? with the vertical on the left side as well as on the right side. 


(ii) Draw circle of radius 15 mm at О and divide the circle into twelve equal parts. 
Number as 0, 1 to 11 from the division of extended РО in anticlockwise 


direction as shown. 
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(iii) 


(iv) 
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The disc rotates as well as oscillates with the link PO from left to right and 
then right to left for completing one cycle of oscillation. The angle moved 
by the link РО is (2 x 90 = 180°). Divide half cycle (i.e. 909) into six equal 
parts described by the link. Each division will be of 152, 


Now draw the arc joining initial position and left extreme position. Mark the 


intersection of radial lines drawn from P and this arc as Q, Q4, О», Оз, Q4, 


Ос, Ос and for return cycle on the same arc Q;, Og, Оо, Qo, Q4. 


(v) 


(vi) 


(vii) 


When the disc rotates from 0 to 1, the rod moves PQ to PQ4. Therefore 
the centre of disc moves to Q4, О», Q3...... Q44 successive position, the 
rod (radii) will occupy the position PQ4, РО»...... PQs апа РО» to PQ4. 
Q4, О», Оз, Qa Qs, Qg as centre, draw the circle for successive position 
of the disc. Take point O on its circumference of the circle for the initial 
position as shown. 


Now 1P as radius, draw arc intersecting the circle drawn from centre Q4. 
Name this point as,1'. Similarly P as centre and radii 2P, 3P, 4P, 5P, 6P..... 11P 
obtain other the intersection points. Join with all points by the smooth curve. 


(viii) Fig. 7-20 is drawn to half scale. 


Problem 7-17. (fig. 7-21): A КӨРІ 
rod РО 40 тт long rotates about ^ | 

| XP Т d | 
К with a speed of 60 rpm, while р, 


Q moves along a straight fine QR / ES 
towards R with a speed of 108 mm í N 
per second (i.e. QR = 108 mm). P 
Draw to full size scale the path 

traced out by the end P for one p 
complete revolution of the rod. Assume 7” 
that intial position of the rod РО 


= 
2 3 445 Gar B 


po. а 


is along the extension of the line RQ. P, т 

(i) Draw a line РОК of length НС. 7-21 
= 148 mm, (PO + QR = 40 + 108 mm) 

(ii) Now О as centre P Q = 40 mm as radius, draw the circle and divide circle 
into twelve equal parts, label them P, Py....... Ру. Each part of the circle is 

360 of — ; . 
covered by the rod in ВІВ ѕесопа. |290 = 12 | Similarly the line ОК is 
also divide in twelve parts. Mark division as Q, 1, 2....... 11, R. 

(iii) From 1 draw a parallel line to ОР). Now 1 as centre and QP, as radius, 
cut the parallel line at 1'. Similarly from 2, 3, 4, 5....... 11, R, draw parallel 
lines to the respective radii of the circle ОР», ОР», QP,...... QP44. 

(iii) Draw parallel lines from Ру, P», P3....... P44 to PR. Take radius equal to PQ 
and centre as 1, intersect the line drawn parallel to PQ from P4. Similarly 
with same radius and successive centres say 2, 3..... R, intersect the line 
drawn parallel to PQ from P5, Рҙ..... R. 

(iv) Note that QP, will be along the line OR. 

(v) Join points with the smooth curve. 

(vi) Scale adopted is half. 
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Problem 7-18. (fig. 7-22): The crank O4P4 turns about O4 and the connecting rod 
P,Q, slides in the same plane on the curved surface of a shaft (with centre О) of 30 mm 
diameter. Trace the loci of the point Q4 and R4 which is extension of P4Q4 at 30 mm 
from the P4 when O4P4 revolves one revolution. Take O4P4 = 30 mm. P4Q4 = 100 mm 
and ОО = 70 mm. Take scale 10 mm = 1 mm 
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(i) Draw a circle of 30 mm radius and centre O,. 


(ji) Mark O4 O) = 70 mm and draw the circle of radius 15 mm and the centre 
as O, the representing shaft. 


(iii) Mark any point Р; on the circle of Q4P4. Mark line Р;О; = 100 mm making 
tangent to the circle of the shaft. Extend O,P, to left side to №; such that 
PR, = 30 mm. 

(iv) Divide the circle of radius O4P into twelve divisions and number them Po, 
Po Pas P141. From Po, P4, P;..... Рут draw tangent on the same side to 
the circle of the shaft. On each extended tangent OP mark the points Роко, 
PR P44R4,4 as shown in fig. 7-22. Similarly from Po, P4...... P44 mark 
the length 100 mm each tangent showing end Q4, О», Оз..... О}. 


(v) Join all А points апа Q points by the smooth curve. 


Problem 7-19. (fig. 7-23): A mechanism ОТА rotates clockwise direction about 
fixed point O4. (O4AB) is an offset slider crank mechanism. Link OE oscillates about 
fixed point О». АВ апа CE are connecting links. Draw the loci of the points С апа D 
for one complete revolution of the link (O4A). 


(i) First mark the points О, and O, 2000 mm apart to some suitable scale. 


(ii) O4 and О» as centres, draw the circle showing path of point A and point E. 
Mark the points А and E above and below O40O;. 
(ii) Draw a line parallel to O40, at a distance of 1700 mm above as shown. 


A as centre and AB as radius, mark arc intersecting to parallel line drawn 
at B. Mark points C and D with given distances on AB and CE respectively. 
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(iv) Divide the circle of O4 A into twelve parts. Number them as Aj, А», 
Аз...... Ахт. Now A4 as centre and AB distance as radius, draw intersection 
on the horizontal line MN at B4. From B4 mark the distance of CB on 
A,B, from B4 at 1400 mm. This is new position of C call as Су. C 
as centre СЕ as radius, cut the arc at Е, drawn from О». O,£ as 
radius, mark the point D at given distance from Е (680 mm). From A;, 


Aa diis A41 taking AB as radius draw arcs intersecting the path MN at 
By, Ba... B14. Join A4B,, А-В upto A44B4,. On these lines mark B,C, 
= В,С, ше ВС; == ВС. Join the points C, Cy, Cy VE VAR C44 by 
smooth curve. Similarly from C4, Cj, Сҙ...... C44, draw arc of radius 
СЕ intersecting points Е, Е), Ез errr E41. ]oin С.Е, СЕ, СзЕз РУР 
C44£44. Along the lines C4£4, СЕ, СзЕз...... C44£41, mark DE respectively. 
Let these points be D4, Də, Әз...... D41. Join the points by smooth 
curve. 


БАСҚЫ 


М E B;BgBg BsBy Bro By В Вз 
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Data: 
ОА = 400 
AB = 2800 
BC = 1400 
CE = 1600 


EQ, 680 
DE = 680 

О, О, = 2000 
OFFSET - 1700 
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FIG. 7-23 


Problem 7-20. (fig. 7-24): PO and PR, are fastened rigidly at P at angle of 90* 
to each other. The ends P and R are sliding in the guides vertically and horizontally 
respectively. Draw the loci of the points Q and mid-point of the link PR when the 
link PR moves from vertically to the horizontal. Name the curve trace by the mid- 
point. Take PO = 40 mm and PR = 70 mm. 


() Draw two links PO and PR, of 40 mm and 70 mm respectively at right 
angle. 
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(ii) 


(iii) 
(iv) 


[Ch. 7 


Make slotted link of 10 mm of width and at P and R. Construct sliders 
of the convenient length at P and R4. 


Mark the mid point. of PR,, say 51. 


Assume that the slider P moves vertically downward while R4 will moves 
horizontally. "m 


(v) Divide vertical line PR, into aiid dureh and number them as 1, 2, 3, 4.....14, 
К; as shown (P, 1 are coinciding). E | 
(vi) Now 1 as centre and PR, as radius, draw arc to cut the horizontal line passing 
through R4. Let us call this point as R1. Join P1R1, РТ as centre mark the mid- 
point of P1R1, say this point S1, similarly from the point 2, 3....... 14, draw 
arc cutting the horizontal line and number them respectively R2 R3 R14. 
Join all points O and S respective respectively. Mark on these lines the mid- 
points S5, S5, 54....... S14. Join them with smooth curve. The curve is quater 
portion of ellipse. The mechanism is known as trammel mechanism. 
(vii) The path of О is simple to trace as shown in the fig. 7-24. 
10 
HO SLIDER 
Q 
Qi H 
| La GUIDE 
90°. 22 | 
ж” 3 
Q2 Е Р: 57 
2 d ^7 y 
Ж ЖОРА, 
2 Fd / 8 
Оз P 2 
A "d / j^ 
gU X. 4 48 
Q4 x Ж x А 
LX ff gag 
27-7 
Qs fy / Ad. 
"P "E. 
K 7 4 / |n 
/ / 
QV 7, J | 14 
X / ILE 
AVE 
QV / H / jl SLIDER 
QN / | Д 
Qi ! ү 
АШ 
AN 
Оз» 
НС. 7-24 


Art. 7-2-2] Loci of Points 165 


Problem 7-21. The rod PQ as shown in fig. 7-25 is hinged (pinned) to the 
crank AO at A. OA rotates about O and the rod PQ is constrained to pass through 
the point R. Draw the loci of the ends P and Q for one complete revolution of OA. 
PQ = 1100 mm, OA = 220 mm, AP = 300 mm and OR = 500 mm. 


Scale 700 mm = 10 mm. 


Qs 


Fio 7.28 | 


(i) Draw a mechanism to scale 100 mm = 10 mm for given dimensions. 
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(ii) Divide circle described by the crank OA into 12 equal divisions. Say these 
division A, A4, А» РУТА Аз. 


(iii) From each points of Aj, Ap...... A11, draw lines passing through R and mark 
length AP and RQ on respective lines. Say these points are P, Py, P»......P44 
апа Q, Q4...... Оу. Join respective points by smooth curves. 


1. P, Q and R are the centres of three circles of diameters 75 mm, 45 mm and 
30 mm respectively. PO - 95 mm, QR - 50 mm and PR - 75 mm. Draw 
a circle touching the three circles. 


2. In a slider-crank mechanism, the crank OA is 450 mm long, and the connecting 
rod AB, 1050 mm long. Plot the locus of (i) the mid-point P of АВ, and 
(ii) a point 600 mm from A on BA extended, for one revolution of the crank. 


3. The end P оға 100 mm long line РО (fig. 7-26) slides vertically downwards. 
The end Q moves along the line AB towards A and then back to B. Plot 
the locus of the point O on PQ and 40 mm from P. 


НІС. 7-26 FIG. 7-28 


4. The rod BC (fig. 7-27) is attached to the crank AO at A. OA rotates about O 
and the rod BC is constrained to pass through the point Q. Draw the loci of 
the ends B and C for one complete revolution of OA. BC = 1200 mm, OA = 225 mm, 
AB = 300 mm and OQ = 525 mm. 


5. The cranks ОА (fig. 7-28) rotates about О and the connecting rod AB slides 
in the same plane on the curved surface of a shaft (with centre Q) of 450 mm 
diameter. Trace the locus of (i) the end B and (ii) the point P beyond AB and 
300 mm from A for one revolution of OA. OA = 375 mm, AB = 1200 mm 
and OQ = 700 mm. 


6. PO is а rod 50 mm long. It rotates about its end O with a speed of one 
revolution per second, while O moves along a straight line OB towards B with 
a speed of 120 mm per second. Draw to full-size scale the path traced out by 
the end P for one complete revolution of the rod. In the starting position 
assume the rod PO to be ving ш. the extension of the line BO. Show all 
construction lines. | | 


10. 


ІЛ» 


12. 
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Two equal cranks AB and CD (fig. 7-29) rotate in opposite directions about 
A and C and are connected by the rod BD. Plot the locus of the end P of 
the link PQ attached at right angles to BD at its mid-point Q for one complete 
revolution of the cranks. AB = 300 mm; BD = AC = 1050 mm; PQ = 225 mm. 


В р 


НІС. 7-29 FIG. 7-30 


Two cranks AB and CD (fig. 7-30) are connected by a link BD. The end B 
moves round the circumference of the circle with centre A, while the end D 
oscillates on an arc about C as centre. Plot the locus of the point P on BD, 
450 mm from B, for one complete revolution of AB. AB = 450 mm, CD = 
1050 mm, BD = 1350 mm and AC = 1650 mm. 


Two equal links AB and CD (fig. 7-31) connected by a rod BD, oscillate about 
their ends A and C. Plot the locus of (i) the mid-point P of BD and (ii) the 
point Q on BD. AB = CD = 1200 mm; BD = 900 mm; BQ = 225 mm. 


А 
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The link AB (fig. 7-32) is 120 mm long and carries a circular disc of 40 
mm radius. The end A is hinged while the disc can revolve about its 
centre B. The link turns uniformly to the right through 90? and at the 
same time the disc revolves uniformly in clockwise © direction through 
one complete revolution. Plot the locus of the point P situated on the 
circumference of the disc. 


A thin rod AB, 100 mm long revolves uniformly about its centre O. During 
its one revolution a point P moves along AB at uniform speed from A to B. 
Draw the locus of P. 


Two cranks AB and CD are connected by a link BD. AB rotates about A, 
while CB oscillates about C. Trace the locus of the mid-point P of link BD 
during one complete revolution of the link AB. Assume that the points B and 
D are opposite sides of AC. АВ - 450 mm, CD - 750 mm, DB - 1050 mm, 
АС = 900 mm. ZCAB = 120°. 
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13. 


14. 


In a slider-crank mechanism, the crank O5P is 600 mm long and the connecting 
rod РО, 1400 mm long. Plot the path of a point 600 mm from P on ОР 
extended for one revolution of the crank. 


A link AB 120 mm long rotates about fixed pivot A in an anti-clockwise 
direction. An ant is situated at 20 mm from the pivot point moves towards 


1 
the end B with uniform velocity, while the link has rotated through = of a 
revolution. Trace the path of an ant. 


Practical solid geometry or descriptive geometry deals with the representation of 
points, lines, planes and solids on a flat surface (such as a sheet of paper), in 
such a manner that their relative positions and true forms can be accurately determined. 


If straight lines are drawn from various points on the contour of an object to meet 
a plane, the object is said to be projected on that plane. The figure formed by joining, 
in correct sequence, the points at which these lines meet the plane, is called the 
projection of the object. The lines from the object to the plane are called projectors. 


In engineering drawing following four methods of projection are commonly used, 
they are: 


(1) Orthographic projection (3) Oblique projection 


(2) Isometric projection (4) Perspective projection. 


In the above methods (2), (3) and (4) represent the object by a pictorial view 
as eyes see it. In these methods of projection a three dimensional object is 
represented on a projection plane by one view only. While in the orthographic 
projection an object is represented by two or three views on the mutual perpendicular 
projection planes. Each projection view represents two dimensions of an object. 
For the complete description of the three dimensional object at least two or three 
views are required. 


When the projectors are parallel to each other and also perpendicular to the plane, 
the projection is called orthographic projection. 


Step 1: Imagine that a person looks at the block [fig. 8-1(i)] from a theoretically 
infinite distance, so that the rays of sight from his eyes are parallel to one another 
and perpendicular to the front surface F. The view of this block will be the shaded 
figure, showing the front surface of the object in its true shape and proportion. 
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Step 2: If these rays 
of sight are extended further 
to meet perpendicularly & 
vertical plane (marked V.P.) 
set up behind the block. 


Step 3: The points at 
which they meet the plane 
are joined in proper 
sequence, the resulting 
figure (marked E) will also 
be exactly similar to the 
front surface and this is 
known as an elevation or 
front-view. This figure is the 
projection of the block. The 
lines from the block to the 
plane are the projectors. As 
the projectors are perpen- 
dicular to the plane on 
which the projection is 
obtained, it is {һе 
orthographic projection. 
The projection is shown 
separately in fig. 8-1(ii). It 
shows only two dimensions 
of the block viz. the height 
H and the width W. It does 
not show the thickness. 
Thus, we find that only one 
projection is insufficient for 
complete description of the 
block. 


Let us further assume 
that another plane marked 
H.P. (horizontal plane) [fig. 8-2(i)] is hinged at right angles to the first plane, 
so that the block is in front of the У.Р. and above the Н.Р. The projection on the 
H.P. (figure P) shows the top surfaces of the block. If a person looks at the block 
from above, he will obtain the same view as the figure P and is known as a plan 
or top-view. It shows the width W and the thickness Т of the block. It however 
does not show the height of the block. 


One of the planes is now rotated or turned around on the hinges so that it lies 
in extension of the other plane. This can be done in two ways: 


PLANE 
PROJECTORS 


- 7 ТОРМЕМ нр, 


(i) 


Fic. 8-2 


() Бу turning the V.P. in direction of arrows A 
(ii) by turning the Н.Р. in direction of arrows B. 


The H.P. when turned and brought in line with the V.P. is shown by dashed 
lines. The two projections can now be drawn on a flat sheet of paper, in correct 
relationship with each other, as shown in fig. 8-2(ii). 
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When studied together, they supply all information regarding the shape and the 
size of the block. Any solid may thus be represented by means of orthographic 
projections or orthographic views. 


The two planes employed for the purpose of orthographic projections are called 
reference planes or principal planes of projection. They intersect each other at right 
angles. The vertical plane of projection (in front of the observer) is usually denoted 
by the letters V.P. It is often called the frontal plane and denoted by the letters EP. 


The other plane is the horizontal plane of projection known as the H.P. The line 
in which they intersect is termed the reference line and is denoted by the letters 
xy. The projection on the V.P. is called the front view or the elevation of the object. 
The projection. on the. H. Р. is. called the top | view or the plan. 


When the planes of projection are ^ x ABOVE | 
extended beyond Ше line of 
intersection, they form four quadrants 
or dihedral angles which may be 
numbered as in fig. 8-3. The object 
may be situated in any one of 
the quadrants, its position relative 
to the planes being described as 
"above or below the H.P.' and 
"in front of or behind the V.P." 


ALWAYS 
FIRST QUADRANT 
TO BE OPENED 


ABOVE HP. ^ 
5 BEHIND V.P. 


ABOVE H.P. ^ 
IN FRONT OF V.P. 


2 The: planes are assumed to be : 
transparent. The projections are BROWHP. % 
obtained by drawing perpendiculars BEHIND V.P. 
from the object to the planes, i.e. 

by looking from the front and from 

above. They are then shown on a 

flat surface by rotating one of the 

planes as already explained. /t should | 
Бе remembered that the first and the FIG. 8-3 

third quadrants are always opened out while rotating the planes. The positions of the 
views with respect to the reference line will change according to the quadrant in which 
the object may be situated. This has been explained in detail in the next chapter. 


BELOWHP. ' 
IN FRONT OF VP 


We have assumed the object to be situated in front of the V.P. and above the H.P. 
i.e. in the first quadrant and then projected it on these planes. This method of 
projection is known as first-angle projection method. The object lies between the 
observer and the plane of projection. In this method, when the views are drawn 
in their relative positions, the top view comes below the front view. In other 
words, the view seen from above is placed on the other side of (i.e. below) the 
front view. Each projection shows the view of that surface (of the object) which 
is remote from the plane on which it is projected and which is nearest to the observer. 
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и | TABLE 8-1 
DIFFERENCE BETWEEN FIRST-ANGLE PROJECTION METHOD 
AND THIRD-ANGLE PROJECTION METHOD 


In this method of projection, the object is assumed to be situated in the third 
quadrant [fig. 8-4(i)]. The planes of projection are assumed to be transparent. They 
lie between the object and the observer. When the observer views the object from 
the front, the rays of sight intersect the V.P. The figure formed by joining the 
points of intersection in correct sequence is the front view of the object. The top 
view is obtained in a similar manner by looking from above. When the two planes 
are brought in line with each other, the views will be seen as shown in fig. 8-4(ii). 
The top view in this case comes above the front view. | 


VP. FRONT VIEW 
(ii) 
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In other words, the view seen from above the object is placed on the same side 
of (i.e. above) the front view. 


Each projection shows the view of that surface (of the object) which is nearest to 
the plane on which it is projected. 


On comparison, it is quite evident that the views obtained by the two methods of 
projection are completely identical in shape, size and all other details. The difference 
lies in their relative positions only. 


Studying the projections independently, it can be seen that while considering the 
front view (fig. 8-5 and fig. 8-6), which is the view as seen from the front, the 
H.P. coincides with the line xy. In other words, xy represents the H.P. 


FRONT VIEW 
H.P. mE — | x 
222 FIRST-ANGLE PROJECTION | THIRD-ANGLE PROJECTION 
FIG. 8-5 FIG. 8-6 


Similarly, while considering the top view (fig. 8-7 and fig 8-8), which is the 
view obtained by looking from above, the same line xy represents the V.P. Hence, 
when the two projections are drawn in correct relationship with each other (fig. 8-9), 
xy represents both the H.P. and the V.P. This line xy is called the reference line. 


The squares or rectangles for individual planes are thus unnecessary and are therefore 
discarded. 


Further, in first-angle projection method, the H.P. is always assumed to be so 
placed as to coincide with the ground on or above which the object is situated. 
Hence, in this method, the line xy is also the line for the ground. 
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ABOVE | 


«= ТОР VIEW 


FIRST-ANGLE PROJECTION 
FIG. 8-7 


In third-angle projection method, the 
H.P. is assumed to be placed above the 
object. The object may be situated on or 
above the ground. Hence, in this method, 
the line xy does not represent the ground. 


The line for the ground, denoted by letters 
X 


GL, may be drawn parallel to xy and 
below the front view [fig. 8-9(ii)]. 


In brief, when an object is situated 
on the ground, in first-angle projection 
method, the bottom of its front view 
will coincide with xy; in third-angle 
projection method, it will coincide with 
GL, while xy will be above the front 
view and parallel to Ground line. 


у х у 


[Ch. 8 


TOP VIEW 


— 
— 


-——- 


ҮР. 2 
THIRD-ANGLE PROJECTION 
FiG. 8-8 


TOP VIEW , ERONTVIEW | 


(i) (ii) 
FIG. 8-9 


Symbols for methods of projection: For every drawing it is absolutely essential 
to indicate the method of projection adopted. This is done by means of a symbolic 
figure drawn within the title block on the drawing sheet. 


The symbolic figure for the first-angle projection method is shown in fig. 8-10, 
while that for the third-angle projection method is shown in fig. 8-11 which are 
self expanatory. These symbolic figures are actually the projections of a frustum of 
cone of convenient dimensions according to the size of drawing. 
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THIRD ANGLE PROJECTION METHOD 


FIRST ANGLE PROJECTION METHOD 


a ж” s N 


Lig N CN 
^A PICTORIAL VIEW | 


PICTORIAL VIEW 


FIRST ANGLE PROJECTION THIRD ANGLE PROJECTION 


7 ыы аы | LAY 
NM ossec OBSERVER OBJECT | EM —4 OBSERVER 


RELATION BETWEEN OBSERVER, OBJECT AND P.P. RELATION BETWEEN OBSERVER, OBJECT AND P.P. 


СӨ) 


Е.М. L.H.S.V. L.H.S.V. F.V. 
IDENTIFYING GRAPHICAL SYMBOL OF IDENTIFYING GRAPHICAL SYMBOL OF 
FIRST ANGLE PROJECTION THIRD ANGLE PROJECTION 

FiG. 8-10 Fic. 8-11 


Six views of an Object: There are three important elements of this projection 


system, namely 
(а) ап object 
(b) plane of projection 


(c) an observer. 
Very often, two views are not sufficient to describe an object completely. The 


planes of projection being imaginary, following six views are obtained: 
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(1) Front view (4) Right hand side view 
(2) Top view (5 Back view 
(3 Left hand side view (6) Bottom view 


These projections are shown projected on the respective planes, placed by the 
methods of first-angle projection and third-angle projection as shown in fig. 8-12 
and fig. 8-13 respectively. 


Ordinarily, two views — the front view and top view are shown. Two other 
views i.e. L.H.S.V. or R.H.S.V. may be required to describe an object completely. 
Only in exceptional cases, when an object is of a very complex nature, five or six 
views may be found necessary. 


BOTTOM VIEW 


BACK VIEW L.H.S.V. |FRONTVIEW| RHS.V. BACK VIEW 


| 
R.H.S.V. = RIGHT HAND SIDE VIEW | 


LHSV. =LEFTHANDSIDEVIEW [ m~ 
TOP VIEW BOTTOM VIEW 
FIRST ANGLE PROJECTION THIRD ANGLE PROJECTION 


FiG. 8-12 Fig. 8-13 
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The method of first-angle projection is the British standard practice. The third-angle 
projection is the standard practice followed in America and in the continent of Europe. 


.. |n our country, the first-angle projection method was formerly іп use. The 
Indian Standards Institution (1.5.1.) now Bureau of Indian Standards (В.1.5.), in its 
earlier versions of Indian Standard (15:696) ‘Code of Practice for General Engineering 
Drawing’ published іп 1955 and revised in 1960 had recommended the use of 
third-angle projection method. 


In the second revised version of this standard published in December 1973, the 
committee responsible for its preparation left the option of selecting first-angle or 
third-angle projection method to the users. 


The committee again reviewed the position and finally recommended revised 
SP:46-1988 and SP:46-2003 for implementation of first-angle method of projection in 
our country, by replacing earlier 15:696 drawing standard. 


Persons engaged in engineering profession may come across drawings from 
industries and organizations following any one method. It is therefore necessary for 
them to be perfectly conversant with both the methods. 


In this book, the method of first-angle projection has been generally followed. 
Third-angle projection method is also adequately treated in the form of illustrative 
problems and set exercises. 


Conventions employed: In this book, actual points, ends of lines, corners of 
solids etc., in space are denoted by capital letters A, B, C etc. Their top views are 
marked by corresponding small letters a, b, c, etc., their front views by small 
letters with dashes а, Б, с, their side views by ат, b4, сі, and their auxiliary views 
by аң, b'5, сң, etc. In pictorial views, the projectors from the points in space to 
the planes are shown by dashed lines. 


The lines from the projections to the reference line xy (which are also called 
projectors, though they are the projections of the projectors) are shown as dash 
and dot lines. In orthographic views, the projectors and other construction lines 
are shown continuous, but thinner than the lines for actual projections. 


This book is accompanied by a computer CD, which contains an audiovisual 

animation presented for better visualization and understanding of the 

« subject. Readers are requested to refer Presentation module 18 for the 
following problem. 


COGNI! 


Problem 8-1. (fig. 8-14): A L-shaped solid object having dimentions of length (1), 
width (W) and height (H) in the fig. 8-14. Assuming that this object is lying in the first 
quadrant. Draw it's front view, top view and side view. 


When the given object is in the first quadrant, its front view appears in the 
imaginary vertical plane V.P. behind it while its top view appears in an imaginary 
horizontal plane, H.P. below. The side view appears to the right or left of the front view 
depending on from which side the object is being viewed. 
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(i) 


(ii) 


(iii) 


(iv) 


(v) 


Mark the visible corners of the given block as shown 

Drawing front orthogonal view: 

Assume that you are viewing the object in the direction of the arrow towards 
the imaginary V.P. What you will see is a rectangle of height H and width W 
on V.P. This will be the front view. To draw this view: 

Draw a reference line xy, which represents the intersecting line of the planes 
V.P. and H.P. Draw a rectangle as shown W and H, above xy make sure that 
the width is parallel to the line xy. The rectangle is the front orthogonal view 
of the object. 

Draw a line parallel to and thickness of h to the line 1-2. The rectangle 1-2-4-3 
is the front view of the horizontal L-shaped stem of the object. 


FRONT VIEW LEFT SIDE VIEW 


FiG. 8-14 


Drawing top oríhogonal view: 

Now, if you look the object from the top, you will see a rectangle of 
Length L and width W on the horizontal plane. This is the top view of plan 
of the object. To draw this view: 

Draw vertical projectors from 1 and 2 and extend them beyond the line xy. 
Draw a line 9-10 below and parallel to the reference line xy. Draw the 
lines 9-3 and 10-4 equal to the length L of the object. Join line 3-4. Тһе 
rectangle 9-10-3-4 is the top view of the object. 

Draw a line 11-12 parallel to and below 9-10 of thickness h. The rectangle 
9-11-12-10 is the view of the vertical stem of the object. 

Drawing the side orthogonal view: 

Now if you look at the object from the left side, what you will see is an 
L-shaped image having a length of L and height of Н on the auxiliary plane, AP. 
This view appears adjacent and to the right of front view. To draw this view: 


Art. 8-10] Orthographic Projection 179 


(мі) Draw a reference vertical line MN at right angles to xy cutting it at P. 
From P draw a construction line at 45? in the fourth quadrant. 


(уй) Project lines from the points 10, 12 and 4 of the top view to meet this 
inclined line at 10', 12' and 4. 


(viii) Project lines from points 2, 4 and 12 from the front view parallel to line 
xy. From points 10, 12' and 4' project lines vertically upwards to meet 
these horizontal projections. 


(ix) Join points 5-1-3-7-11-9. This will be the side view of the object. 


(x) Finally draw the symbol of first angle projection at the right bottom corner 
of the drawing. 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested 
to refer Presentation module 19 
for the following problem. 


Problem 8-2. (fig. 8-15 and fig. 8-16): 
A pictorial view of a machine bracket is 
shown in the figure. Draw using the first 
angle projection method front view, top 
view and right end side view. 


Assume that you are viewing the object 
in the direction of the arrow towards the 
imaginary V.P. What will you see? It is a 
rectangle of height 70 mm and width 
100 mm on V.P. This will be the front view. 
To draw this view: 


: І FRONT VIEW SIDE VIEW 
(i) Draw a Reference line xy, ыз 

which represents the intersec- А 

ting line of the planes V.P. 


апа Н.Р. 


(ii) Draw rectangular block of size 
100 х 70 and the thickness 
is 15 mm each on the two 
parallel portions of the slot. 


(ІІ) Now on the top of this 
rectangular block draw a 
rectangle of size 60 mm x 
20 mm. This rectangle 
represents a boss of 060 
on the rectangular block. 


(iv) Draw a hole of 250 in the 
above boss. Note carefully 


that the lines are dashed lines 060 / 
as they аге invisible from (050 
the front side. The 030 hole TOP VIEW 


is in the rectangular block. ҒІС. 8-16 
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(v) Draw the two holes on the parallel edges of the rectangular block. These 
holes are represented by dotted lines in the front view as they are hidden. 
This completes the front view construction. | 

(i) То draw the top view, project all the details from irit view. 

(vii) Draw a vertical centre line form the centre of the rectangular block. 

(viii) The top view of the rectangular block appears as a rectangle of size 100 x 80. 

(ix) Draw the holes in the centre of the rectangle. These holes are drawn 
taking the common centre point on vertical centre line. 

(х) The two holes of #40 on the lobes аге not visible, so they are projected 
as dashed lines. This completes the top view. 

(xi) To draw the side view, draw projectors from all the points in front view and 
top view to side view. Join the intersection points. This completes the side view. 

This book is accompanied by а computer CD, which contains an audiovisual 

animation presented for better visualization and understanding of the 

subject. Readers are requested to refer Presentation module 20 for the 
following problem. 


Problem 8-3. Fig. 8-17 shows the pictorial view of the object. Draw the front 
view, top view and left hand side view. 
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(i) 
(ii) 


(iii) 


(iv) 


To draw ЕУ. іп the direction of X, L.H.S.V. and T.V. 


As the L.H.S.V. is to be drawn, fix the position of xy at centre of page 
and x,y; to the left side as L.H.S.V. will come to the right of ЕУ. 


Draw the rectangles for the EV. (170 x 115), project it down to locate 


Т.М. (170 x 55) and take the projections of ЕМ. to left to draw L.H.S.V., 


complete the rectangle of L.H.S.V. by taking the projections from T.V. 
First we will start with ЕМ. (fig. 8-18). 
(a Draw the rectangle for base plate 170 x 15 


(b Draw vertical centre lines at 20 mm and 75 mm and 40 mm 
(consecutive distance) from left. 


R15. = R20 25 


15° 


Y 
La ша ыы poet Шы Md 
T Т H 


B15 | 
20 75 E 40 35 — 
170 | | 


Front view | 
FiG. 8-18 
(с) Draw hidden lines for 5 mm depth for two $30 spot face holes, draw 
dotted lines for 2 holes of 015 (Inside these holes). 
(d) Draw horizontal centre line at 35 mm from base, in semi-circle. 


(e) Referring third centre line and this horizontal line draw the circle of 
10 mm radius and semicircle of 20 mm radius. 


(f Draw vertical lines from end of this semi-circle. Till it touches to base. 


(в) Draw another horizontal centre line at 60 mm above previous horizontal 
. centre line. 


(h) With this as centre, draw circles of 010 and #25. 


() Also draw the arc of radius 20 mm, join this to base with inclined 
line to represent rib. 


(j) Draw two lines at 3 mm to both the sides, vertical centre lines of the 


circles to represent the rib. 
(k) From third centre point, draw centre line at 30°. 
( Draw arcs of 50 mm, 73 mm, 57 mm, 80 mm. 
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(m) 
. (n) 


(о) 
(р) 
(q) 
(r) 


Draw an arc of centre line pattern of 65 mm radius. (Draw centre line 
for an arc) 


Taking intersection of this as еле and horizontal centre line draw 


semi-circle of radius 15 mm and 8 mm. 


Also draw same arcs, where this line intersects with 30° inclined line. 
Erase unwanted arcs if any. T 

Draw inclined line at 15° from left sad of block. | 

Show the required dimensions. E 

Now project all the required line to daw T.V. 


(v) Now draw the top view (fig. 8-19). 


(a) 
(b) 


(с) 


(d). 


(e 
(b 


(g) 
(h) 
(i) 
(j) 


(vi) Take projections from FV. and T.V. to complete 
L.H.S.V. (fig. 8-20). 


(a) 


Draw projection of inclined. rib. 10 thick and 
| . circular slot 15 thick. 


020 


рі 


220 75 1 9 10% 


Тор view 
FIG. 8-19 
Complete the rectangle of the top view (170 x 55) 


Project the centre lines. (Vertical at 20, 75 
and 40 consecutive distances from left and 
at 20 above base) 


Draw the two circles of 030 and 015 to 
represent spot holes. 


Draw hidden lines for inner - circular ‘slot. 


Draw rectangle for semicircular projection from 
ЕУ. projections 


Draw hidden lines for hole of g20 in it. 
Show the projections of bosse holes. 
Draw hidden lines for hole of g10. 
Show the required dimensions. 


Complete the base rectangle of 55 mm х  LH.S.V. 
15 mm. To represent the base. FiG. 8-20 


Ехе. 


List 
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(D Complete the rectangle at left side in L shape of 10 mm thick. 
(c) Show the projections of projected semi-circle. 

(d) Show hidden lines of hole in it. 

(e Show projection of projected slot and show hidden lines in it. 
(0 Draw projection of boss and show hole in it by dotted line. 

(g) Show inclined line for the rib. 

(h Draw front view, top view and L.H.S.V. in their relative position. 


Define orthographic projection. Describe briefly the method of obtaining an 
orthographic projection of an object. 


Write short notes on: 


Reference planes; Reference line; Projector; Front view; Ground line. 


Sketch neatly the symbols used for indicating the method of projection adopted 
in a drawing. State where this symbol is drawn on a drawing sheet. 

Explain briefly how the reference line represents both the principal planes of 
projection. 

Explain clearly the difference between the first-angle projection method and the 
third-angle projection method. 


Fill-up the blanks in the following with appropriate words selected from the list 
of words given below: 


(a In ————— projection, the |... are perpendicular to the 
of projection. 
(b) In first-angle projection method, 


(i) the _ comes between the _________ and the 
(ii) the c view is always Ls the n view. 
(c) In third-angle projection method, 
(i) the Ss comes between the ——————— and the 
(i) the |... view is ама. the ---а View. 
of words for Exercise (6): 
1. Above | 5. Object 9. Projectors 
2. Below | 6. Orthographic 10. Plane 
3. Front 7. Observer 11. Side 
4. Left 8. Right 12. Top. 
Answer to Exercise (6): 
(a) - 6, 9 and 10, 
(b) (i) - 5, 7 апа 10, 
(b) (ii) ~ 12, 2 and 3, 
(c) (6) ~ 10, 5 and 7, 


24 
8. 


(с) (i) - 12, 1 апа 3. 
Why second and fourth quadrants are not used in practice? 
What is the convention of representing first-angle projection method? 


ІСІ. 8 
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9. The pictorial view of different types of objects are shown in fig. 8-21. Sketch, 


looking from arrow, elevation, plan and end-view using first-angle projection 


method. 


FIG. 8-21 


[Draw orthographic projections of each object and then compare your answer 


with the solution given in fig. 8-26.] 
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10. 


11. 


12. 


What dimensions of an object are given by 

(i) Front view or elevation? 

(ii) Plan or top view? 

(iii) Left-hand side view and right-hand side view? 

Fig. 8-22 and fig. 8-23 show the orthographic projections of the objects in the 
first-angle projection method. 

Draw them in the third-angle projection method. 


E 
E тү 
ON ANE CENE жеке 
А x$ 
| SI а 
e 
| AN 
ац 32 4 
BR MEM 
P 
FIG. 8-22 FIG. 8-23 


Fig. 8-24 and fig. 8-25 show the orthographic projections of the objects in the 
third-angle projection method. 


_ Redraw them in the first-angle projection method. 


ҒІС. 8-24 FIG. 8-25 


13. What аге the important elements of the projection system? Draw апу simple 


object and obtain its six views, projected on imaginary planes by the methods 
of first angle proection and third angle projection. 
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[Answer to Exercise (9), fig. 8-21] 
НІС. 8-26 


A point тау be situated, in space, in any one of the four quadrants formed by the 
two principal planes of projection or may lie in any one or both of them. Its 
projections are obtained by extending projectors perpendicular to the planes. 


One of the planes is then rotated so that the first and third quadrants are 
opened out. The projections are shown on a flat surface in their respective positions 
either above or below or in xy. 


This book is accompanied by а computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 21 for the 
projections of points. 


COGNTFRO! 


The pictorial view [fig. 9-1(i)] shows 
a point A situated above the H.P. 
and in front of the V.P, i.e. in the 
first quadrant. a' is its front view 
and a the top view. After rotation 
of the plane, these projections will 
be seen as shown in fig. 9-1(ii). 


The front view a' is above xy 
and the top view a below it. The 
line joining a' and a (which also is 
called a projector), intersects xy at 
right angles at a point o. It is quite 
evident from the pictorial view that 
ао - Aa, i.e. the distance of the 
front view from xy = the distance 
of A from the H.P. viz. h. Similarly, 
ао = Аа, ie. the distance of the 
top view from xy = the distance () (1) 
of A from the V.P. viz. а. FiG. 9-1 
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A point B (fig. 9-2) is above the H.P. ánd behind the V.P, i.e. in the second 
quadrant. b' is the front view and b the top view. 


When the planes are оеш; both the views are seen above xy. Note that b'o 
- Bb and bo - Bb'. | 


A point C (fig. 9-3) is below the H.P. and behind the V.P, i.e. in the third 
quadrant. Its front view c' is below xy and the top view c above xy. Also со = 
Cc and co = Cc. 
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A point E (fig. 9-4) is below the H.P. and in front of the V.P, i.e. in the fourth 
quadrant. Both its projections are below ху, and ео = Ee and eo = Ее. 


e 
FIG. 9-4 


Referring to fig. 9-5, we see that, 
(0 А point M is in the Н.Р. and in front of the V.P. Its front view m' is in 
xy and the top view m below it. 


(і) A point М is in the V.P. and above the Н.Р. Its top view n is in xy and 
the front view n' above it. 


(iii) A point O is in both the H.P. and the V.P. Its projection o and o' coincide 
with each other in xy. 


(i) Тһе line joining the top view and the front view of a point is always 
perpendicular to xy. It is called a projector. 

(ii) When a point is above the H.P, its front view is above xy; when it is 
below the Н.Р, the front view is below xy. The distance of a point from 
the H.P. is shown by the length of the projector from its front view to 
xy, e.g. ао, Бо etc. 

(iii) When a point is in front of the V.P., its top view is below xy; when it is behind 
the V.P, the top view is above xy. The distance of a point from the V.P. is 
shown by the length of the projector from its top view to xy, e.g. ao, bo etc. 


(м) When a point is in a reference plane, its projection on the other reference 
plane is in xy. 
Problem 9-1. (fig. 9-1): A point А is 25 mm above the Н.Р. and 30 mm in front 
of the VP. Draw its projections. 


(i) Draw the reference line xy [fig. 9-1(ii)]. 
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(ii) Through any point o in it, draw a perpendicular. 


As the point is above the H.P. and in front of the V.P. its front view will 
be above xy and the top view below xy. 


(iii) On the perpendicular, mark a point a' above xy, such that ао = 25 mm. 
Similarly, mark a point a below xy, so that ao - 30 mm. a' and a are the 
required projections. 


a 
Problem 9-2. (fig. 9-6): A point A is 20 mm T | 
below the Н.Р. and 30 mm behind the V.P. Draw i 
its projections. | eo 
As the point is below the H.P. and behind X 7 
the V.P., its front view will be below ху and the ? En 
top view above xy. | 

Draw the projections as explained in problem а 


9-1 апа as shown in fig. 9-6. НІС. 9-6 


Problem 9-3. (fig. 9-7): А point P is in the first quadrant. Its shortest distance 
from the intersection point of H.P, V.P. and Auxiliary vertical plane, perpendicular to 
the Н.Р. and V.P. is 70 mm and it is equidistant from principal planes (Н.Р. апа V.P.). 
Draw the projections of the point and determine its distance from the Н.Р. and V.P. 


X1 


MEASURED 


MEASURED 


yy 
FIG. 9-7 


Note: O represents intersection of Н.Р, V.P. and A.V.P. 

(i) Draw ху and x4 ут perpendicular reference lines. 

(ii) О represents intersection of Н.Р, V.P. and A.V.P. 

(iii) Draw from О a line inclined at 45° of 70 mm length. 


(iv) Project from P" on xy line and x4 y;. The projections are n and m respectively 
as shown in figure. From О draw arc intersecting ху ут. 


(v) Draw a parallel line at convinent distance from x4 y;. Extend Р"т to intersect 
a parallel line at p' and p as shown. 


(vi) Measure distance from xy line, which is nearly 49.4974 mm say 49.5 mm. 
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.. .Projections on auxiliary plane: Sometime projections of object on the principal 
(Н.Р. and V.P.) are insufficient. In such situation, another projection plane perpendicular 
to the principal planes is taken. This plane is known as auxiliary plane. The projection 
on the auxiliary plane is known as side view or side elevation. Refer fig. 9-8. 


X4 LEFT SIDE 


AUXILIARY VERTICAL PLANE 
(А.УР.) 


—M——— t 


Fic. 9-8 


The A.V.P. can be also taken right side also. For more details on projection on 
auxiliary plane, refer chapter 11. 


1. Draw the projections of the following points on the same ground line, keeping 
the projectors 25 mm apart. | 
A,in the Н.Р. and 20 mm behind the V.P. 
B, 40 mm above the Н.Р. and 25 mm in front of the V.P. 
C,in the V.P. and 40 mm above the Н.Р. 
D,25 mm below the Н.Р. and 25 mm behind the V.P. 
E, 15 mm above the H.P. and 50 mm behind the V.P. 
Е 40 mm below the Н.Р. and 25 mm in front of the V.P. 
G,in both the H.P. and the V.P. 


2. A point P is 50 mm from both the reference planes. Draw its projections in 
all possible positions. 


3. State the quadrants in which the following points are situated: 


(a) A point P; its top view is 40 mm above xy; the front view, 20 mm below 
the top view. 
(b) A point Q, its projections coincide with each other 40 mm below xy. 
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4. 


10. 


A point P is 15 mm above the Н.Р. and 20 mm in front of the V.P. Another 
point Q is 25 mm behind the V.P. and 40 mm below the H.P. Draw projections 


of P and Q keeping the distance between their projectors equal to 90 mm. 


Draw straight lines joining (i) their top views and (ii) their front views. 


. Projections of various points are given in fig. 9-9. State the position of each 


point with respect to the planes of projection, giving the distances in centimetres. 


FIG. 9-9 


. Two points А and B аге in the Н.Р. The point A is 30 mm in front of the УР, 


while B is behind the V.P. The distance between their projectors is 75 mm and 
the line joining their top views makes an angle of 45? with xy. Find the 
distance of the point B from the V.P. 


. A point P is 20 mm below Н.Р. and lies in the third quadrant. Its shortest 


distance from xy is 40 mm. Draw its projections. 


. А point А is situated in the first quadrant. Its shortest distance from the 


intersection point of Н.Р, V.P. and auxiliary plane is 60 mm and it is equidistant 
from the principal planes. Draw the projections of the point and determine its 
distance from the principal planes. 


. А point 30 mm above xy line is the plan-view of two points P and О. The 


elevation of P is 45 mm above the H.P. while that of the point Q is 35 mm 
below the H.P. Draw the projections of the points and state their position with 
reference to the principal planes and the quadrant in which they lie. 


A point Q is situated in first quadrant. It is 40 mm above H.P. and 30 mm 
in front of V.P. Draw its projections and find its shortest distance from the 
intersection of Н.Р, V.P. and auxiliary plane. 


A straight line is the shortest distance between two points. Hence, the projections 


of a straight line may be drawn by joining the respective projections of its ends 
which are points. 


The position of a straight line may also be described with respect to the two 
reference planes. It may be: 


(a) 


. Parallel to one or both the planes. 


Contained by one or both the planes. 

Perpendicular to one of the planes. 

Inclined to one plane and parallel to the other. 

inclined to both the planes. 

Projections of lines inclined to both the planes. 

Line contained by a plane perpendicular to both the reference planes. 


. True length of a straight line and its inclinations with the reference planes. 
. Traces of a line. 


Methods of determining traces of a line. 


. Traces of a line, the projections of which are perpendicular to xy. 
Positions of traces of a line 


Line AB is parallel to the H.P. mE 

a and b are the top views of the ends А and B respectively. It can be 
ciearly seen that the figure ABba is a rectangle. Hence, the top view ab is 
equal to AB. 

a'b' is the front view of AB and is parallel to xy. 
Line CD is parallel to the V.P. 

The line c'd' is the front view and is equal to CD; the top view cd is 
parallel to xy. 
Line EF is parallel to the Н.Р. and the V.P. 


ef is the top view and e'f' is the front view; both are equal to EF and 
parallel to xy. 
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Hence, when a line is parallel to a plane, its projection on that plane is equal to its 
true length; while its projection on the other plane is parallel to the reference line. 


FIG. 10-1 


FIG. 10-2 
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Line AB is in the Н.Р. Its top view ab is equal to AB; its front view а! b' is 
in xy. 

Line CD is in the V.P. Its front view c'd' is equal to CD; its top view cd is 
in xy. 


Line EF is in both the planes. Its front view e' f' and the top view ef coincide 
with each other in xy. 


Hence, when a line is contained by a plane, its projection on that plane 
is equal to its true length; while its projection on the other plane is in the 
reference line. 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 22 tor the 
line perpendicular to one of the planes. | 


О CHAROTAR 


COGNIFRONT 


When a line is perpendicular to one reference plane, it will be parallel to the other. 


de 
d 
X y 
a | 
d 
b 
(FIRST-ANGLE PROJECTION) (THIRD-ANGLE PROJECTION) 


ҒІС. 10-3 


(a Line AB is perpendicular to the H.P. The top views of its ends coincide in 
the point a. Hence, the top view of the line AB is the point a. Its front 
view a' b' is equal to AB and perpendicular to xy. 


(b) Line CD is perpendicular to the V.P. The point d' is its front view and the 
line cd is the top view. cd is equal to CD and perpendicular to xy. 


Hence, when a line is perpendicular to a plane its projection on that plane is 
a point; while its projection on the other plane is a line equal to its true length and 
perpendicular to the reference line. 


In first-angle projection method, when top views of two or more points coincide, 
the point which is comparatively farther away from xy in the front view will be 
visible; and when their front views coincide, that which is farther eus from xy in 
ше top view will be visible. l 


In third-angle projection method, it is just the reverse. When top views of two 
or more points coincide the point which is comparatively nearer xy in the front 
view will be visible; and when their front views coincide, bi point which is nearer 
xy in the top view will be visible. | Ж 
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This book is accompanied by a computer CD, which contains an audiovisual 


a animation presented for better visualization and understanding of the 


subject. Readers are requested to refer Presentation module 23 for the 
line inclined to one plane and parallel to the other. 


The inclination of a line to a plane is the angle which the line makes with its 
projection on that plane. 


(a) 


Line PQ, [fig. 10-4()] is inclined at an angle 6 to the Н.Р. and is — 
to the V.P. The inclination is shown by the angle 0 which PQ, makes with 
its own projection on the Н.Р, viz. the top view pq. 


The projections Пір. 10-4(ii)] may be drawn by first assuming the line to 
be parallel to both the Н.Р. and the V.P. Its front view p'q' and the top 
view pq will both be parallel to xy and equal to the true length. When the 
line is turned about the end P to the position РО, so that it makes the 
angle Ө with the Н.Р. while remaining parallel to the V.P, in the front view 
the point q' will move along an arc drawn with p' as centre and ра as 
radius to a point 44 so that p'q'; makes the angle Ө with xy. In the top 
view, q will move towards p along pq to a point ду on the projector 
through 41. р41 and pq, are the front view and the top view respectively 
of the line PQj. 


(i) (ii) 
НС. 10-4 


(b) Line RS, Ifig. 10-5()] is inclined at an angle ø to the V.P. and is parallel 


to the Н.Р. The inclination is shown by the angle ø which А5; makes with 
its projection on the У.Р, viz. the front view r's. Assuming the line to be 
parallel to both the Н.Р. and the М.Р, its projections r's' and rs are drawn 
parallel to xy and equal to its true length [fig. 10-5(ii)]. 


When the line is turned about its end R to the position RS, SO is 
it makes the angle ø with the V.P. while remaining parallel to the Н.Р, 
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the top view the point s will move along an arc drawn with r as centre 
and rs as radius to a point s4 so that rs; makes the angle ø with xy. In 
the front view, the point s' will move towards r' along the line r's to a 
point s, on the projector through s4. rs, and r's4 are the projections of the 
line RS4. 


(i) (ii) 
FIG. 10-5 | 


Therefore, when the line is inclined to the H.P. and parallel to the V.P., its top 
view is shorter than its true length, but parallel to xy; its front view is equal to 
its true length and is inclined to xy at its true inclination with the H.P. And when 
the line is inclined to the V.P. and parallel to the Н.Р, its front view is shorter 
than its true length but parallel to xy; its top view is equal to its true length and 
is inclined to xy at its true inclination with the V.P. 


Hence, when a line is inclined to one plane and parallel to the other, its 
projection on the plane to which it is inclined, is a line shorter than its true length 
but parallel to the reference line. Its projection on the plane to which it is parallel, 
is a line equal to its true length and inclined to the reference line at its true 
inclination. 


In other words, the inclination of a line with the H.P. 
is seen in the front view and that with the V.P. is seen in 
the top view. 


Problem 10-1. (fig. 10-6): A line PO, 90 mm long, is 
in the Н.Р. and makes an angle of 307 with the V.P. Its 
end P is 25 mm in front of the V.P. Draw its projections. 


As the line is in the H.P., its top view will show the 
true length and the true inclination with the V.P. Its front 
view will be in xy. 


FIG. 10-6 


(i) Mark a point p, the top view 25 mm below xy. Draw a line pq equal to 
90 mm and inclined at 30? to xy. 


(ii) Project p to p' and q to q' on Xy. 


pq and ра are the required top view and front view respectively. 
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Problem 10-2. (fig. 10-7): The length of the top view 
of a line parallel to the V.P. and inclined at 45° to the Н.Р. 
is 50 mm. One end of the line is 12 mm above the H.P. 
and 25 mm in front of the V.P. Draw the. projections of 
the line and determine its true length. 


As the line is parallel to the V.P., its top view will be 
parallel to xy and the front view will show its true length 
and the true inclination with the H.P. 


() Mark a, the top view, 25 mm below xy and a', 
the front view, 12 mm above xy. 


(ii) Draw the top view ab 50 mm long and parallel to 


xy and draw a projector through b. НІС. 10-7 


(iii) From a' draw a line making 45? angle with xy and cutting the projector 
through b at b'. Then a'b' is the front view and also the true length of the 
line. 


Problem 10-3. (fig. 10-8): The front view of a 75 mm 
long line measures 55 тт. The line is parallel to the Н.Р. 
and one of its ends is in the VP. and 25 mm above the 
Н.Р. Draw the projections of the line and determine its 
inclination with the V.P. 


As the line is parallel to the Н.Р, its front view will 
be parallel to xy. | 


(i) Mark a, the top view of one end in X, and a', its 


front view, 25 mm above xy. | | Fic. 10-8 ? 


(ii) Draw the front view a'b', 55 mm long and parallel to xy. With a as centre and 
radius equal to 75 mm, draw an arc cutting the projector through b' at b. 


Join a with b. ab is the top view of the line. Its inclination with xy, viz. ø is 
the inclination of the line with the V.P. 


1. Draw the projections of a 75 mm long straight line, in the following positions: 
(a (i) Parallel to both the Н.Р. and the V.P. and 25 mm from each. 
(ii) Parallel to and 30 mm above the Н.Р. and in the V.P. 
(iii) Parallel to and 40 mm in front of the V.P. and in the Н.Р. 
(b (i) Perpendicular to the Н.Р, 20 mm in front of the V.P. and its one end 
15 mm above the H.P. 


(ii) Perpendicular to the V.P, 25 mm above the Н.Р. and its one end in 
the V.P. 


(iii) Perpendicular to the Н.Р, in the V.P and its one end in the H.P. 
(c) (i) Inclined at 45° to the V.P, in the Н.Р. and its one end in the V.P. 


(ii) Inclined at 30° to the Н.Р. and its one епа 20 mm above it; parallel to 
and 30 mm in front of the V.P. 


(iii) Inclined at 60° to the V.P. and its one end 15 mm in front of it; parallel 
to and 25 mm above the Н.Р.. 
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2. À 100 mm long line is parallel to and 40 mm above the H.P. Its two ends are 
25 mm and 50 mm in front of the V.P. respectively. Draw its projections and 
find. its inclination with the V.P. 


3. A 90 mm long line is parallel. to and 25 mm in front of the V.P. Its one end 
is in the H.P. while the other is 50 mm above the H.P. Draw its projections 
and find its inclination with the H.P. 


4. The top view of a 75 mm long line measures 55 mm. The line is in the V.P, 
its one end being 25 mm above the H.P. Draw its projections. 


5. The front view of a line, inclined at 30? to the V.P is 65 mm long. Draw the 
projections of the line, when it is parallel to and 40 mm лы the Н.Р., its 
. one end being 30 mm in front of the V.P. | 


6. А vertical line AB, 75 mm long, has its end A in the Н.Р. and 25 mm in front 
of the V.P. A line AC, 100 mm long, is in the Н.Р and parallel to the V.P. 
Draw the projections of the line joining B and C, and determine its inclination 
with the Н.Р. 202 | 


7. Two pegs fixed on a wall are 4.5 metres apart. The distance between the pegs 
measured parallel to the floor is 3.6 metres. If one peg is 1.5 metres above 
the floor, find the height of the second peg and the inclination of the line 

= joining the two pegs, with the floor. - 


8. Draw the projections of the lines in Exercises 1 to 6, assuming them to be in 
the third quadrant, taking the given positions to be below the H.P. instead of 
above the H.P., and behind the V.P, instead of in front of the V.P. 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 24 for the 


line inclined to both the planes. B 
(а) A line AB (fig. 10-9) is inclined at 0 to the Н.Р. and is parallel to the V.P. 


The end A is in the H.P. AB is shown as the hypotenuse of a right-angled 
triangle, making the angle 0 with the base. 


NiFRON 


FIG. 10-9 
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(b) 


The top view ab is shorter than AB and parallel to xy. The front view a'b' 
is equal to AB and makes the angle 0 with xy. 


Keeping the end A fixed and the angle @ with the Н.Р. constant, if the 
end B is moved to any position, say В, the line becomes inclined to the 
V.P. also. 


In the top view, b will move along an arc, drawn with a as centre and 
ab as radius, to a position b4. The new top view ab, is equal to ab but 
shorter than AB. 


In the front view, b' will move to a point b'4, keeping its distance from xy 
constant and equal to b'o; i.e. it will move along the line pg, drawn 
through b' and parallel to xy. This line рд is the locus or path of the end 
B in the front view. b'4 will lie on the projector through b4. The new front 
view а'Б' is shorter than a'b' (i.e. AB) and makes an angle œ with xy. « 
is greater than 8. 


Thus, it can be seen that as long as the inclination Ө of AB with the Н.Р. 
is constant, even when it is inclined to the V.P. 


(i) its length in the top view, viz. ab remains constant; and 
(ii) the distance between the paths of its ends in the front view, 
viz. b'o remains constant. 


The same line AB (fig. 10-10) is inclined at & to the V.P. and is parallel 
to the H.P. Its end A is in the V.P. AB is shown as the hypotenuse of a 
right-angled triangle making the angle @ with the base. 


FIG, 10-10 


The front view a'b', is shorter than AB and parallel to xy. The top view 
ab, is equal to AB and makes an angle ø with xy. 


Keeping the end A fixed and the angle ø with the V.P. constant, if B is 
moved to any position, say Вз, the line will become inclined to the Н.Р. also. 


In the front view, b'5, will move along the arc, drawn with a' as centre 
and a'b' as radius, to a position b'3. The new front view АБ is equal to 
a'b' but is shorter than AB. 
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In the top view, bz will move to a point Б; along the line rs, drawn 
through Б; and parallel to xy, thus keeping its distance from the path of 
a, viz. Бо constant. rs is the locus or path of the end B in the top view. 
The point b lies on the projector through b'4. The new top view ab; is 
shorter than ab, (i.e. AB) and makes an angle B with xy. B is greater than ø. 

Here also we find that, as long as the inclination of AB with the V.P. 
does not change, even when it becomes inclined to the H.P. 


(i) its length in the front view, viz. a'b'? remains constant; and 


(ii) the distance between the paths of its ends in the top view, viz. 
b40 remains constant. 


Hence, when a line is inclined to both the planes, its projections are shorter 
than the true length and inclined to xy at angles greater than the true inclinations. 
These angles viz. о and p are called apparent angles of inclination. 


From Art. 10-5(a) above, we find that as long as the inclination of AB with the 
H.P. is constant | 


(i) its length in the top view, viz. ab remains constant, and 


(ii) in the front view, the distance between the loci of its ends, viz. Бо remains 
constant. 


In other words if 
() its length in the top view is equal to ab, and 


(ii) the distance between the paths of its ends in the front view is equal to b'o, 
the inclination of AB with the Н.Р. will be equal to Ө. 


Similarly, from Art. 10-5(b) above, we find that as long as the inclination of 
AB with the V.P. is constant 


(i) its length in the front view, viz. a'b') remains constant, and 


(ii) in the top view, the distance between the loci of its ends, viz. bo remains 
constant. 


The reverse of this is also true, viz. | 
(i) if its length in the front view is equal to a'b',, and 


(ii) the distance between the paths of its ends in the top view is equal to b5o, the 
inclination of AB with the V.P. will be equal to ø. 

Combining the above two findings, we conclude that when AB is inclined at 0 

to the Н.Р and at ø to the V.P. 

(i) its lengths in the top view and the front view will be equal to ab, and а» 
respectively, and 

(ii) the distances between the paths of its ends in the front view and the top view 
will be equal to b'5o and Бо respectively. 


The two lengths when arranged with their ends in their respective paths and 
in projections with each other will be the projections of the line AB, as illustrated 
in problem 10-4. 
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». Problem 10-4. Given the line AB, its inclinations Ө with the H.P. and ø with 
the VP. and the position of one end A. To draw its projections. 


Mark the front view a' and the top view a according to the given position of A (fig. 10-12). 


Let us first determine the lengths of AB in the top view and the front view and 
the paths of its ends in the front view and the top view. 


0000 i 
FIG. 10-11 


(2) Again, assume AB, (equal to AB) to 


be parallel to the H.P. and inclined 


at @ to the V.P. In the pictorial view 


[fig. 10-11(ii)], АВ) is shown as а 
side of the trapezoid AB,b',a'. Draw 
the top view ab, equal to AB 
[fig. 10-12(ii)] and inclined at ø to 
xy. Project the front view a'b', parallel 
їо xy. Through a and b4, draw lines 
ef and rs respectively parallel to xy. 
a'b4 is the length of АВ in the front 
view and, ef and rs are the paths 
of A and B respectively in the top 
view. | | | 


We may now arrange 


(1) Assume AB to be parallel 
to the V.P. and inclined 
at 0 to the H.P. AB is 
shown in the pictorial view 
as a side of the trapezoid 
ABba [fig. 10-11(1)1. Draw 
the front view a'b' equal 
to AB [fig. 10-12(i)] and 
inclined at 0 to xy. Project 
the top view ab parallel 
to xy. Through а' and Б, 
draw lines cd and pq 
respectively parallel to xy. 
ab is the length of AB 
in the top view and, cd 
and pq are the paths of 
A and B respectively in 
the front view. 
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() ab (the length in the top view) between its paths ef and rs, апа 


(ii) a'b'4 (the length in the front view) between the paths cd and pq, 
keeping them in projection with each other, in one of the following 


two ways: 


In case (1) [fig. 10-11(i)], if the side Bb is turned about Aa, so that b 
comes on the path rs, the line AB will become inclined at @ to the V.P. Therefore, 
with a as centre [fig. 10-12(i)] and radius equal to ab, draw an arc cutting 
rs at a point by. Project by to b'a on the path pq. 
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Draw lines joining a with b5, and a' with Б". ab, and a'b' are the required 
projections. Check that a'b'5 = а". 

(b) Similarly, in case (2) [fig. 10-11(ii)], if the side B4b'4 is turned about Aa’ till 
b4' is on the path pq, the line AB4 will become inclined at Ө to the Н.Р. 


Hence, with a' as centre [fig. 10-12(ii)] and radius equal to a'b';, draw 
an arc cutting pq at a point 5>. Project b', to b, in the top view on the 
path rs. 


Draw lines joining a with Б», and a' with b'5. ab, and a'b', are the required 
projections. Check that ab, = ab. 


Fig. 10-13 shows (in pictorial and orthographic views) the projections obtained 
with both the above steps combined in one figure and as described below. 


First, determine 


(i) the length ab in the top view and the path pq in the front view апа 
(ii) the length a'b'4 in the front view and the path rs in the top view. 
Then, with a as centre and radius equal to ab, draw an arc cutting rs at 


a point b;. With a' as centre and radius equal to a'b4, draw an arc cutting pq at 
a point b^. ME 

Draw lines joining a with b, and а! with Б. aby and a'b' are the required 
projections. Check that b; and b', lie on the same projector. 


It is quite evident from the figure that the apparent angles of inclination a and В 
are greater than the true inclinations Ө and @ respectively. 


V MSN ы 


р --- 


: | ы жады Б 
As the two reference planes are at right angles to each other, the sum total of the 
inclinations of a line with the two planes, viz. 8 and 0 can never be more than 
90°. When Ө + 0 = 90^, the line will be contained by a third plane called the 
profile plane, perpendicular to both the H.P. and the V.P. 
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A line EF (fig. 10-14), is inclined at 
Ө to the Н.Р. and at ø [equal to (90° — 0)] 
to the V.P. The line is thus contained 
by the profile plane marked РР. 


The front view e'f' and the top view 
ef are both perpendicular to xy and shorter 
than EF. 

Therefore, when a line is inclined 
to both the reference planes and contained 
by a plane perpendicular to them, i.e. 
when the sum of its inclinations with 
the H.P. and the V.P. is 90*, its projections 
are perpendicular to xy and shorter than 
the true length. 


FIG. 10-14 | 


When projections of a line are given, its true length and inclinations with the planes 
are determined by the application of the following rule: 


When a line is parallel to a plane, its projection on that plane will show its true 
length and the true inclination with the other plane. 


The line may be made parallel to a plane, and its true length obtained by any one 
of the following three methods: 


Method 1: 

Making each view parallel to the reference line and projecting the other view 
from it. This is the exact reversal of the processes adopted in Art. 10-5 for 
obtaining the projections. 

Method il: 

Rotating the line about its projections till it lies in the Н.Р. or in the V.P. 
Method НІ: 

Projecting the views on auxiliary planes parallel to each view. 

(This method will be dealt with in chapter 11). 

The following problem shows the application of the first two methods and 
problem 10-29 and problem 10-31 show application of third method. 

Problem 10-5. The top view ab and the front view a'b' of a line AB are given. 
To determine its true length and the inclinations with the Н.Р. and the V.P. 
Method 1: 

Fig. 10-15(i) shows AB the line, a'b' its front view and ab its top view. If the 
trapezoid ABba is turned about Aa as axis, so that AB becomes parallel to the V.P., 
in the top view, b will move along an arc drawn with centre a and radius equal 


to ab, to 0;, so that ab, is parallel to xy. In the front view, b' will move along 
its locus pq, to a point b, on the projector through b4. 
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FIG. 10-15 


(i) Therefore, with centre a and radius equal to ab [fig. 10-15(ii)], draw an arc 
to cut ef at 5. 


(ii) Draw a projector through Юу to cut pq (the path of Б) at 51. 


(іі) Draw the line a'b'4 which is the true length of AB. The angle Ө, which it 
makes with xy is the inclination of AB with the H.P. 


Again, in fig. 10-16(i) AB is shown as a side of a trapezoid ABb'a'. If the 
trapezoid is turned about Аа! as axis so that АВ is parallel to the Н.Р, the new 
top view will show its true length and true inclination with the V.P. 


FIC. 10-16 


() With а" as centre and radius equal to a'b' [fig. 10-16(ii)], draw an arc to 
cut cd at b^. 


(i) Draw a projector through b' to cut rs (the path of b) at bp. 


(iii) Draw the line aby, which is the true length of АВ. The angle ø which it 
makes with xy is the inclination of AB with the V.P. 
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Fig. 10-17(i) shows the above two steps b' bY а b' 
combined in one figure. ICT RE ERE d. 
The same results will be obtained by 
keeping the end B fixed and turning the | 
end A [fig. 10-17(ii)], as explained below. Я а ЛЕН AP 
(i) With centre b and radius equal to | о?ы 
ba, draw ап arc cutting rs at a; (thus * y 
making ba parallel to xy). | ТЕ ! 
(ii) Project а; to а, on cd (the path " NN. /o 4| W 
оға) a4b' is the true length and Ө | 
is the true inclination of AB with 
the H.P. | Zach c dp po M 
m Haters te . WU b b а, b 
(iii) Similarly, with centre b' and radius | 2 | 
equal to b'a', draw an arc cutting pq () | 8) 
at а». нс. 10-17 


(iv) Project а, to az on ef (the path of a). a,b is the true length and ø is the true 
inclination of AB with the V.P. 


Method И: О 7 | 
Referring to the pictorial view in fig. 10-18(i) we find that AB is the line, ab its top 
view and a'b' its front view. | 


In the trapezoid ABb'a' (i) аА and b'B are both perpendicular to a'b' and are respectively 
equal to ao, and bo, (the distances of а and b from xy in the top view), and 
(ii) the angle between AB and a'b' is the angle of inclination @ of AB with the V.P. 


Assume that this trapezoid is rotated about a'b', till it lies in the V.P. 
В; 


(i) (ii 
| FiG. 10-18 | | 
In the orthographic view [fig. 10-18(ii)], this trapezoid is obtained by drawing 
perpendiculars to a'b', viz. a'A4 (equal to аот) and b'B4 (equal to Боз) and then 
joining А) with B4. The line A,B, is the true length of AB and its inclination 
ø with а Ы is the inclination of AB with the V.P. | 
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Similarly, in trapezoid ABba in fig. 10-19(), АВ is the line and ab its top 
view. Aa and Bb are both perpendicular to ab апа are respectively equal to a'o4 
and b'o, (the distances of a' and b' from xy in the front view). The angle Ө 
between АВ and ab is the inclination of AB with the Н.Р. 

b 


Fic. 10-19 


This figure may now be assumed to be rotated about ab as axis, so that it lies 
in the H.P. 

In the orthographic view [fig. 10-19(ii)], this trapezoid is obtained by erecting 
perpendiculars to ab, viz. aA; equal to a'o4 and bB, equal to b'o and joining A; 
with B5. The line AB, is the true length of AB and its inclination Ө with ab is the 
inclination of AB with the H.P. | 
Note: The perpendiculars on ab or a'b' can also be drawn on its other side assuming 

the trapezoid to be rotated in the opposite direction. 


When a line is inclined to a plane, it will meet that plane, produced if necessary. 
The point in which the line or line-produced meets the plane is called its trace. 


The point of intersection of the line with the H.P. is called the horizontal trace, 
usually denoted as H.T. and that with the V.P. is called the vertical trace or V.T. 

Refer to fig. 10-20. 

() A line AB is parallel to the Н.Р. and the V.P. it has no trace. 


(і) A line CD is inclined to the Н.Р. and parallel to the V.P. It has only the 
H.T. but no VT. | | 


(iii) A line EF is inclined to the V.P. and parallel to the H.P. It has only the 
V.T. but no H.T. 


Thus, when a line is parallel to a plane it has no trace upon that plane. 
Refer to fig. 10-21. Бы 


(D А line РО is perpendicular to the Н.Р. Its H.T. coincides with its top view 
which is a point. It has no VT. 
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(ii) A line RS is perpendicular to the V.P. Its УЛ. coincides with its front view 
which is a point. It has no H.T. 


C d 

NO TRACE NO V.T. 
(i) (ii) (iii) 
FIG. 10-20 | | Fic. 10-21 


Hence, when а line is perpendicular to а plane, its trace on that plane coincides 
with its projection on that plane. It has no trace on the other plane. 


Refer to fig. 10-22. 


FIG. 10-22 


(i) А line AB has its end A in the H.P. and the end B in the V.P. Its H.T. 
coincides with a the top view of A and the V.T. coincides with b' the front 
view of B. 


(ii) A line CD has its end C in both the Н.Р. and the V.P. Its Н.Т. and УЛ. 
coincide with c and c' (the projections of C) in xy. 


Hence, when a line has an end in a plane, its trace upon that plane coincides 
with the projection of that end on that plane. 


DASMM МАТ 
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Method Г: 
Fig. 10-23(i) shows a line 
AB inclined to both the reference 


planes. Its end A is in the H.P. 
and B is in the V.P. 


a'b and ab are the front 
view and the top view 
respectively [fig. 10-23(ii)]. 


The H.T. of the line is on 
the projector through a' and 
coincides with a. The V.T. is 
on the projector through Б and 
coincides with b'. 


H.T. (ii 


Let us now assume that AB FIG. 10-23 
is shortened from both its ends, 
its inclination with the planes 
remaining constant. The H.T. 
and V.T. of the new line CD 
are still the same as can be 
seen clearly in fig. 10-24(i). 


c'd' and cd are the projec- 
tions of CD [fig. 10-24(ii)]. Its 
traces may be determined as 
described below. 


(i) Produce the front 
view Са" to meet xy 
at a point h. 

(i) Through h, draw a 
projector to meet the 


top view cd-produced, 
at the H.T. of the line. 


(iii) Similarly, produce the top view cd to meet xy at a point v. 


(iv) Through v, draw a projector to meet the front view c'd'-produced, at the 
V.T. of the line. 


Method П: 


са" and cd are the projections of the line CD [fig. 10-25(ii)]. Determine 
the true length C,D, from the front view са! by trapezoid method. The 
point of intersection between c'd'-produced and C,D,-produced is the УЛ. of 
the line. 


Similarly, determine the true length CD, from the top view cd. Produce inem 
to intersect at the H.T. of the line. | 
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The above is quite evident from the pictorial view shown in fig. 10-25(i). 


FIG. 10-25 


When the projections of a line are perpendicular to xy, i.e. when the sum of its 
inclinations with the two principal planes of projection is 90°, it is not possible to find the 
traces by the first method. Method 1 must, therefore, be adopted as shown in fig. 10-26. 


H.T. 
FIG. 10-26 


Although the line may be situated in the third quadrant, its both traces may be 
above or below xy, as shown in problem 10-6 and in fig. 10-27 and fig. 10-28. 


When a line intersects a plane, its traces on that plane will be contained by its 
projection on that plane as shown in problem 10-7. 
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FIG. 10-27 


Problem 10-6. Projections of a line РО аге given. Determine the positions of 
its traces. i | 
Let pq and ра” be the projections of РО (fig. 10-27 and fig. 10-28). 
(i) Produce the top view pq to meet xy at v. Draw a projector through v to 
.. meet the front view p'q'-produced at the V.T. 
(ii) Through h, the point of intersection between p'q'-produced and xy, draw а 
projector to meet the top view pq-produced at the H. T. 


Note that in п fig. 10-27, the traces are below xy while in fig. 10-28 they are 
above it. 


НІС, 10-28 


Problem 10-7. A point A is 50 mm below the Н.Р. and 12 mm behind the V.P. 
A point B is 10 mm above the Н.Р. and 25 mm іп front of the V.P. The distance 
between the projectors of A and B is 40 mm. Determine the traces of the line 
joining A and B. = 


Draw. the projections аЬ. апа аЬ of the line AB. 
Method I: (fig. 10-29): И 


(i) Through v, the point of intersection between ab and Xy, draw a projector 
© to meet a'b' at the V.T. of the line. 


(ii) Similarly, through ^, the point of intersection between a'b' and xy, draw a 
projector to cut ab at the H.T. of the line. 
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FIG. 10-29 


Method И: (fig. 10-30): 


At the ends а” and b', draw perpendiculars 
to a'b', viz. a'A4 equal їо ao, and b'B4 equal 
to bo, on its opposite sides (as a and b 
are on opposite sides of xy). 


Draw the line A,B, intersecting a'b' at 
the V.T. of the line. 


Similarly, at the ends a and b, draw 
perpendiculars to ab, viz. aA, equal to 
a'o. and bB, equal to Бо», on its opposite 
sides (as a' and b' are on opposite sides 
of xy). Join Аҙ with B, cutting ab at the 
H.T. of the line. | 

Note that A4B1 = A3B» — AB and that 
Ө and д are the inclinations of AB with the 
H.P. and the V.P. respectively. 


In the following problems, the ends of the lines should be assumed to be in 
the first quadrant, unless otherwise stated. 


Problem 19-8. (fig. 10-31): A line AB, 50 mm long, has its end A in both the 
H.P. and the V.P. It is inclined at 30° to the H.P and at 45? to the VP. Draw its 


projections. OUO ЕНТЕКЛЕ 


As the end A is in both the planes, 
its top view and the front view will 
coincide in xy. X 


() Assuming AB to be parallel 
to the V.P. and inclined at 
9 (equal to 30°) to the H.P., | | Й 
draw its front view ab' (equal | | b, р, 
to AB) and project the to o (i) 20 @ (ii) 
view ab. р" Fic. 10-31 
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(ii) 
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Again assuming AB to be parallel to the Н.Р. and inclined at @ (equal 


to 45°) to the V.P, draw its top view ab, (equal to AB). Project the 


front view ab. 


ab and ab, are the lengths of AB in the top view and the front view 
respectively, and pq and rs are the loci of the end B in the front view and 
the top view respectively. 


(iii) 


With a as centre and radius equal to ab',, draw an arc cutting pq in b^. 


With the same centre and radius equal to ab, draw an arc cutting rs in b». 


Draw lines joining a with Ы; and by. ab'; and ab, are the required projections. 


FiG. 10-32 


Fig. 10-32 shows in pictorial and orthographic views, the solution obtained 
with all the above steps combined in one figure only. 


Problem 10-9. (fig. 10-33): А line PO 75 mm long, has its end P in the V.P. 
and the end О in the Н.Р. The line is inclined at 30? to the Н.Р. and at 60? to 


the V.P. Draw its projections. 


The top view of P and the 
previous problem, determine 


ERN j 
р,4, 
; | у 
P R 4 5/4, 
qp 
ЕЕРЕЕ ee КЕСКЕН — 0] 
di Go 


(ii) 
FIG, 10-33 


front view of Q will be in xy. As shown in the 
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the length of РО in the top view, viz. Ар and the path ab of the end P 
in the front view; 


the length р;9' in the front view and the path cd of the end Q in the top view. 
Mark any point p, (the top view of P) іп xy and project its front view р" in ab. 


With р> as centre and radius equal to p4q'4, draw an arc cutting xy in q'5. 
It coincides with р». 


With pz as centre and radius equal to др, draw an arc cutting cd in 4». 


P2q2 and р;4> are the required projections. They lie in a line perpendicular 
to xy because the sum of the two inclinations is equal to 90°. 


Problem 10-10. (fig. 10-34): A line PQ їз О, 


100 mm long, is inclined at 30° to the Н.Р 
and at 45? to the VP. Its mid-point is in the 
ҮР. and 20 mm above the Н.Р. Draw its 
projections, if its end P is in the third quadrant 
and Q in the first quadrant. 

The front view and the top view of P will g—1<.. 


be below and above xy respectively, while those 
of Q will be above and below xy respectively. 


(i) 


(ii) 


(iii) 


(iv) 


(v) 


Problem 10-11. (fig. 10-35): The top view of 
a 75 mm long line AB measures 65 mm, while the 
length of its front view is 50 mm. 115 one end А 
is in the H.R and 12 mm іп front of the V.P. 
Draw the projections of AB and determine its 
inclinations with the Н.Р. and the V.P. 


(i) 


Mark m, the top view of the mid- TERM 
point in xy and project its front view | 9з Q, 
m', 20 mm above xy. FG. 10-34 

Through т, draw a line making an angle Ө (equal to 30?) with xy and 


| ; 1 i 
with the same point as centre and radius equal to ә PQ, cut it at Py 


below xy and at О; above xy. Project РО; to ру 41 on xy. р141 is the 
length of РО in the top view. ab and cd are the paths of P and О 
respectively in the front view. 


Similarly, through m, draw a line making angle 0 (equal to 45°) with xy 
and cut it with the same radius at Р, above xy апа at Q, below it. 


Project PQ to p'q' on the horizontal line through т". p'5q'; is the 
length of PQ in the front view and ef and gh are the paths of P and 
Q respectively in the top view. 

With m as centre and radius equal to mp 
or т41, draw arcs cutting ef at рз and gh 
at q3. With m' as centre and radius equal 
to тір; or m'q'^, draw arcs cutting ab at 
рз and cd at дз. p3q3 апа p'4q', are the 
required projections. 


Mark the front view a' and the top view 
a of the given end A. 
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(ii) 


(iii) 


(iv) 


Assuming AB to be parallel to the V.P, draw a line ab equal to 65 mm 
and parallel to xy. With a' as centre and radius equal to 75 mm, draw an 
arc cutting the projector through b at b'. The line cd through b' and 
parallel to xy, is the locus of B in the front view and 8 is the inclination 
of AB with the H.P. 


Similarly, draw a line a'b'; in ху and equal to 50 mm. With a as centre 
and radius equal to AB, draw an arc cutting the projector through Б"; at b4. 
ef is the locus of B in the top view апа ø is the inclination of AB with 
the V.P. 


With а! as centre and radius equal to a'b4, draw an arc cutting cd in b^. 
With a as centre and radius equal to ab, draw an arc cutting ef in by. 
a'b' and ab, are the required projections. 


Problem 10-12. (fig. 10-36): A line AB, 65 mm long, has its end А 20 mm 
above the Н.Р. and 25 mm in front of the VP. The end B is 40 mm above the Н.Р. 
and 65 mm in front of the V.P. Draw the projections of AB and show its inclinations 
with the Н.Р. and the VP. 


(i) 


(ii) 


(iii) 


Ав рег given positions, draw the loci 
cd and gh of the end A, and ef and jk 
of the end B in the front view and the 
top view respectively. 


Mark any point a (the top view of A) in 
gh and project it to a' on cd. With a' as 
centre and radius equal to 65 mm, draw 
an arc cutting ef in b'. Join a' with Б". 
0, the inclination of a'b' with xy, is the 
inclination of AB with the H.P. Project 
b' to b on gh. ab is the length of AB 
in the top view. 


With a as centre and radius equal to 
65 mm, draw an arc cutting jk in b. 
Join a with 54. ø, the inclination of ab, 


with xy, is the inclination of AB with the V.P. Project b4 to b'4 on cd. 
a'b4 is the length of AB in the front view. 


Arrange ab and a'b'4 between their respective paths as shown. a'b' and ab, are 
the required projections of AB. 


Problem 10-13. (fig. 10-37 and fig. ` 10- 38): The projectors of the ends of a line 
AB are 50 mm apart. The end А is 20 mm above the Н.Р. and 30 mm in front 
of the VP. The end B is 10 mm below the Н.Р. and 40 mm behind the V.P. 
Determine the true length and traces of AB, and its inclinations with the two planes. 


Draw two projectors 50 mm apart. On one projector, mark the top view a and 
the front view a' of the end A. On the other, mark the top view b and the front 
view b' of the end B, as per given distances. ab and a'b' are the projections of AB. 


Determine the true length, traces and inclinations by any one of the following 
two methods: 
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Method I: 
By making the line parallel to a plane (fig. 10-37): 


(i) Keeping a fixed, turn ab to a position ab,, thus making it parallel to xy. 
Project b4 to b on the locus of Ё". аБ is the true length of AB and Ө 
is its true inclination with the H.P. 


(ii) Similarly, turn a'b' to the position a'4b' and project аң to а; on the path 
of a (because the end a has been moved). a,b is the true length of AB апа 
ø is its inclination with the V.P. 
Traces: 


(i) Through v the point of intersection of the top view ab with xy, draw a 
projector to cut a'b' at the УЛ. 


(ii) Through h the point of intersection of the front view a'b' with xy, draw а 
projector to cut ab at the H.T. of the line. 


h 
ЕРЕН: р 
50 - 
FIG. 10-37 ҒІС. 10-38 


Method И: 
By rotating the line about its projections till it lies in H.P. or V.P. (fig. 10-38): 


(i) At the ends а and b of the top view ab, draw perpendiculars to ab, viz. 
aA, equal to ао and 68; equal to b'o), on opposite sides of it (because 
а! and b' аге on opposite sides of xy). A,B, is the true length of AB. Ө 
(its inclination with ab) is the inclination of AB with the H.P. and the point 
at which A,B, intersects ab is the Н.Т. of AB. 


(ii) Similarly, at the ends a' and b' of the front view a'b', draw perpendiculars 
to a'b', viz. аА equal to ao, and b'Bj equal to bo», on opposite sides 
of it. AB) is the true length of AB. ø (its inclination with a'b' is the 
inclination of AB with the V.P. and the point at which А-В; intersects 
a'b is the V.T. of AB. 


Problem 10-14. (fig. 10-39): A line AB, 90 mm long, is inclined at 45? to the 
H.P. and its top view makes an angle of 60? with the V.P. The end A is in the H.P. 
and 12 mm in front of the V.P. Draw its front view and find its true inclination with 
the VP. 


() Mark a and а, the projections of the end А. 
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B 


(iii) 


Assuming AB to be parallel to the V.P. and inclined at 45° to the Н.Р, 


. draw its front view a'b' equal to AB and making an angle of 45? with xy. 


Project b' to b so that ab the top view is parallel to xy. Keeping the end 
a fixed, turn the top view ab to a position ab4 so that it makes an angle 
of 60% with xy. Project b4 to b'4 on the locus of Ё". Join a’ with b. a'b', 
is the front. view of AB. | Ы TD 


To find the true inclination T "к VP, "n an arc with a as centre and 
radius equal to AB, cutting the locus of b in D Jours a b T ø is the 
true inclination of AB with the V.R | 


FiG. 10-39 i Fic. 10-40 


Problem 10-15. (fig. 10-40): Incomplete projections of a line PQ, inclined at 
30° to the H.P. are given іп fig. 10-400). Compiete the projections and determine 
the true length of PO and its inclination with. the V.P й 


(i) 
(ii) 
(iii) 


(iv) 


Turn the top view pq [fig. 10-40(11)] to a position pq, so that it is parallel 
to xy. Through p', draw a line making an angle 0 (equal to 30?) with xy 
and cutting the projector through 9; at q';. p'q4 is the front view of PQ. 
Through 44, draw a line parallel to xy and cutting the projector through 
q at 9. рч! is the front view of РО. 

With p as centre and radius equal to p' q'4, draw an arc cutting the locus 
of q at q2. | | | 

Join p with q2. ø is the inclination of PQ with the V.P. 


Problem 10-16. (fig. 10-41): The end A of a line AB is 25 mm behind the V.P. 
and is below the Н.Р. The end B is 12 mm in front of the VP. and is above d 
Н.Р. The distance between the projectors is 65 mm. The line is inclined at 40° 1 
the Н.Р. and its Н.Т. is 20 mm behind the МР Draw the projections of the line 
and determine its true length and the VT. 


Draw the top view ab and mark the H.T. on it, 20 mm above xy. 
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. We have seen that the line representing the true length obtained by the trapezoid 
method, intersects the. top view or the top view-produced, at the H.T. at an angle 
egual to the true inclination of the line with the VP... | 21. 


(i) 


(ii) 


Problem 10-17. (fig. 10-42): A line AB, 90 mm 
long, is inclined at 30° to the H.P. Its end A is 
12 mm above the H.P. and 20 mm in front of the V.P. 
Its front view measures 65 mm. Draw the top view 
of AB and determine its inclination with the V.P. 


(i) 


(ii) 


(11) 
(ім) 


end above it). Through the H.T., draw a . 


Hence, at the ends a and b, draw perpendi- - 
culars to ab on its opposite sides (as. 
one end is below the Н.Р. and the other | 


line making angle Ө (equal to 40°) with — 

ab and cutting the perpendiculars at A, and = 
Ву, as shown. A,B, is the true length of 
AB. aA, and БВ; are the distances of the 
ends A and B respectively from the H.P. 


Project a and b to a' and Б, making a'o, 
equal to aA; and b'o equal to БВ. a'b' 
is the front view of AB. Through v, the 
point of intersection between ab and xy, 
draw a projector cutting a'b' at the VT. 
of the line. 


Mark a and a' the projections of the end 
A. Through a', draw a line ab' 90 mm 
long and making an angle of 30? with xy. 


With a' as centre and radius equal to 65 mm, 
draw an arc cutting the path of b' at 58. | 
a'b'; is the front view of AB. FIG. 10-42 

Project b' to b, so that ab is parallel to xy. ab is the length of AB in the top view. 


With a as centre and radius equal to ab, draw an arc cutting the projector 
through b'4 at by. Join a with b4. id is the required ЧЕ view. 


Determine 0 as described in problem 10-14. 


Problem 10-18. (fig. 10-43): The ends of a line РО are on the same projector. 
The end P is 30 mm below the Н.Р. and 12 mm behind the VP The end Q is 
55 mm above the Н.Р. and 45 mm in front of the V.P. Determine ше true length 
and traces of РО and its inclinations with the two planes. 4 


Note: When the ends of а line are on the same projector or sum of angles of оола 
of a line with xy is 90°, use Method П only. p | 


Draw the projections pq and p' q' as per given positions of the ends P and O. They 
will partly coincide with each other. 


(i) 


At the ends p and q of the top view pq, erect perpendiculars, viz. pP; 
equal to p'o, and qQ4 equal to q'o and on opposite sides of pq. P;Q, is 
the true length of PQ. 0 is the inclination of PQ with the H.P. and the 
point of intersection between P,Q, and pq is the Н.Т. of PQ. 
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(ii) 


Similarly, draw perpendiculars to p'g'. viz. p'P equal to ро and 4О; 
equal to go and on opposite sides of ра. P,Q, is the true length. ø is 
the true inclination of PQ with the V.P. апа the point where P,Q, cuts ра 
is the М.Т. of РО. 


FiG. 10-43 


Problem 10-19. (fig. 10-44): A line AB, inclined at 40° to the МР, has its ends 
50 mm and 20 mm above the H.P. The length of its front view is 65 mm and its 
VT. is 10 mm above the Н.Р. Determine the true length of AB, its inclination with 
the H.P. and its H.T. 


(ii) 


(iii) Assuming a' V.T. to be the front 


(iv) 


Draw the front view a'b' as per given positions of A and B and the given length. 
Draw a line parallel to and 10 mm above xy. This line will contain the V.T. 


Produce a'b' to cut this line at the V.T. Draw a projector ша V.T. to 
v on xy. 


view of a line which makes 40? 
angle with the V.P. and whose one 
end v is in the М.Р, let us determine 
its true length. 


Keeping V.T. fixed, turn the end 
а to аң so that the line becomes 
parallel to xy. Through v, draw 
a line making an angle of 40? 
with xy and cutting the projector 
through а"; at ау. The line through 
ау, drawn parallel to xy, is the 
locus of A in the top view. Project 
a' to a on this line. av is the 
top view of the line, whose front 
view is a' VT. and whose true Та а 

length is equal to ауу. FIG. 10-44 

But a'b' is the given front view of AB. Therefore, project b' to b on av. 
ab is the top view of AB. Obtain the inclination 0 with the H.P. by making 


. the top view ab parallel to ху, as shown. 
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. Produce a'b' to meet xy at h. Draw а projector through h to cut ab-produced, at 
the H.T. of the line. | 


Problem 10-20. (fig. 10-45): The front view a'b' and the H.T. of a line AB, inclined 
at 23° to the Н.Р. are given in fig. 10-45(i). Determine the true length of АВ, its 
inclination with the МР and its УТ. 


X ү 

| 
ЫЛ; ашыла 3 

Bw 
NX 
b b. 
(i) (ii) 
FIG. 10-45 


Consider that hb’ is the front view of a line inclined at 23° to the Н.Р. and the top 
view of whose one end is in H.T. 


(i) Through h [fig. 10-45(ii)], draw a line making an angle of Ө = 23° with 
xy and cutting the locus of В in the front view іп b'4. hb‘; is the true 
length of the line whose length in the top view is Н.Т. b4. 


(ii) With Н.Т. as centre and radius equal to Н.Т. b4, draw an arc cutting the 
projector through b' at b. H.T. b is the top view and hb' is the front view 
of a line which contains AB. | 


(іі) Therefore, through а, draw a projector cutting H.T. b at a. ab is the top 
view of AB. 


Obtain the true length ab (of AB) and its inclination ø with the V.P. by 
making a' b' parallel to xy. 


(iv) Produce ba to meet xy in v. Draw a projector through v to cut b'a'-produced, 
at the V.T. of the line. 


Problem 10-21. (fig. 10-46): A tripod stand rests on the floor. One of its legs 
is 150 mm long and makes an angle of 70° with the floor. The other two legs are 
163 mm and 175 mm long respectively. The upper ends of the legs are attached to 
the corners of a horizontal equilateral triangular frame of 50 mm side, one side of 
which is parallel to the МР. In the top view, the legs appear as lines 120° apart, 
which if produced, would meet in a point. Draw the projections of the tripod and 
determine the angle which each of the other two legs makes with the floor. Assume 
the thickness of the frame and of the legs to be equal to that of the line. 


(i) At any point P on xy, draw a line PA, 150 mm long and making 70° angle with 
xy. h is the height of the tripod and PA, is the length of the leg in the top view. 
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(ii) 


(iii) 


(iv) 


(v) 


Draw an equilateral triangle 
abc of 50 mm side with 
one side parallel to and 
below xy. Project the front 
view a'b'c' at the height h 
above xy. Determine the 
lengths of the other two 
legs in the top view as 
described below. 


With b' as centre and 
radius equal to 163 mm, 
draw an arc cutting xy in 
q4. Similarly with a' and c' 
as centre and radius equal 
to 150 mm and 175 mm, 
draw an arc cutting xy in 
р and r4 respectively ap;, 
bg, and cr, are the lengths 
of the three legs in the 
top view and о and f 
respectively are their inclina- 
tions with the floor (H.P.). 
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FIG. 10-46 


The legs in the top view are to be inclined at 120? to each other and to 
meet at a point, if produced. Therefore, draw lines bisecting the angles of 
the triangle, making ap equal to PA,, bg equal to bq, and cr equal to cr, 
thus completing the top view. 


Project p,q and r to p'q' and г respectively on xy. Complete the front view 
by drawing lines ар, b'q' and c'r. 


Problem 10-22. (fig. 10-47): A straight road going uphill from a point A, due 
east to another point B, is 4 km long and has a slope of 15°. Another straight road 
from B, due 30* east of north, to a point C is also 4 km long but is on ground 
level. Determine the length and slope of the straight road joining the points A and C. 


Scale, 


10 mm - 0.4 km. 


д ae 


% 


put С Cy 


Cy 
FIG. 10- hi 


224 Engineering Drawing [Ch. 10 


(i) 


(ii) 


(iii) 


Determine the true length ас, and the 
angle ø as shown, which are respectively the 
length and slope of the road from A to C. 


Problem 10-23. (fig. 10-48): Two lines 
AB and AC make an angle of 120? between 
them in their front view and top view. AB 
is parallel to both the Н.Р, and the VP. 
Determine the real angle between AB and AC. 


Draw any line b'a' parallel to and above 
xy, and another line a'c' of any length making 
120° angle with Ба. Join b' with С. 


(i) 


(ii) 


Problem 10-24. (fig. 10-49): An object O is placed 
7.2 m above the ground and in the centre of a room 
4.2 m x 3.6 m x 3.6 m high. Determine graphically its 
distance from one of the corners between the roof and 
two adjacent walls. Scale, 10 mm = 0.5 т. 


(i) 


(ii) 


Mark any point a'. Draw a line a'b', 100 mm long, to the right of a' and inclined 
upwards at 15? to the horizontal (to represent the road from A to B). Project 
its top view ab keeping it horizontal. 


As the road from B to C is on ground level, the top view bc will be equal 
to 100 mm and inclined at (90° + 30°) ie. 120° to ab. — 


From b, draw a line bc, 100 mm long and making. 120% angle with ab. 
Project c to c' making b'c' horizontal. a'c' and ac are the front view and 
the top view respectively of the road from A to C, — 


Project the top view ba parallel to 
xy and the top view ac, making 120? 
angle with ba. Join b with c. b'a' or 
ba is the true length of AB. Determine 
the true lengths of AC and BC, viz. 
ас! and Ыс;, as shown. FIG. 10-48 


Draw a triangle a'b'c'; making a'c'4 equal to a'c4 and Бс; equal to Ыс». 
Z b'a'C4 is the real angle between АВ and AC. “ 36 JS 


Draw the front view (of the room) a'b'cd' as 
seen from the front of, say 3.6 m wall. a'b' is the 
width of the room and a'd' is the height. The 
front view o' of the object will be seen 1.2 m 
above the mid-point of a'b'. c' and d' are the top 
corners of the room. o'c' is the front view of 
the line joining the object with a top corner. Fic. 10-49 


Draw the top view of the room. It will be a rectangle of sides equal to 
3.6 m and 4.2 m. The top view o of the object will be in the centre of the 
rectangle. oc is the top view of the line joining the object with the top corner. 


Determine the true length ос, which will show the distance of the object from 
one of the top corners of the room. 
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Problem 10-25. The straight line AB is inclined at 30? to Н.Р, while its top 
view at 45? to a line xy. The end A is 20 mm in front of the V.P. and it is below 
the Н.Р. The end B is 75 mm behind the МР. and it is above the Н.Р. Draw the 
projections of the line when its VT. is 40 mm below. Find the true length of the 
portion of the straight line which is in the second quadrant and locate its H.T. 


Refer to fig. 10-50. 


T.L. = 50mm. ZV.P, Ө = 37° 
НС. 10-50 


(i) Mark the points а (top view of А) and b (top view of B) at the distances 
of 20 mm and 75 mm below and above xy respectively. 

(ii) Through the point a, draw a line at 45? intersecting xy and the path of b 
at v and b respectively as shown. 

(iii) Construct a line containing МЛ, 40 mm below xy. Draw perpendicular 
from v to the line V.T. 

(iv) With a as centre and radius equal to ab, draw an arc which intersects at b4 
a line drawn from a parallel to xy. From V.T. draw a line at 30? intersecting 
the projector of b4 at b". From b", draw b"b" parallel to xy to intersect 
projector of b at b". Join V.T. b". Produce it to meet the projector from a at 
a". a" b" is the required projection. a"b" intersects line xy at h. From h draw 
the perpendicular to meet ab. The intersection point represents H.T. 

(v) With h as centre and radius equal to hb", draw an arc intersecting at бз. 
Draw projector from b3 to cut the path of b at Б». Join Н.Т. b». Measure 
the angle Н.Т. Б; with xy. This is an angle made by the line with the V.P. 


Problem 10-26. (fig. 10-51.): The front view of a line РО makes an angle of 
30° with xy. The Н.Т. of the line is 45 mm behind the V.P. While its VT. is 30 mm 
above the Н.Р. The end P of the line is 70 mm below the Н.Р. and the end Q 
is in the first quadrant. The line is 150 mm long. Draw the projections of the line 
and determine the true-length of the portion of the line which is in the second 
quadrant. Also find the angle of the line with the H.P. and V.P. 
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(i) Draw lines containing Н.Т. 
and V.T. at 45 mm and 
30 mm above xy respec- 
tively. Mark point p' at 
10 mm below line xy. 
Draw p'q' at 30° from p' 
intersecting xy at h and 
line МЛ. at УЛ. From В, 
draw perpendicular to line 
H.T. to locate H.T. 


(ii) Draw perpendicular from | | 
V.T. to intersect xy at v. 
Join v H.T. and produce 
to intersect the projector 
of p at рі. Draw рл 91 T.L. = 25 mm. ZW, 04 = 37° «М.Р, Ө» = 22° 
of 150 mm representing НС. 10-51 
true length of the line in top view. From p', draw line parallel to xy 
representing front view of the line PQ. Draw projector from 41 to cut the 
line drawn from p' at q". 


(iii) Keeping p' fixed, turn ра" such that it cuts the line drawn from p' at д. 
From 44 draw line parallel to xy which intersects the vertical projector 
drawn from q' at 9. Join P495. This is the required projection. 


(iv) Keeping h fixed, rotate hp' and make it parallel to xy. From P" draw 
projector intersecting the path of р; at рә. H.T. р» is true-length of the 
line. Similarly keeping H.T.' fixed, turn H.T.' ру to make it parallel to xy 
as shown. From Рҙ, draw projector to intersect the horizontal line drawn 
from РР". Measure angle xhp'. This is the required angle with Н.Р. 

Problem 10-27. (fig. 10-52): The end P of a line PO 130 mm long, is 55 mm 

in front of the VP. The Н.Т. of the line is 40 mm in front of the V.P. and the VT. 
is 50 mm above the H.P. The distance between H.T. and VT. is 110 mm. Draw the 
projections of the line PO and determine its angles with the H.P. and the V.P. 


q— NI 


V.T. LINE 


Z EP, 0, == 25:5 ЖМБ; Ө» = 21° 
НС. 10-52 


Art. 10-13] Projections of Straight Lines 227 


(i) Mark p below xy at a distance of 55 mm. Draw lines containing Н.Т. and V.T. 
at 40 mm below and 50 mm above xy respectively. Construct projectors 
through H.T. and V.T. 110 mm apart intersecting xy at h and v respectively. 


(ii) Draw perpendiculars from h and v intersecting the lines containing H.T. and 
V.T. Join H.T. v and produce to cut the line drawn from point P as shown. 
Join h УЛ. and extend further to intersect the projector drawn from P at P^». 


(іі) Mark true length 130 mm on H.T.v. Let it be pq. Draw projector from q 
cutting xy at q'4. With р"; as centre and radius equal to p'4q'4, draw an arc 
cutting a horizontal line drawn from 409 at 9". Join pq, and p"5q",, are 
the required projections. Ө; = 25.5? and Ө = 21? are the measured angles. 


Problem 10-28. (fig. 10-53): The distance between the end projectors of a line 
AB is 70 mm and the projectors through the traces are 110 mm apart. The end of 
a line is 10 mm above H.P. If the top view and the front view of the line make 
30% and 60? with xy line respectively, draw the projections of the line and determine 


(i) the traces, (ii) the angles with the Н.Р. and the ҰР, (iii) the true length of the line. 


Assume that the line is in the first quadrant. | 
UT 0 


a 
EM 
ples A 
anak 


q V.T. - 191 mm ABOVE xy LINE 
1 | H.T.- 64 mm BELOW xy LINE 


ІЗ с I. CR EN 
Fic. 10-53 
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(i) Draw two vertical lines 110 mm apart representing projectors through the 
traces of the line. Mark intersection of these projectors h and v on xy as shown. 


(ii) From v and h, draw lines at 30° and 60°. 


(iii) Mark p', 10 mm above xy. Draw two vertical projectors at 70 mm apart 
keeping equal distance from the projectors through traces. ра and pq 
represent front view and top view of the line as shown. 


(iv) Keeping p fixed, turn pq to position pq4. From qi, draw a vertical projector 
intersecting the path of g' at q'4. Join p'q4. This is the true length of the 
line. Measure angle q'p'q4 with the horizontal line as shown. This is the 
angle made by the line with the Н.Р. Similarly rotate ра making it parallel 
to xy as shown. 


Draw a vertical projector from 9" to intersect the path of q at q3. Measure 
the angle q4pq; with the horizontal line. This is the angle made by the line 
with V.P. 


Note: Problem 10-29 and problem 10-31 are solved by using auxiliary plane method. 


Problem 10-29. Two pipes РО and RS seem to intersect аға and a in front view and 
top view as shown in fig. 10-54. The point A is 400 mm above H.P. and 300 mm in 
front of a wall. 


Neglecting the thickness of the pipes, determine the clearance between the pipes. 
Refer to fig. 10-54. 


900 


700 E 
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“2 
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< 
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FIG. 10-54 
(i) Draw the projections of pipes treating them as lines. 


(ii) Draw x,y, perpendicular to the line ху and project auxiliary top view. Note 
that the distances of p4, q4, r4 and s4 from x4y4 are equal to the distances 
of p, q, r and s from xy. 
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din Mark an auxiliary reference line x;y; perpendicular to the line r,s, for 
obtaining the point view of the line. Draw an auxiliary front view as 
shown. Note that the distances of p", q", r" and s" from xy? are equal 
to the distances of p', q', r and s' from x4y4. 


(iv) a" n' represents clearance between two pipes which is BD REI, 130 mm. 


Problem 10-30. The end projectors of line АВ are 22 mm apart. А is 12 mm 
in front of the V.P. and 12 mm above the H.P. The point B. 6 mm in front of the 
VP. and 40 mm above the Н.Р. Locate the Н.Т. and the VT. of the line and also 
determine its inclinations with the V.P and the Н.Р. 


If the line AB is shifted to 11, HI and IV quadrants as shown in fig. 10-55 (assume 
that the distances of A and B from the projection-planes are same as the first quadrant), 
draw the projections of line and locate the traces. 


The solution of first part of problem is shown in pictorial view. For the second 
part of the problem, the locations of the line in the respective quadrants are shown 
in fig. 10-55. 


FiG. 10-55 


Students are advised to draw the orthographic projections of the line for the 
respective quadrants. 


Problem 10-31. The end projectors of line PO are 80 mm apart. The end P is 
15 mm in front of the МР and 60 mm above the Н.Р. While О is 50 mm in front of 
the V.P. and 10 mm above the Н.Р. A point R is situated on the projector at a distance 
of 31 mm from the projector through P measured towards the projector of Q. The point 
R is 70 mm in front of the V.P. and above the H.P. A perpendicular is drawn from R on 
PQ. Draw its projections. 


Refer to fig. 10-56. 
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(iii) 


(iv) 


(v) 


(vi) 


Draw two end projectors of the line РО at 80 mm apart. 


Mark the front view p' and the top view p at 60 mm and 15 mm from 
xy on the end projector of P. Similarly mark q' and q at 10 mm and 50 mm 
from xy on the end projector of Q. 


Draw a vertical line at 31 mm away from p'p towards q'q. Mark the position 
of R in the top view r and the front view r' at 70 mm from xy as shown. 


Draw x4y4 perpendicular to xy as shown. Draw projectors from p', q' and г 
on X4y4. Transfer the distances 15 mm, 50 mm and 70 mm of p, 4 and r 
from xy to the new top view ру, 9; and г; from хуу. 


Draw another reference line x5y; for the new front view parallel to p,q}. 
Transfer the distances 60 mm, 10 mm and 70 mm of p', q' and г from xy to 
the new front view р", д" апа г" from хэу». | | 


From r", draw perpendicular to р"9" intersecting at n" as shown which is 
measured as 23 mm. 


— 


n'r" = 23 mm 
ҒІС. 10-56 


Problem 10-32. The end projectors of a line РО àre 65 mm apart. P is 25 mm 
behind the V.P. and 30 mm below the H.P. The point Q is 40 mm above the H.P. and 
15 mm in front of the V.P. Find the third point C in the H.P. and in front of the V.P. 
such that its distance from a point P is 45 mm and that from Q is 60 mm. Determine 
inclinations of РО with the Н.Р. and the V.P. 
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Refer to fig. 10-57. P 


Q 
65 
() Draw the end projectors of the | | 
line РО 65 mm apart. Mark the q Jm 
projection. of ends P and Q 


according to given distances. p'q' PS 


р 
and pq аге the front view and 


: А 4 
the top view respectively. — 
Pa Pai EUN 


(ii) Mark the front view of point cin * se Iw / y 
the line xy because it is lying in ы. 
the Н.Р. Extend the projection line | Ж É 9; 
from с to с оп the top view pq. Td = | 


(iii) Keeping c fixed, turn cp to cp; 
making parallel to xy. Fic. 10-57 


(iv) Project pz to p". Join с'р". This is the true distance of the line cp. Similarly 
turn cq to cq? making it parallel to xy. Project qə to q" join c'q". This 
represents the true distance of the line cq. 


(v) Measure angles Ө and ø as shown. 


Problem 10-33. (fig. 10-58): Тһе distance between the end-projectors of a 
line РО is 50 mm. A point P is 29 mm above Н.Р. and 20.71 mm behind V.P. 
While a point Q is 42 mm below H.P. and 30 mm in front of V.P. 


Draw the projections of the line and determine the true length and the true 
inclinations of line with Н.Р. and VP. 


() Draw the end-projectors 50 mm apart. Mark p' and p, the front view and 
the top view of the end P at 29 mm and 20.71 mm respectively. Similarly 
mark q and q' at 42 mm and 30 mm on the end-projector Q as shown. 
Join ра” апа pq. They are intersecting xy at г. Mark paths of p', q', p and 
q parallel to xy. 


(ii) With centre r and radius rp', draw an arc intersecting xy at p". Through 
р", draw projector cutting the path of p at p2. Similarly with the same 
centre and radius га, draw an arc intersecting xy at q". Through q", draw 
projector cutting the path of 
q at q2. Join рф» which 
represents true length. Measure 
@ angle made by p5q» with xy 
at r. This is an angle made 
by the line with V.P. 


(iii) Similarly centre as r and radii 
rp and rq, draw arcs intersecting 
xy at p, and q respectively. 
Through p, and ду draw 


projectors to intersect the 


paths of p' and а at p" and qg". 
Join p"q". Measure Ө angle Z0 = 45% ZØ = 30°, 
made by it with xy. This is true length = 100 mm 


an angle by line with H.P. РС. 10-58 
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Problem 10-34. (fig. 10-59): Two pipes emerge from a common tank. The pipe 
РО is 150 metre long and bears S 58^ E on a downward slope of 20°, The pipe 
PR is 120 metre long and bears N 65° E on a downward slope of 10°. Determine 
the length of pipe required to connect О and В. Take scale 1 mm = 1 m. 


92 | 
ТІ. of QR = 135 m. S 13 E at downward slope of 13° 
FIG. 10-59 _ 
() Mark position of P in the top view and the front view as shown. 


(ii) At P, draw a line рд 150 mm at 58? with the vertical measuring 
anti-clockwise as the angle is required to measure from south to east. 
Similarly draw a line pr 120 mm at 25? measured from east to north. 


(ii) Draw the horizontal lines from q and r. | 


(iv) From point p', draw a line р'9' 150 mm and p' 120 mm at 20° and 10? with 
the horizontal lines. Draw horizontal lines from r' and д. 
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(v) 


(vi) 


Draw a projector from q to intersect the horizontal line drawn from p' at 
9". p'q" is the front view of PO. With p' as centre and radius equal to ра”, 
draw an arc intersecting the path of 9 at 9". Join ра" and draw a 
projector from д" cutting the path of q at q,. Then ра" and pq, аге 
required projection. Similarly obtain the projection of p'r" and pr4 for the 
line PR as shown. Join "д" and r4q4. With centre д" and a radius gr 
draw an arc intersecting the path of q" at r5. Draw a projector from D 
cutting the path of r at г). Join дг» and measure its true length and angle. 


"Pr en 


With centre 41 and radius 4171, draw an arc intersecting the path of q at 
49. Draw a projector from дә cutting the path of r at s Join g"r4 and 
measure its true length and angle. | s de 


(уй) QR = 135 m is the measured true length and 5 (e Е at downward slope 


of 13? is the measured angle. 


Note: Depression or front view angles are seen in front view while bearing angles 


are seen in top view. 


Problem 10-35. (fig. 10-60): The ойго o two nomis P and Q are 70 mm 
apart. The point P is 25 mm behind the VP. and 30 mm below the H.P. The 
point Q is 40 mm above the H.P. and 15 тт infront of the V.P. Find the third 
point 5 which is in the H.P. and infront of the V.P. such that its distance from point 
P is 90 mm and that from Q is 60 mm. 


(i) 
(ii) 


(iii) 


(iv) 


(v) 


(vi) 


Draw xy line. 


Draw the projectors of P and O 
70 mm apart. 


Mark on the projector of the 
point p the front view and top 
view of the point p at 25 mm 
and 30 mm from xy respectively, 
say p' and p. Similarly on the 
projector of the point Q, mark 
the front view q' and the top 
view q for given distance from 
the xy. 


Join ра and pq. They are the 
front view and the top view of | 
the line PQ. mE FIG. 10-60 


The front view р'9' intersects xy line at m'. Taking т" as centre, m'p' and 
m'q' as radii rotate so that p'g' becomes parallel to the xy line or intersect 
xy line at l and n. 


Draw the projectors from / and n to intersect path of the point p and 
the point q at p4 and 91. iem P: and qi, it represents true length of the 


. line РО. 


(vii) 


Now ру as centre and 90 mm radius, draw the arc. Take 9; as 
centre and 60 mm as radius, draw the another arc so that it intersects 
previous arc at s. From s draw the projector to intersect xy line at 5, 
which is front view of s. 
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Problem 10-36. (fig. 10-61): Two unequal 
lines PQ and PR meeting at P makes an angle 
of 130? between them in their front view and 
top view. Line РО is parallel and 6 mm away 
from both the principal planes. Assume the 
front view length of PO and PR 50 mm and 
60 mm respectively. Determine real angle 
between them. 


(i) Mark reference line xy. Draw at 
convinent distance above and below 
two parallel lines to the xy representing 
the front view and top view of PQ as 
shown. At the point P’ construct angle 
of 130? with the length of р'9' and 
рг of 50 mm and 60 mm respectively. 


(ii) Draw projector from г to intersect 
the line at angle of 130? at p in the 
top view of pq. 

(iii) Make pr and gr parallel to xy line 
and project above xy to intersect the 
path of r' at r" and r" respectively. 


Join p'r" and q'r". They are true length 
of the line PR and the line QR. 


(iv) Construct triangle with sides PQ = 
50 mm, PR = p'r" and OR = q'r" as 
shown. Measure angle ZQPR equal 
and it is 120% approximately. 


Problem 16-37. (fig. 10-62): The distance 
between end projectors of a straight line AB is 
80 mm. The point А is 15 mm below the Н.Р. 
and 20 mm intront of the V.P. B is 60 mm 
behind the V.P. Draw projections of the line if 
it is inclined at 45° to V.P. Determine also true 
length and inclination with the H.P. 

(i) Draw xy line and two vertical parallel 


lines 80 mm apart showing the end 
projectors of the line AB. 
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(ii) Mark the point a' and the point a 15 mm and 20 mm below xy line on the 


projector of A. 


(iii) Mark the point b above xy line at distance of 60 mm on the projector of B. 


Join the point a and the point Б. 


(ім) If we measure angle of ab with xy line it is 45? which is also inclination of 


the line AB with V.P. 


(v) Therefore ab shows true length. From a' draw parallel line to xy to intersect 
the projector of B at b'. It is front view of the line AB. Measure angle of 
a'b with xy line. It is 43° with xy line. 


Arí. 10-13] 


Problem 10-38. (fig.10-63): Two mangoes on 
a tree are respectively 2.0 m and 3.5 m above the 
ground and 1.5 m and 2.0 m away from 0.2 m 
thick compound wall, but on the opposite sides of 
it. The distance between the mangoes, measured 
along the ground and parallel to the wall is 2.7 m. 
Determine the real distance between the mangoes. 
Take scale 1 m = 10 mm. 


(i) Pictorial view is shown for understanding 
purpose. 


(i) Draw reference line (ground line) xy. Mark 
two parallel lines as end-projectors at 
2.7 m (27 mm) apart. 


(іі) Let P be mango behind the wall and О be 


infront of the wall. 


(iv) Mark P' and P along projector P to given 
distances. Similarly mark q' and q for given 
distances on the projector Q. 


(v) Join the point p and the point q, the point 
p' and the point 4. Then pq and p'q' are 
projections of PQ. 


(мі) Rotates pq taking q as centre, make it 
parallel to the ground line xy, intersecting 
at the poin P4. Draw the projector from 
p1. Draw line parallel to the ground line 
xy from p', intersecting at p". 


(vii) Join p"g'. The line p"g' is true distance 
between mangoes P and Q. It is approxi- 
mately 4.8 m. 


Problem 10-39. (fig. 10-64): The front view 
of straight line AB is 60 mm long and is inclined 
at 60° to the reference line xy. The end point A 
is 15 mm above Н.Р. апа 20 mm infront of V.P. 
Draw the projections of a line AB if it is inclined 
at 45* to the V.P. and is situated in the first quadrant 
(Dihedrai angle). Determine its true length, and 
inclination with the Н.Р. 


See fig. 10-64 which is self explanatory. 
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FIG. 10-64 


Problem 10-40. (fig. 10-65): A room 6 m x 5 m x 4 m high has a light-bracket 
above the centre of the longer wall and 1 m below the ceiling. The light bulb is 0.3 m 
away from the wall. The switch for the light is on an adjacent wall, 1.5 m above the 
floor and 1 m from the other longer wall. Determine graphically the shortest distance 


between the bulb and the switch. 


(i) Draw to scale 1 m = 10 mm front view and a top view of the room. 


(ii) Mark mid point of longer wall (i.e. 6 m), say 6 mm. 
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(iii) Mark the point in the V.P. at distance 1 m 
(= 10 mm) from midpoint m. It is the front 
view of the light bulb, say Ё". 


(iv) From xy line at 0.3 m (i.e. 3 mm) on the projector 
passing through b' mark the point Б (top view). 


(м) Consider adjacent wall right side. Mark s' front 

view of the switch at 1.5 m (i.e. 15 mm) 

above xy line and on the same line mark s 

(top view. of switch) at 4 m away from xy. 

(vi) Join b's' and bs which are the front view and 
the top view of the line. | | 


(vii) s as centre and bs as radius, draw the arc to 
intersect a parallel line passing through s at 
b,. From Бу, draw projector to intersect а 
parallel line to xy drawn from b' at b". Join s'b". 


(viii) Line s'b" shows shortest distance between the 


switch and the bulb. Here it is approximately - 


5m. ~ | 


Problem 10-41. (fig. 10-66): The distance | 


between end projectors of a line AB are 60 mm 
apart, while the projectors passing from H.T. and 
VT. are 90 mm apart. The H.T. is 35 mm behind 
the VP, the VT. is 55 mm below the Н.Р. The 
point А is 7 mm behind the V.P. Find graphically 
true length of the line and inclinations with the 
H.P. and the ҰР. 

See fig. 10-66 which is self-explanatory. 

Problem 10-42. (fig. 10-67): A line CD is inclined 
at 30° to the Н.Р and it is in the first quadrant. 
The end C is 15 mm above the H.P. while the end 
D is in the VP. The mid point M of of the line is 
40 mm above H.P. The distance between the end 
projectors of the line is 70 mm. Draw the projections 
of the line CD and the mid point M. Determine 
graphically the length of front view and top view 
and true length of the line. Also determine inclination 
of the line with the V.P. 


(i) Draw ху line. 
(ii) Draw two projectors 70 mm, apart. 


— — 


Fic. 10-65 


True length — 74; 


Angle with Н.Р. = 30°; 
Angle with V.P. = 20° 
FiG. 10-66 


(iii) On the projector of C, mark с” at 15 mm above xy line. 


(iv) Draw a line parallel to ху at 40 mm, to represent the path of mid-point M. 


(v) From c' draw а 30° inclined line t cut the path of mid-point at m'. c'm' is half 
true length. With m' as centre and radius equal to c'm', draw an arc cutting 
the 30? inclined line at d'. c'd' is true length. From d', draw a line parallel to 


xy, to represent path of D in front view. 
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(vi) The path of D will intersect C 70 D 
the projector of D at d". 
Join c'd'". It is front view 
of CD. | 
(vii) With c' as centre and radius 
equal to c'd", draw an arc 
cutting a line drawn parallel 
to xy from c' at d". Project С 


d" to cut a line drawn with i ЭШ 1 іш 
c as centre and c'd' (true x- dd , 


] 
length) as radius, at d3. zi LE 
From аҙ, draw a line parallel 
to xy, repressenting path р | 
of D in top view. . | | 
PATH OF D 
da 


d PATH OF D 


(viii) Project d" to cut path of TRUELENGTH =100mm P 
D in top view at d4. Join LENGTHOFELEVATION c -&6mm 5 
сад. It is top view of CD. LENGTH OF PLAN cd, =87 mm 


(ix) The results are shown in fig. 10-67. 7 HG. 10-67 


1. A line AB, 75 mm long, is inclined at 45% to the Н.Р. and 30? to the V.P. Its 
end B is in the H.P. and 40 mm in front of the V.P. Draw its projections and 

. determine its traces. | | 

2. Draw the projections of a line AB, 90 mm long, its mid-point M being 50 mm 
above the Н.Р. and 40 mm in front of the V.P. The end А is 20 mm above 
the H.P. and 10 mm in front of the V.P. Show the traces and the inclinations 
of the line with the H.P. and the V.P. 

3. The front view of a 125 mm long line РО measures 75 mm and its top view 
measures 100 mm. Its end О and the mid-point M are in the first quadrant, 
M being 20 mm from both the planes. Draw the projections of the line PQ. 

4. A line AB, 75 mm long is in the second quadrant with the end A in the H.P. and 
the end B in the V.P. The line is inclined at 30? to the H.P. and at 45? to the V.P. 
Draw the projections of AB and determine its traces. 

5. The end A of a line AB is in the Н.Р. and 25 mm behind the V.P. The end 
B is in the V.P. and 50 mm above the H.P. The distance between the end 
projectors is 75 mm. Draw the projections of AB and determine its true 
length, traces and inclinations with the two planes. | 

6. The top view of a 75 mm long line CD measures 50 mm. C is 50 mm in 
front of the V.P. and 15 mm below the Н.Р. D is 15 mm in front of the V.P. 
and is above the H.P. Draw the front view of CD and find its inclinations 
with the H.P. and the V.P. Show also its traces. 

7. A line PO, 100 mm long, is inclined at 45? to the H.P. and at 30? to the V.P. 
Its end P is in the second quadrant and Q is in the fourth quadrant. A point 
К on РО, 40 mm from P is in both the planes. Draw the projections of РО. 

8. A line AB, 65 mm long, has its end A in the H.P. and 15 mm in front of 
the V.P. The end B is in the third quadrant. The line is inclined at 30? to the 
Н.Р. and at 60? to the V.P. Draw its projections. 
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J 


10. 


TI 


T2; 


13. 


14. 


15. 


16. 


I7 


18. 


The front view of a line AB measures 65 mm and makes an angle of 45° with 
xy. A is in the H.P. and the V.T. of the line is 15 mm below the H.P. The 
line is inclined at 30° to the V.P. Draw the projections of AB and find its true 
length and inclination with the H.P. Also locate its H.T. 

A room is 4.8 m x 4.2 m x 3.6 m high. Determine graphically the distance 
between a top corner and the bottom corner diagonally opposite to it. 

A line АВ is in the first quadrant. 15 end А and В аге 20 mm and 60 mm 
in front of the V.P. respectively. The distance between the end projectors is 
75 mm. The line is inclined at 30? to the H.P. and its H.T. is 10 mm above 
xy. Draw the projections of AB and determine its true length and the V.T. 

Two oranges on a tree are respectively 1.8 m and 3 m above the ground, and 
1.2 m and 2.1 m from a 0.3 m thick wall, but on the opposite sides of it. 
The distance between the oranges, measured along the ground and parallel to 
the wall is 2.7 m. Determine the real distance between the oranges. 

Draw an isosceles triangle abc of base ab 40 mm and altitude 75 mm with 
a in xy and ab inclined at 45? to xy. The figure is the top view of a triangle 
whose corners A, B and C are respectively 75 mm, 25 mm and 50 mm above 
the H.P. Determine the true shape of the triangle and the inclination of the 
side AB with the two planes. 

Three points A, B and C are 7.5 m above the ground level, on the ground level 
and 9 m below the ground level respectively. They are connected by roads with 
each other and are seen at angles of depression of 10°, 15° and 30° respectively 
from a point O on a hill 30 m above the ground level. A is due north-east, B is 
due north and C is due south-east of O. Find the lengths of the connecting roads. 
A pipe-line from a point A, running due north-east has a downward gradient of 1 in 
5. Another point B is 12 m away from and due east of A and on the same level. Find 
the length and slope of a pipe-line from B which runs 
due 15? east of north and meets the pipe-line from A. 

The guy ropes of two poles 12 m apart, are attached 
to a point 15 m above the ground on the corner of a 
building. The points of attachment on the poles are 
7.5 m and 4.5 m above the ground and the ropes 
make 45? and 307 respectively with the ground. Draw 
the projections and find the distances of the poles 
from the building and the lengths of the guy ropes. 
A plate chimney, 18 m high 0.9 m diameter is 
supported by two sets of three guy wires each, as 
shown in fig. 10-68. 

One set is attached at 3 m from the top and anchored 
6 m above the ground level. The other set is fixed 
to the chimney at its mid-height and anchored on 
the ground. Determine the length and slope with 
the ground, of one of the wires from each set. Fic. 10-68 

The projectors drawn from the H.T. and the V.T. of a straight line AB are 
80 mm apart while those drawn from its ends are 50 mm apart. The H.T. 
is 35 mm in front of the V.P, the V.T. is 55 mm above the H.P. and the end 
A is 10 mm above the H.P Draw the projections of AB and determine its 
length and inclinations with the reference planes. 


19. 


20. 


21. 


22, 


23. 


24. 


25. 


26. 


22, 


. 10(5)1 Projections of Straight Lines 239 


Three guy ropes AB, CD and FF are tied at points A, C and Е on a vertical post 
15 m long at heights of 14 m, 12 m and 10 m respectively from the ground. The 
lower ends of the ropes are tied to hooks at points B, D and F on the ground 
level. If the points B, D and F lie at the corners of an equilateral triangle of 9 m 
long sides and if the post is situated at the centre of this triangle, determine 
graphically the length of each rope and its inclination with the ground. Assume 
the thickness of the post and the ropes to be equal to that of a line. 


A line AB, 80 mm long, makes an angle of 60? with the H.P. and lies in an 
auxiliary vertical plane (A.V.P.), which makes an angle of 45° with the V.P. Its 
end A is 10 mm away from both the H.P. and the V.P. 


Draw the projections of AB and determine (i) its true inclination with the V.P. 
and (ii) its traces. | 


A line РО is 75 mm long and lies in an auxiliary inclined plane (А.І.Р.) which 
makes an angle of 45? with the H.P. The front view of the line measures 55 mm 
and the end P is in the У.Р. and 20 mm above the Н.Р. 


Draw the projections of РО and find (i) its inclinations with both the planes 
and (ii) its traces. 


A line AB, 80 mm long, makes an angle of 30? with the V.P. and lies in a 
plane perpendicular to both the H.P. and the V.P. Its end A is in the H.P. and 
the end B is in the V.P. Draw its projections and show its traces. 


The front view of a line makes an angle of 30? with xy. The H.T. of the line is 
45 mm in front of the V.P, while its У.Т. is 30 mm below the Н.Р. One end of 
the line is 10 mm above the H.P. and the other end is 100 mm in front of the V.P. 


Draw the projections of the line and determine (i) its true length, and 
(ii) its inclinations with the H.P. and the V.P. 


А room is 6 m X 5 m X 3.5 m high. An electric bracket light is above the 
centre of the longer wall and 1 m below the ceiling. The bulb is 0.3 m away 
from the wall. The switch for the light is on an adjacent wall, 1.5 m above 
the floor and 1 m away from the other longer wall. Find graphically the 
shortest distance between the bulb and the switch. 


Three lines oa, ob and oc are respectively 25 mm, 45 mm and 65 mm long, 
each making 120? angles with the other two and the shortest line being vertical. 
The figure is the top view of the three rods OA, OB and OC whose ends A, 
B and C are on the ground, while O is 100 mm above it. Draw the front view 
and determine the length of each rod and its inclination with the ground. 


The projectors of the ends of a line PO are 90 mm apart. P is 20 mm above 
the H.P. while Q is 45 mm behind the V.P. The H.T. and the V.T. of the line 
coincide with each other on xy, between the two end projectors and 35 mm 
away from the projector of the end P. Draw the projections of РО and 
determine its true length and inclinations with the two planes. 


A person on the top of a tower 30 m high, which rises from a horizontal 
plane, observes the angles of depression (below the horizon) of two objects 
Н and К on the plane to be 15? and 25°, the direction of H and К from the 
tower being due north and due west respectively. Draw the top view to a 
scale of 1 mm - 0.5 m showing the relative positions of the person and the 
two objects. Measure and state in metres the distance between H and K. 


240 


28. 


29; 


30. 


С 


32. 


33. 


34. 


39. 


36. 


au. 
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Two pegs A and B are fixed in each of the two adjacent side walls (of a 
rectangular room) which meet in a corner. Peg A is 1.5 m above the floor, 
1.2 m from the side wall and is protruding 0.3 m from the wall. Peg B is 
2 m above the floor, 1 m from the other side wali and is also protruding 0.3 т 
from the wall. Find the distance between the ends of the pegs. 

Two objects A and B, 10 m above and 7 m below the ground level respectively, are 
observed from the top of a tower 35 m high from the ground. Both the objects 
make an angle of depression of 45? with the horizon. The horizontal distance 
between A and B is 20 m. Draw to scale 1:250, the projections of the objects and 
the tower and find (a) the true distance between A and B, and (b) the angle of 
depression of another object C situated on the ground midway between A and B. 
A room measures 8 m long, 5 m wide and 4 m high. An electric point hangs 
in the centre of the ceiling and 1 m below it. A thin straight wire connects 
the point to a switch kept in one of the corners of the room and 2 m above 


_ the floor. Draw the projections of the wire, and find the length of the wire 


and its slope-angle with the floor. 

A rectangular tank 4 m high is strengthened by four stay rods one at each 
corner, connecting the top corner to a point in the bottom 0.7 m and 1.2 m 
from the sides of the tank. Find graphically the length of the rod required and 
the angle it makes with the surface of the tank. 

Three vertical poles AB, CD and EF are respectively 5, 8 and 12 metres long. 
Their ends B, D and F are on the ground and lie at the corners of an 
equilateral triangle of 10 metres long sides. Determine graphically the distance 
between the top ends of the poles, viz. AC, CE and ҒА. 

The front view of a line AB measures 70 mm and makes an angle of 45? with xy. 
A is in the Н.Р. and the УЛ. of the line is 15 mm below the Н.Р. The line is 
inclined at 30? to the V.P. Draw the projections of AB, and find its true length, 
inclination with the Н.Р. and its H.T. 

A line AB measures 100 mm. The projectors through its V.T. and the end A 
are 40 mm apart. The point A is 30 mm below the H.P. and 20 mm behind 
the V.P. The V.T. is 10 mm above the H.P. Draw the projections of the line 
and determine its Н.Т. and inclinations with the Н.Р. and the V.P. 

A horizontal wooden platform is 3.5 m long and 2 m wide. It is suspended 
from a hook by means of chains attached at its four corners. The hook is 
situated vertically above the centre of the platform and at a distance of 5 m 
above it. Determine graphically the length of each chain and the angle which 
it makes with the platform. Assume the thickness of the platform and the 
chain to be equal to that of a line. Scale: 10 mm - 0.5 m. 

A picture frame 2 m wide and 1 m high is to be fixed on a wall railing by 
two straight wires attached to the top corners. The frame is to make an angle 
of 40? with the wall and the wires are to be fixed to a hook on the wall on 
the centre line of the frame and 1.5 m above the railing. Find the length of 
the wires and the angle between them. 

The top view of line AB measures 60 mm and inclined to reference line at 
60°. The end point A is 15 mm above the Н.Р. and 30 mm infront of the V.P. 
Draw the projections of the line when it is inclined at 45% to the Н.Р. and 
is situated in the first quadrant. Find true length and inclination of the line 
with the V.P. and traces. 


Two views of an object, viz. the front view and the top view (projected оп the 
principal planes of projection), are sometimes not sufficient to convey all the information 
regarding the object. Additional views, called auxiliary views, are therefore, projected 
on other planes known as auxiliary planes. These views are often found necessary 
in technical drawings. Auxiliary views may also be used for determining 


(i) 
(ii) 


the true length of a line, 


the point-view of a line, 


(іі) the edge-view of a plane, 


(iv) the true size and form of a plane etc. 


They are thus very useful in finding solutions of problems in practical solid geometry. 


This chapter deals with the following topics: 


SN Ала” mode 


Types of auxiliary planes and views. 

Projection of a point on an auxiliary plane. 

Projections of lines and planes by the use of auxiliary planes. 
To determine true length of a line. 

To obtain point-view of a line and edge-view of a plane. 

To determine true shape of a plane figure. 


Auxiliary planes are of two types: 
(i) 
(ii) 
(i) 


(1) 


auxiliary vertical plane or A.V.P., and 
auxiliary inclined plane or АР, 


Auxiliary vertical plane is perpendicular to the H.P. and inclined to ШЕ V.P. 
Projection on an A.V.P. is called auxiliary front view. 


Auxiliary inclined plane is perpendicular to the V.P. and inclined to the H.P. 
Projection on an AJP. is called auxiliary top view. 


The orthographic views of the auxiliary projections are drawn by rotating the 
auxiliary plane about that principal plane to which it is perpendicular. 
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This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 25 for the 
projection of a point on an auxiliary plane. 


COGNIEROS 
(1) Projection of a point on an auxiliary vertical plane: 

A point A [fig. 11-1(i)] is situated in front of the V.P. and above the Н.Р. A.V.P. 
is the auxiliary vertical plane inclined at an angle о to the V.P. The Н.Р. and the 
A.V.P. meet at right angles in the line x4y4. 


a' and a are respectively, the front view and the top view of the point A. a'4 is 
the auxiliary front view obtained by drawing a projector Aa'4 perpendicular to the A.V.P. 
It can be clearly seen that a'404 (the distance of the auxiliary front view аң from 
хау) = ао (the distance of the front view a' from ху) = Аа (the distance of the 
point A from the Н.Р). 


VE 


НІС. 11-1 


Fig. 11-1(ii) shows the V.P. y3 a X2 
and the A. V.P. rotated about the J X 
H.P. to which they are perpendi- -` , 
cular. The line of intersection x4y4 оз 9 af” 2% 
between the A.V.P. and the Н.Р, X қыз у 
is inclined at the angles с to xy. | 52 | 
The line joining the top view a / | 
with the auxiliary front view a^, is 
at right angles to x,y and intersects 
it at Q1. Note that a';0, = a'o. N D 


089% 


X3 E" 


To draw the orthographic views а E 
[fig. 11-1(iii)], start with the x / 
reference line xy and mark the x, И 
front view a' and the top view а. Ei 142 


Draw a new reference line x;y;, making the angle a with xy. Through the top 
view a, draw a projector аа" perpendicular to and intersecting x;y; at оу and such 
that a'404 = ао. аң is the required auxiliary front view. 
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The new reference line making the angle a with xy, can be drawn in four 
different positions, as shown in fig. 11-2 by lines x1y1, X2y2 etc. All the front views 
are projected from the top view a and their distances from their respective reference 
lines are equal, i.e. азот = a'p0p..... = 40. 

(2) Projection of a point on an auxiliary inclined plane: 


A point P [fig. 11-3(i)] is situated above the Н.Р. and in front of the V.P. А.Р. 
is an auxiliary inclined plane making an angle B with the H.P. It meets the V.P. at 
right angles and in a line x4y4. 


p' and p are respectively the front view and the top view of the point P. p, is the 
auxiliary top view obtained by drawing the projector Pp, perpendicular to the A.I.P. It 
can be seen that p404 (the distance of the auxiliary top view р; from x4y4) = po (the 
distance of the top view p from xy) = Рр” (the distance of the point P from the М.Р). 


(i) (i) (ii 
FiG. 11-3 
The H.P. and the A.LP. are then rotated about the V.P. to which they are 
perpendicular [fig. 11-3(ii)]. хау), the line of intersection between the V.P. and the 
АЛ.Р. makes the angle B with xy. The line joining the front view p' and the auxiliary 
top view p4 is at right angles to x,y, and intersects it at o4. Note that p404 = po. 


To draw the orthographic views [fig. 11-3(iii)], draw xy and mark p' and p. 
Draw xy, making the angle B with xy. 


Through the front view p', 
draw a projector p'p4 perpendi- 
cular to and intersecting x4y4 at 
04 and such that p404 = po. pi 
is the required auxiliary front view. 


In this case also, the new 
reference line can be drawn in 
four different positions as shown 
in fig. 11-4 by lines хуу, хуз 
etc., each inclined at B to xy. 
Al the top views are projected 
from the front view p' and their 
distances from their respective 
reference lines are equal, і.е. ро, 
22:09095 = ро. FIG. 11-4 
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If the inclination of the A. V.P. with the V.P. is increased so that a = 90°, the 
A.V.P. will be perpendicular to both the planes. Similarly, if the inclination of the 
АЛ.Р. with the Н.Р. is increased so that B = 90°, it will also be perpendicular to 
both the Н.Р. and the V.P. This plane is called the profile plane (Р.Р). It may be 
rotated about any one of the two principal planes. The view on this plane can, 
therefore, be projected from either the top view or the front view and named 
accordingly. 


(3) Projection of a point on an auxiliary plane perpendicular to both the 
principal planes: 


In fig. 11-5(1), A is a point. Р.Р. is an auxiliary plane perpendicular to the Н.Р. 
and the V.P. a; is the auxiliary view projected on the РР It can be seen that a40; 
= a'o = Aa (the distance of A from the Н.Р). Also a404 = ao = Aa’ (the distance 
of A from the V.P.). 


Fig. 11-5(ii) shows the Р.Р. rotated about the V.P. a; lies on the projector drawn 
through the front view a' and perpendicular to the line of intersection between the 
V.P and the PP. 


0) (i) (i 
FIG. 11-5 


It is thus projected from the front view and hence, called the auxiliary top 
view. In technical drawings, this view is generally termed as the side view, end 
view or end front view. Note that a404 = ao. 


Note that, when seen írom the left, 
the new reference line and the side view 
are placed to the right of the front view. 
When seen from the right, they would be 
placed to the left of the front view. Thus, 
the view seen from any side of the front 
view is placed on its other side. 


Fig. 11-6 shows the P.P. rotated about 
the H.P. The view on the PP. now lies on 
the projector drawn through the top view 
a. Hence, it is called the auxiliary front 
view. In this case, a405 = ао. 


ҒІС. 11-6 


The orthographic views Пір. 11-5(iii) and fig. 11-6(ii)] in both cases аге 
self-explanatory. 
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General conclusions: 


(i) 


The auxiliary top view of a point lies on a line drawn through the front view, 
perpendicular to the new reference line (хуу) and at a distance from it, 


equal to the distance of the first top view from its own reference line (xy). 


ЕСЕ 


Тһе auxiliary front view of a point lies оп a line drawn through the top view, 
perpendicular to the new reference line (x4y4) and at a distance from it, 


. equal to the distance of the first front view from its own reference line (xy). 


2 ai The distances of all the front views of the same point (projected from the 


uy) 


same top view) from their respective reference lines are equal. 


The distances of all the top views of the same point (projected from the 


same front view) from their respective са lines are equal. 


— Problem 11-1. (fig. 11-7 


and fig. 11-8): The projections 
of a line AB are given. Draw 
() an auxiliary front view of. 
the line on an A.VP. inclined. 
at 60? to the V.P. and (ii) an 
auxiliary top view on an ALP. 
making an angle of 75° with 
the Н.Р. 


Let ab and a'b' be the given 
projections. 


(i) 


(i) 


(iii) 
(iv) 


Draw a new reference 
line xyz, inclined at 
60° to xy to represent 
the A.V.P. (fig. 11-7). 


Project the auxiliary front view a',b',; from the top view ab, by making 
a404, equal to ао, and b',0 equal to Бо». 


Similarly, draw xyz for the A.I.P inclined at 75° to xy (fig. 11-8). 


Project the auxiliary top view ab, from the front view a'b', making азо"; 
equal to ao, and 6,0" 2 equal to boo. 


Fic. 11-8: 
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Projections of lines and planes at given inclinations to one or both the planes may 
also be obtained by the use of auxiliary planes. The method adopted is called the 
alteration or change-of-reference-line method. 


The line, in its initial position, is assumed to be parallel to both the planes of 
projection. Then, instead of making the line inclined to one of the planes, an 
auxiliary plane inclined to the line is assumed, i.e. a new reference line is drawn 
and the view is projected on it. 


In case of a plane, it is kept parallel to one of the planes of projection in the 
initial stage, the required views being obtained by projecting it on new reference lines. 


Problem 11-2. (fig. 11-9): A line AB, 50 mm long, is inclined at 30% to the 
Н.Р. and its top view makes an angle of 60? with the V.P. Draw its projections. 
() Draw the projections ab and a'b', assuming AB to be parallel to both the planes. 


(ii) Project a new top view a,b, on а new reference line хуу; inclined at 30° 
to a'b'. a,b, is still parallel to x4y4. 


(iii) Draw the another reference line x;y; to represent an A.V.P. inclined at 60° 
to the top view a,b. 


(iv) Project the required front view a',b'; on x;y;. Note that a,0, = ao, аң0;- 
= ао+ etc. 


FIG. 11-9 FIG. 11-10 


Problem 11-3. (fig. 11-10): An equilateral triangle of 40 mm long sides has an 
edge on the ground and inclined at 60° to the V.P. Its plane makes an angle of 45° 
with the Н.Р. Draw its projections. 


() Draw the top view abc and the front view a'b', assuming the triangle to 
be lying on the ground and one side perpendicular to the V.P. 


(ii) Draw x4y41 inclined at 45° to a'b' (the front view) and passing through а 
(because the triangle has its edge on the ground). 
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(iii) Project the new top view a4b4c4. Again draw a new reference line x;y; 
inclined at 60° to the line a,c; (which is to make 60? angle with the М.Р). 


(iv) Project the final front view a',b';c'\; on хәуҙ. Note that a'c is in xyz. 


We have seen that the true length of a line and its inclinations with the planes of 
projection can be determined by making each of its projections parallel to xy (chapter 10). 

Instead of changing the position of the projection, that of the plane may be 
altered, i.e. a new reference line representing an auxiliary plane may be drawn 
parallel to the projection. The auxiliary projection on that reference line will show 
the true length and true inclination of the line with the other plane. 

Problem 11-4. (fig. 11-11): The projections of a line AB are given. To determine 
its true length and true inclinations with the reference planes. 

Let ab and a'b' be the given projections of AB. 


а" 
b 5 Ө 
Pd e 
a 
ПОЕНЕ NND Aa j 
* 7 
a ха 
| 
D X 
3218 * 
0, 
НС, 11-11 


() Draw а reference line x4y4 to represent ап A.V.P. parallel to ab, the top view. 
(ii) Project the auxiliary front view a'4b'4, which is the true length of AB. Ө is 
its inclination with the H.P. 
(iii) Similarly, draw xs;y; parallel to the front view a'b' and project the auxiliary top 
view a4b4. It is the true length of AB and ø is its true inclination with the V.P. 
Problem 11-5. (fig. 11-12): The projections of a line AB viz. ab and a'b' are on 
the same projector as shown in fig. 11-12(i). Find the true length, inclinations with 
the H.P. and the VP. and the traces of AB. 
(i) Draw a reference line xqy4 parallel to the projections. It will be 
perpendicular to xy and will represent an auxiliary plane at right angles 
to both the H.P. and the V.P. as shown in fig. 11-12(i). 


(ii) Project the side view a',b',, which will be the true length of AB. Ө and ø 
are its true inclinations with the H.P. and the V.P. respectively. 
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(iii) Produce аңЫң to meet xy at v and x4y4 at h. The Н.Л. will be on the 

top view ab-produced, so that oH.T. = o4h. The УЛ. is on the front view 
a'b'-produced, so that oV.T. = ov. 


X1 


МС. 11-12 


The distances of the ends of the line from x4y4 are kept equal to their respective 
distances above xy by drawing lines inclined at 45? as shown. 


We have seen in chapter 10 that when a line is perpendicular to a ejeren 
plane, its projection on that plane is a point; while its projection on the other 
reference plane shows its true length. In other words, the projection of the view 
of a line showing its true length, on an auxiliary plane perpendicular to that view 
will be a point. 


Similarly, a plane will be seen as a line, when it is projected on a plane, 
perpendicular to the true length of any one of its elements. The projection of the 
line-view or edge-view of a plane on an auxiliary plane parallel to it, will show the 
true shape and size of the plane. | 


Uses of the point-view of a line and edge-view of а plane on | auxiliary planes 
are illustrated in problems 11-6 and 11-7 respectively. | 


Problem 11-6. (fig. 11-13): The projections of a line РО are given. Determine 
(0 the distance of its mid-point from xy, and 

(ii) the shortest distance of the line from xy. 

Let pq and p'q' be the given projections of PQ. 


(i) Draw a new reference line x,y; perpendicular to xy and project the side 
view р'9' on it. 
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(ii) 


(ШІ) 


When considering the side view, x;y; is the edge-view of the V.P. and xy is 
that of the H.P. The point o is the side view or the point-view of the line 
of intersection of the V.P. and the Н.Р, i.e. хүуу and xy. The line joining 
any point on рң44, with o will show the shortest distance of that point 
from xy. 


Find the mid-point аң of p'4q'4 and join it with o. oa'4 is the distance of 
the mid-point of PO from xy. 


From o, draw a line ob perpendicular to p'4q'4. ob is the shortest distance 
of PQ from xy. It will be perpendicular to both PO and xy. 


FG. 11-14 


Problem 11-7. (fig. 11-14): Ап isosceles triangle ABC, base 60 mm and altitude 
40 mm has its base AC in the Н.Р. and inclined at 30° to the V.P. The corners A 
and B are in the V.P. Draw its projections. 


Assume the triangle to be lying in the Н.Р. with the base AC inclined at 30° 
to the V.P. and A in the V.P. Its true shape will be seen in the top view. 


(i) 


(ii) 


(iii) 
(iv) 


(v) 


Therefore, in the top view, draw ac 60 mm long and inclined at 30? to xy 
and complete the triangle abc. 


Project c to c' on xy. When the triangle is tilted about the edge AC, so 
that the corner B is in the V.P, in the top view the point b will move 
along a line perpendicular to ac, to a point Бу in xy. The distance of the 
front view of B below xy may now be determined by means of an auxiliary 
plane. 


Draw a reference line x4y4 perpendicular to ac. 


Project an auxiliary front view of the triangle abc. It will be a line Ба", 
showing the edge-view of the triangle. а" is the point-view of the line ac. 
When b moves to b,, b' will move along the arc drawn with аң as centre 
and radius equal to a'4b' to b', on the line through 5b4 drawn perpendicular 
to хуу. ob'4 is the required distance. 


Therefore, through b4, draw a line perpendicular to xy and on it, mark a 
point b', such that b4b'5 = ob. 


(vi) Join а and с with b^. ab'c' and арус are the required projections. 
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on auxiliary planes, as illustrated in problems 11-8 and 11-9. 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 26 for the 
following problem. 


Problem 11-8. (fig. 11-15): 
Projections of a pentagon resting on 
the ground on one of its sides are 
given. Determine the true shape of 
the pentagon. 


ae is the true length of the side 
because it is parallel to the H.P. 


(i) Draw a reference line x,y, 
perpendicular to ae. Project 
an auxiliary front view on 
it. It will give a point-view 
a4 and e of ae and an edge- 
view a4c of the pentagon. 

(i) Draw another reference line 
X2¥2 parallel to a4c4 and 
project an auxiliary top view 
a,b,c,d,e,, which will be the 
true shape of the pentagon. FIG. 11-15 

Problem 11-9. Fig. 11-16 shows the top 


о view abcd and front view a'b'c'd' of a quadrilateral. 
Determine its true shape. 


0; 


Ne 


с 


by 
05 


FIG. 11-16 
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(i) Through any corner, say а, draw a line parallel to xy and meeting b'c' at е. 


(ii) Project e' to e on the line bc in the top view. ae is the true length of the 
element АЕ. 


(iii) Draw a reference line x;y; perpendicular to ae. Project a new front view 
from the top view. It is a line d'4b*. 


(iv) Again, draw another reference line xy, parallel to the line-view d'4b', and 
project on it a new top view a4b4c4d4 which will show the true shape of 
the quadrilateral. 


Note that b'4o4 = b'o, b'O) = bo, etc. 


Problem 11-10. (fig. 11-17): The projections of a triangular plate POR appear 
as under: 


TRUE SHAPE 


NSW. 


2899 
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FIG, 11-17 
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(a) Top view : pq makes 30? with xy. 
qr = 95 mm. The corner 9 is 5 mm in front of the V.P. 
(б) Front view : ро = 80 mm; qr = 45 mm and гр' = 80 mm. | 
Е ра makes an angle of 45° with xy. The corner P of the plate is 
5 mm above the Н.Р. | | 
- Draw the projections of the plate and determine true shape of the triangular plater 
(i) Mark xy. Draw top view and front view from the given dimensions. 


(ii) Mark a line pm in the top view parallel to xy. Draw the projection of pm in 
the front view p'm' as shown. 


(iii) Select x4y4 perpendicular to p'm' and project new top view taking the 
distances оір, одг and og from the top view. 


(iv) Select xy. and draw new front view as shown in fig. 11-17. 
(у) Measure angle 6. 
Problem 11-11. А regular pentagon of 50 mm side is resting on one of its sides on 


the H.P. having that side parallel to and 25 mm in front of V.P. It is tilted about that 
side so that its highest corner rests in the VP. Draw the projections of the pentagon. 


(i) Keep the plane of pentagon parallel to V.P. Draw the front view and top 
view as shown in fig. 11-18. 


(ii) Project a'b'c'd'e' on the line parallel to and 25 mm behind x4y4. Taking а" 
as a center, tilt a"d" such that d" touches х;у; at d" Complete the projections 
as shown in fig. 11-18. 


FIG. 11-18 


Note that the points e" and c" should be transferred in the top view correctly 
as shown. 


Problem 11-12. А thin square plate with 60 mm side stands on one of its 
corners in H.P. and the opposite corner is raised so that one of its diagonals is 
twice that of the others. If, one of the diagonal is parallel to both the planes, draw 
its projection and determine an inclination of the plane of the plate with Н.Р. 
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A. 
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SUIS 


НІС. 11-19 


(i) Assuming that the square plate is equally inclined with a vertical plane, 
draw its top view and front view as shown in fig. 11-19. 


(ii) Raise г so that the diagonal gs becomes twice the diagonal pt. Draw the 
top view p, 44, t and sı. Measure angle 8. 


(iii) Draw new reference line x,y, parallel to 5441. Project new front view, 
keeping the same distances of points p', 4, г and е from xy. 


(iv) Measure angle 8. 


Solve the following exercises by applying the method of projections on auxiliary 
planes: 


1. Determine the true length, inclinations with the Н.Р. and the V.P, and the 
traces of the line PQ in problem 10-15 of chapter 10. 


2. Find the true length and the distance of the mid-point from xy of the line 
whose projections are given in problem 10-13 of chapter 10. 


3. Draw the projections of the various plane figures as required in Exercises 1, 
2 and 3 of chapter 12. 


4. abc is an equilateral triangle of altitude 50 mm with ab in ху and с below 
it. abc’ is an isosceles triangle of altitude 75 mm and с! is above xy. Determine 
the true shape of the triangle ABC, of which abc is the top view and abc' is 
the front view. 
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do 


10. 


11. 


12. 


13. 


14. 


Determine the true shape of the figure, the top view of which is a regular 
pentagon of 35 mm sides, having one side inclined at 30? to xy and whose 
front view is a straight line making an angle of 45? to xy. 


An equilateral triangle ABC of sides 75 mm long has its side AB in the V.P. 
and inclined at 60? to the Н.Р. Its plane makes an angle of 45% with the V.P. 
Draw its projections. 


An isosceles triangle POR having the base РО 50 mm long and altitude 
75 mm has its corners P, Q, and R 25 mm, 50 mm and 75 mm respectively 
above the ground. Draw its projections. 


A thin regular pentagonal plate of 60 mm long edges has one of its edges in the 
Н.Р. and perpendicular to the V.P. while its farthest corner is 60 mm above the 
Н.Р. Draw the projections of the plate. Project another front view оп an A.V.P. 
making an angle of 45? with the V.P. 


A thin composite plate consists of a square of 70 mm long sides with an 
additional semi-circle constructed on CD as diameter. The side AB is vertical 
and the surface of the plate makes an angle of 45? with the V.P. Draw its 
projections. Project another top view on an A.I.P. making an angle of 30° with 
the side AB. 


A 60% set-square of 125 mm longest side is so kept that the longest side is in 
the H.P. making an angle of 30? with the V.P. and the set-square itself inclined at 
45% to the Н.Р. Draw the projections of the set-square. 


A plane figure is composed of an equilateral triangle ABC and a semi-circle on 
AC as diameter. The length of the side AB is 50 mm and is parallel to the 
V.P. The corner B is 20 mm behind the V.P. and 15 mm below the H.P. The 
plane of the figure is inclined at 45? to the H.P. Draw the projections of the 
plane figure. | 


An equilateral triangle ABC having side length as 50 mm is suspended from 


a point O on the side AB 15 mm from A in such a way that the plane of 
the triangle makes an angle of 60? with the V.P. The point O is 20 mm below 
the Н.Р. апа 40 mm behind the V.P. Draw the projections of the triangle. 


A hexagonal plate of side 40 mm, is resting on a corner in V.P. with its 
surface making an angle of 30? with the V.P. The front view of the diagonal 
passing through that corner is inclined at 45? to the line xy. Draw the projections 
of the hexagonal plate. 


A rectangular plate 50 mm x 70 mm stands on one of its shorter edges in H.P. 
and is raised about this edge so that the top view becomes a square of 50 mm. 
Determine an inclination of the plate with the horizontal plane. 


Plane figures or surfaces have only two dimensions, viz. length and breadth. They 
do not have thickness. A plane figure may be assumed to be contained by a plane, 
and its projections can be drawn, if the position of that plane with respect to the 
principal planes of projection is known. 


In this chapter, we shall discuss the following topics: 


1. Types of planes and their projections. 
2. Traces of planes. 


Planes may be divided into two main types: 

(1) Perpendicular planes. 

(2) Oblique planes. 

(1) Perpendicular planes: These planes can be divided into the following sub-types: 
(i) Perpendicular to both the reference planes. 

(ii) Perpendicular to one plane and parallel to the other. 

(iii) Perpendicular to one plane and inclined to the other. 

(i) Perpendicular to both the reference planes (fig. 12-1): A square ABCD 


is perpendicular to both the planes. Its H.T. апа УЛ. are in a straight line 
perpendicular to xy. 


FiG. 12-1 
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The front view b' с айа the top view vab of the square are both lines coinciding with 
the V.T. and the H.T. respectively. - | 


(ii) Perpendicular to one MN and parallel to the other plane: 
(a) Plane, perpendicular to the Н.Р. and parallel to the V.P. [fig. 12-2(i)]. 


A triangle PQR is perpendicular to the Н.Р. and is parallel to the V.P. Its 
Н.Т. is parallel to xy. it has no УЛ. 


The front view рд” shows the exact shape and size of the T The 
top view рог is a line parallel to xy. It coincides with the НЛ. 
(b) Plane, perpendicular to the V.P. and parallel to the Н.Р. [fig. 12-2(ii)]. 


A square ABCD is perpendicular to the V.P. and parallel to the H.P. Its V.T. 
is parallel to xy. It has no H.T. 


The top view abcd shows the true shape and true size of the square. The front 
view a'b' is a line, parallel to xy. It coincides with the УЛ. 


FIG. 12-2 
(iii) Perpendicular to one plane and inclined io the other plane: 
(a Plane, perpendicular to the H.P. and inclined to the V.P. (fig. 12-3). 


A square ABCD is perpendicular to the Н.Р. and inclined at an angle 0 to 
the V.P. Its УЛ. is perpendicular to xy. Its H.T. is inclined at @ to xy. 


Its top view ab is a line linclined at ø to xy. The front view a'b'c'd' is 
smaller than ABCD. 


FIG. 12-3 
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(b) Plane, perpendicular to the V.P. and inclined to the H.P. (fig. 12-4). 


A square ABCD is perpendicular to the V.P. and inclined at an angle 0 to 
the Н.Р. Its Н.Т. is perpendicular to xy. Its У.Т. makes the angle Ө with 
xy. Its front view a'b' is a line inclined at Ө to xy. The top view abcd is 
a rectangle which is smaller than the square ABCD. 


£o 
cr 


НІС. 12-5 


Fig. 12-5 shows the projections and the traces of all these perpendicular planes 
by third-angle projection method. 


(2) Oblique planes: Planes which are inclined to both the reference planes are 
called oblique planes. Representation of oblique planes by their traces is too advanced 
to be included in this book. 


A few problems on the projections of plane figures inclined to both the reference 
planes are however, illustrated at the end of the chapter. They wilt prove to be of 
great use in пе: with the projectors of solids. 


A plane, extended if necessary, will meet the reference planes in lines, unless it is 
parallel to any one of them. 


These lines are called the traces of the plane. The line in which the plane meets 
the H.P. is called the horizontal trace or the H.T. of the plane. The line in which 
it meets the V.P. is called its vertical trace or the V.T. A plane is usually represented 
by its traces. 
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(a) 


(d) 


(e) 


(2) 
(a) 


(b) 


(c) 


(1) Traces: 


When a plane is perpendicular to both the reference planes, its traces lie 
on a straight line perpendicular to xy. 


When a plane is perpendicular to one of the reference planes, its trace 
upon the other plane is perpendicular to xy (except when it is parallel to 
the other plane). 


When a plane is parallel to a reference plane, it has no trace on that 
plane. Its trace on the other reference plane, to which it is perpendicular, 
is parallel to xy. 


When a plane is inclined to the H.P. and perpendicular to the V.P, its 
inclination is shown by the angle which its V.T. makes with xy. When it 
is inclined to the V.P. and perpendicular to the Н.Р, its inclination is 
shown by the angle which its H.T. makes with xy. 


When a plane has two traces, they, produced if necessary, intersect in xy 
(except when both are parallel to xy as in case of some oblique planes). 


Projections: 


When a plane is perpendicular to a reference plane, its projection on that 
plane is a straight line. 


When a plane is parallel to a reference plane, its projection on that plane 
shows its true shape and size. 


When a plane is perpendicular to one of the reference planes and inclined 
to the other, its inclination is shown by the angle which its projection on 
the plane to which it is perpendicular, makes with xy. Its projection on the 
plane to which it is inclined, is smaller than the plane itself. 


Problem 12-1. Show by means of traces, each of the following planes: 


(a) 
(b) 
(c) 
(d) 
(e) 


Fig. 


(a) 


Perpendicular to the Н.Р. and the V.P. 

Perpendicular to the Н.Р. and inclined at 30° to the V.P. 
Parallel to and 40 mm away from the V.P. E 
Inclined at 45? to the H.P. and perpendicular to the V.P. 
Parallel to the H.P. and 25 mm away from it. 7 
12-6 and fig. 12-7 show the various traces. 

The НЛ. and the УЛ. are in a line perpendicular to xy. 


The H.T. is inclined at 30? to xy; the V.T. is normal to xy; both the traces 
intersect in xy. 


Тһе H.T. is parallel to and 40 mm away from ху. It has по V.T. 


The H.T. is perpendicular to xy; the V.T. makes 45? angle with xy; both 
intersect in xy. 


The V.T. is parallel to and 25 mm away from xy. It has no H.T. 
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| b> V.T. 
NO V.T. 45° ! | 
EE | y 
| | | 
| = NO H.T. 
H.T. | 
(c) (d). (e) 


(First-angle projection) 
НС. 12-6 


(Third-angle projection) 
FIG. 12-7 


The projection of a plane on the reference plane parallel to it will show its true shape. 
Hence, beginning should be made by drawing that view. The other view which will be 
a line, should then be projected from it. 


(1) When the plane is parallel to the Н.Р: The top view should be drawn 
first and the front view projected from it. 


Problem 12-2. (fig. 12-8): An equilateral triangle of 50 mm side has its УТ. 
parallel to and 25 mm above xy. It has no H.T. Draw its projections when one of 
its sides is inclined at 45% to the V.P. 


As the V.T. is parallel to xy and as there is no H.T. 
the triangle is parallel to the H.P. Therefore, begin with the 
top view. 


(i) Draw ап equilateral triangle abc of 50 mm side, 
keeping one side, say ac, inclined at 45? to xy. 


(ii) Project the front view, parallel to and 25 mm above 
Xy, as shown. 


(2) When the plane is parallel to the V.P.: Beginning E b 
should be made with the front view and the top view >/ 


projected from it. FiG. 12-8 
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Problem 12-3. (fig. 12-9): A square ABCD of 40 mm 
side has a corner on the Н.Р. апа 20 mm in front of the VP. 
АП the sides of the square are equally inclined to the Н.Р. and 
parallel to the V.P. Draw its projections and show its traces. 


As all the sides are parallel to the V.P., the surface of 
the square also is parallel to it. The front view will show 
the true shape and position of the square. 


Қ b HT. |, 


(i) Draw a square арса" in the front view with опе 
corner in xy and all its sides inclined at 45° to xy. FIG. 12-9 


(ii) Project the top view keeping the line ac parallel to xy and 30 mm below 
it. The top view is its H.T. It has no VT. 


When a plane is inclined to a reference plane, its projections may be obtained in 
two stages. In the initial stage, the plane is assumed to be parallel to that reference 


plane to which it has to be made inclined. It is then tilted to the required inclination 
in the second stage. 


(1) Plane, inclined to the Н.Р and perpendicular to the V.P: When the 
plane is inclined to the Н.Р. and perpendicular to the V.P, in the initial stage, it 
is assumed to be parallel to the H.P. Its top view will show the true shape. The 
front view will be a line parallel to xy. The plane is then tilted so that it is inclined 
to the H.P. The new front view will be inclined to xy at the true inclination. In 
the top view the corners will move along their respective paths (parallel to xy). 


Problem 12-4. (fig. 12-10): A regular pentagon of 25 mm side has one side on 
the ground. Its plane is inclined at 45° to the H.P. and perpendicular to the VP. 


Draw its projections and show its traces. - с" c 


Assuming it to be parallel to the H.P. 


(i) Draw the pentagon in the top 
view with one side perpendicular 
to xy [fig. 12-10(i)]. Project the 
front view. It will be the line 
ас" contained by xy. 


(ii) Tilt the front view about the point a’, 
so that it makes 45° angle with xy. 


(iii) Project the new top view ab4c4d1e 
upwards from this front view and 
horizontally from the first top view. 
It will be more convenient if the b, b b 
front view is reproduced in the (i) | (i) 
new position separately and the MGs Teg 
top view projected from it, as shown in fig. 12-10(ii). The У.Т. coincides 
with the front view and the H.T. is perpendicular to xy, through the point 
of intersection between xy and the front view-produced. 
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(2) Plane, inclined to the V.P. and perpendicular to the H.P.: In the initial 
stage, the plane may be assumed to be parallel to the V.P. and then tilted to the 
required position in the next stage. The projections are drawn as illustrated in ша пехі 
problem. 


Problem 12-5. (fig. 12-11): Draw the projections of a circle of 50 mm diameter, 
having its plane vertical and inclined at 30* to the V.P. Its centre is 30 mm above the 
Н.Р. and 20 mm in front of the V.P. Show also its traces. 


A circle has no corners to project one view from another. However, a number of 
points, say twelve, equal distances apart, may be marked on its CIRCO TODOS: 


(i Assuming the circle to be parallel 
to the V.P, draw its projections. 
The front view will be a circle [fig 


VAG NEEL AEN 
12-11(i)], having its centre 30 ы) КЕШ ЕШШ 


b . The top vi ill be a line, | : 
ооо о E eee 


(ii) Divide the circumference into twelve 
equal parts (with а 30°-60° set- 
square) and mark the points as 
shown. Project these points in the 
top view. The centre O will coincide 
with the point 4. 


(ii) When the circle is tilted, so as 
to make 30? angle with the V.P., uou te) 
its top view will become inclined at 30° to xy. In the front view all the 
points will move along their respective paths (parallel to xy). Reproduce the 
top view keeping the centre o at the same distance, viz. 20 mm from xy 
and inclined at 30° to xy [fig. 12-11(ii)]. 

(iv) For the final front view, project all the points upwards from this top view 
and horizontally from the first front view. Draw a freehand curve through 
the twelve points 14, 2*4 etc. This curve will be an ellipse. 


When a plane has its surface inclined to one plane and an edge or a diameter or 
a diagonal parallel to that plane and inclined to the other plane, its projections are 
drawn in three stages. 


(1) If the surface of the plane is inclined to the H.P. and an edge (or a diameter 
or a diagonal) is parallel to the H.P. and inclined to the V.P., 


(i) іп the initial position the plane is assumed to be parallel to the Н.Р. 
and an edge perpendicular to the V.P. - 


(ii) It is then tilted so as to make the required angle with the Н.Р. As 
already explained, its front view in this position will be a line, while 
its top view will be smaller in size. ! 


(iii) In the final position, when the plane is turned to the required inclination with 
the V.P., only the position of the top view will change. Its shape and size will 
not be affected. In the final front view, the corresponding distances of all 
the corners from xy will remain the same as in the second front view. 
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If an edge is in the H.P. or on the ground, in the initial position, the plane 
is assumed to be lying in the H.P. or on the ground, with the edge perpendicular 
to the V.P. /f a corner is in the H.P. or on the ground, the line joining that corner 
with the centre of the plane is kept parallel to the V.P. 


(2) Similarly, if the surface of the plane is inclined to the V.P. and an edge 
(or a diameter or a diagonal) is parallel to the V.P. and inclined to the Н.Р, 


() іп the initial position, the plane is assumed to be parallel to the V.P. 
and an edge perpendicular to the H.P. 


(ii) lt is then tilted so as to make the required angle with the V.P. Its top view 
in this position will be a line, while its front view will be smaller in size. 


(ii) When the plane is turned to the required inclination with the Н.Р, 
only the position of the front view will change. Its shape and size will 
not be affected. In the final top view, the corresponding distances of 
all the corners from xy will remain the same as in the second top view. 


If an edge is in the V.P, in the initial position, the plane is assumed to be 
lying in the V.P. with an edge perpendicular to the H.P. If a corner is in the V.P., 
the line joining that corner with centre of the plane is kept parallel to the H.P. 


Problem 12-6. (fig. 12-12): A square ABCD of 50 mm side has its corner À in 
the Н.Р, its diagonal AC inclined at 30° to the Н.Р. and the diagonal BD inclined 
at 45° to the V.P. and parallel to the H.P. Draw its projections. 


Fio 12-12 


In the initial stage, assume the square to be lying in the H.P. with AC parallel to 
the V.P. 


() Draw the top view and the front view. When the square is tilted about the 
corner A so that AC makes 30? angle with the H.P., BD remains perpendicular 
to the V.P. and parallel to the H.P. 


(ii) Draw the second front view with ас! inclined at 30? to xy, keeping 
а or c' in xy. Project the second top view. The square may now be turned 
so that BD makes 45? angle with the V.P. and remains parallel to the H.P. 
Only the position of the top view will change. Its shape and size will 
remain the same. 
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(iii) Reproduce the top view so that b4d4 is inclined at 45° to xy. Project the 
final front view upwards from this top view and horizontally from the 
second front view. 


This book is accompanied by a computer CD, which contains an audiovisual 

animation presented for better visualization and understanding of the 

subject. Readers are requested to refer Presentation module 27 for the 
following problem. 


"МЕН 


Problem 12-7. (Fig. 12-13): А rectangular plane surface of size L x W is positioned 
in the first quadrant and is inclined at an angle of 60? with the H.P. and 30? with the 
ИР. Draw its projections. 


ШИНЕ ИТ У: 
d C di Cy 
| иш т | 
W 
| | 
та b a b 
porn Qe | га 
STEP 1 STEP 2 STEP 3 
(1) (ii) (іі) 
FiG. 12-13 


(i) | The plane is first assumed to be parallel to Н.Р. with its shorter edge perpendicular to 
V.P. In this position, true shape and size of the plane is given by its projection 
on H.P. The front view will be a true line parallel to the reference line xy. 


(ii) Rotate the front view projection by 60° (the angle of inclination of plane with 
H.P.) as shown in Step 2 of fig. 12-13(ii). Draw vertical lines from the ends 
of line a'd' and b'c' to intersect horizontal lines drawn from the top view abcd 
(step 1) at points b4, сі, d4 and ау. Join асу; to obtain the top view of the 
plane in this inclined position. 


(iii) Now rotate the edge dc, of the top view (step 2) by 30° (the angle of 
inclination of plane with V.P.) and reproduce it as shown in step 3 of the 
fig. 12-13(iii). Draw projections from a4, b4, c4 and d, to intersect the horizontal 
projections from аа" and Бс to get the points аң, b'4, сі and d'4. Join the lines 
a4b'4c4d'4 to obtain the final front view of the given plane surface. 

Problem 12-8. (fig. 12-14): Draw the projections of a regular hexagon of 


25 mm side, having one of its sides in the Н.Р. and inclined at 60° to the VP, 
and its surface making an angle of 45? with the Н.Р. 
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(0 Draw the hexagon in the top view with one side perpendicular to xy. 
Project the front view a'c' in xy. | 
(ii) Draw ас! inclined at 45° to xy keeping a' or c' in xy and project the second 
top view. 
(iii) Reproduce this top view making a,f, inclined at 60? to xy and project the 
final front view. 


mM (ii) (ii) 
Fic 12214 


Problem 12-9. (fig. 12-15): Draw the projections of a circle of 50 mm diameter 
resting in the Н.Р. on a point А on the circumference, its plane inclined at 45? to 
the Н.Р. and | 

(a) the top view of the diameter AB making 30° angle with the VP; 

(b the diameter AB making 30% angle with the МР 
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Draw the projections of the circle with A in the H.P. and its plane inclined at 
45? to the H.P. and perpendicular to the V.P. [fig. 12-15(i) and fig. 12-15(ii)]. 
(a) In the second top view, the line a,b, is the top view of the diameter AB. 
Reproduce this top view so that a4b4 makes 30° angle with xy [fig. 12-15(iii)]. 
Project the required front view. 


0 oo. o8 
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(b) If the diameter AB, which makes 45° angle with the Н.Р, is inclined at 30° 
to the V.P. also, its top view a4b4 will make an angle greater than 30? with 
xy. This apparent angle of inclination is determined as described below. 


Draw any line a,b; equal to AB and inclined at 30° to xy [fig. 12-15(iv)]. With 
a4 as centre and radius equal to the top view of AB, viz. a4b4,, draw an arc cutting 
rs (the path of В in the top view) at 63. Draw the line joining a, with b3, and 
around it, reproduce the second top view. Project the final front view. It is evident 
that a,;b3 is inclined to xy at an angle ø which is greater than 30°. 


Problem 12-10. (fig. 12-16): A thin 30°-60° set-square has its longest edge in 
the V.P. and inclined at 30° to the Н.Р. Its surface makes an angle of 45° with the 
VP. Draw its projections. 


In the initial stage, assume the set-square to be in the V.P. with its hypotenuse 
perpendicular to the H.P. 


| FIG. 12-16 
(i) Draw the front view a'b'c' and project the top view ac in xy. 


(ii) Tilt ac around the end a so that it makes 45° angle with xy and project 
the front view a'4b'4c'*. 


(iii) Reproduce. the second front view a'1b'1C'1 SO that a4b4 makes an angle of 
30° with xy. Project the final top view a4b4c4. 


Problem 12-11. (fig. 12-17): A thin rectangular plate of sides 60 mm x 30 mm 
has its shorter side in the V.P. and inclined at 30? to the H.P. Project its top view 
if its front view is a square of 30 mm long sides. 

As the front view of the plate is a square, its surface must be inclined to the 


V.P. Hence, assume the plate to be in the V.P. with its shorter edge perpendicular 
to the H.P. 


(i) Draw the front view a'b'c'd' and project the top view ар in xy [fig. 12-17(i)]. 

(i) The line ab should be so inclined to xy that the front view becomes а 
square. Therefore, draw the square a4,b'4c4d'4 of side equal to ай”. With 
a as centre and radius equal to ab draw an arc cutting the projector 
through b'4 at b. Then ab is the new top view. 


(iii) Reproduce the second front view in such a way that a 293 makes 30% angle 
with xy. Project the final top view as shown. 
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FIG, 12-17 
Problem 12-12. (fig. 12-18): A circular plate of negligible thickness and 50 mm 


diameter appears as an ellipse in the front view, having its major axis 50 mm long and minor 
axis 30 mm long. Draw its top view when the major axis of the ellipse is horizontal. 


As the plate is seen as an ellipse in the front view, its surface must be inclined 
to the V.P. 
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FIG. 12-18 


(i) Therefore, assume it to be parallel to the V.P. and draw its s front view and the 
top view. 


(ii) Turn the line ab so that its length in the front view becomes 30 mm, and 
project the front view. It will be an ellipse whose major axis is vertical. 


(iii) Reproduce this view so that the major axis c';d', is horizontal, and project the 
required top view. 
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Problem 12-13. Fig. 12-19 shows a thin plate v" 
of negligible thickness. It rests on its PQ edge 
with its plane perpendicular to V.P. and inclined 
40* to the H.P. Draw its projections. 


НС. 12-19 
(i) Keep the plane of plate in the Н.Р. and draw the projections as shown. 
(ii) Tilt front view at p" making an angle of 40°. 


(iii) Project р", a", d", c", v" etc. in the top view. Draw horizontal projectors 
intersecting previously drawn projectors from the front view. Join by smooth 
curve to complete the top view. 


Problem 12-14. (fig. 12-20): A pentagonal plate of 45 mm side has a circular hole 
of 40 mm diameter in its centre. The plane stands on one of its sides on the H.P. with 
its plane perpendicular to V.P. and 45° inclined to the Н.Р. Draw the projections. 


(i) Keep the plane of plate 
in the horizontal plane. 


(ii) Draw top view апа 
front view as shown. 


(iii) Tilt the front view a" e'6' 
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angle of 45°. Draw the 
projectors from various 
points a" ....d". 


(ім) Draw horizontal pro- 
jectors from the top 
view abcd as shown. 
Join the intersection 
points and complete. 
new top view a, b4, 
C4, dy, е), as shown. Fic. 12-20 
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Problem 12-15. (fig. 12-21): A thin circular plate of 70 mm diameter is resting on 
its circumference such that its plane is inclined 60° to the Н.Р. and 30° to the VP. Draw 


the projections of the plate. 
At 
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() Draw the projection of the plate keeping its plane parallel to the V.P. as 
shown in fig. 12-21. 


(ii) Mark a reference line хуу; perpendicular to xy line to represent the auxiliary 
plane which is at right angle to both the H.P. and the V.P. 


(iii) Divide the front view in eight parts and mark the points 1', 2' ....8*. 
Project these points on the side view as 1", 2" ....8". 


(iv) Tilt the side view 3" 7" such that it touches the x;y; line and also makes 
60? with the xy line. 

(v) Complete the projection as shown in fig. 12-21. 

Problem 12-16. (fig. 12-22): PORS is a rhombus having diagonal PR — 60 mm 
and QS = 40 mm and they are perpendicular to each other. The plane of the 
rhombus is inclined with H.P. such that its top view appears to be square. The top 
view of PR makes 30° with the V.P. Draw its projections and determine inclination 
of the plane with the Н.Р 


(i) Assume that the rhombus is lying in Н.Р. with its longest diagonal parallel 
to xy line. 

(ii) Draw the plans of diagonals PR = 60 mm and QS = 40 mm (true length) 
perpendicular each other as shown. 


(iii) Join points p, q, r and s. It is top view of the rhombus. Project the points 
р, 9, г and s in the xy line. It is front view of the rhombus points p', 4, 
r' and s' in the xy line as the plane of rhombus is perpendicular to the V.P. 


Exe, 
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(iv) PR and OS are lying in Н.Р. pr and qs are true length. As the plane of the 
rhombus is inclined to H.P, the top view of the rhombus is going to be a square. 
But diagonal qs does not change in the length as it is perpendicular to V.P. 


(у) Draw the projectors from the points p, 4 and г, s parallel to the xy. From 
41 and s, draw square ру q4 r4 S4 such that s, q4 = p4 r4 as shown іп 
fig. 12-22. 


(vi) Draw vertical projectors from p4, 41, r4 and s4. 


(vii) Projector of p, intersects at р" in xy line. Taking p" as centre and the 
radius equal to 60 mm (р' г), draw the arc to intersect the vertical projectors 
of r4 at г". Join р" г". Measure angle of р" г" with xy line. 


(viii) Tilt diagonal pyr, at 30° with xy and reproduce square р249/252. Draw 
vertical projectors from p», q2, г) and 5) to intersect the horizontal projectors 
from p", q", г" and s" at p", 9", г" and 5". Join the points p", 9", г" and 
s" as shown. 


Fic. 12-22 


Draw an equilateral triangle of 75 mm side and inscribe a circle in it. Draw 
the projections of the figure, when its plane is vertical and inclined at 30? to 
the У.Р. and one of the sides of the triangle is inclined at 45° to the Н.Р. 


A regular hexagon of 40 mm side has a corner in the H.P. Its surface is 
inclined at 45? to the H.P. and the top view of the diagonal through the 
corner which is in the Н.Р. makes an angle of 60? with the V.P. Draw its 
projections. 


Draw the projections of a regular pentagon of 40 mm side, having its surface 
inclined at 30° to the Н.Р. and a side parallel to the Н.Р. and inclined at an 
angle of 60? to the V.P. 


Draw the projections of a rhombus having diagonals 125 mm and 50 mm 
long, the smaller diagonal of which is parallel to both the principal planes, 
while the other is inclined at 30? to the H.P. 
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15. 


Draw а regular hexagon of 40 mm side, with its two sides vertical. Draw а 
circle of 40 mm diameter in its centre. The figure represents a hexagonal 
plate with a hole in it and having its surface parallel to the V.P. Draw its 
projections when the surface is vertical and inclined at 30? to the V.P. Assume 
the thickness of the plate to be equal to that of a line. 


Draw the projections of a circle of 75 mm diameter having the end A of the 
diameter AB in the Н.Р, the end B in the УР, and the surface inclined at 30? 
to the Н.Р. and at 60? to the V.P. 


A semi-circular plate of 80 mm diameter has its straight edge in the V.P. and 
inclined at 45? to the Н.Р. The surface of the plate makes an angle of 30° 
with the V.P. Draw its projections. 


The top view of a plate, the surface of which is perpendicular to the V.P. and 
inclined at 60? to the H.P. is a circle of 60 mm diameter. Draw its three 
views. 


A plate having shape of an isosceles triangle has base 50 mm long and 
altitude 70 mm. It is so placed that in the front view it is seen as an 
equilateral triangle of 50 mm sides and one side inclined at 45? to xy. Draw 
its top view. 


Draw a rhombus of diagonals 100 mm and 60 mm long, with the longer 
diagonal horizontal. The figure is the top view of a square of 100 mm long 
diagonals, with a corner on the ground. Draw its front view and determine 
the angle which its surface makes with the ground. 


A composite plate of negligible thickness is made-up of a rectangle 60 mm x 
40 mm, and a semi-circle on its longer side. Draw its projections when the 
longer side is parallel to the Н.Р. and inclined at 45° to the V.P., the surface 
of the plate making 30? angle with the H.P. 


A 60? set-square of 125 mm longest side is so kept that the longest side is 
in the Н.Р. making an angle of 30? with the V.P. and the set-square itself 
inclined at 45° to the Н.Р. Draw the projections of the set-square. 


A plane figure is composed of an equilateral tríangle ABC and a semi-circle on 
AC as diameter. The length of the side AB is 50 mm and is parallel to the 
V.P. The corner B is 20 mm behind the V.P. and 15 mm below the H.P. The 
plane of the figure is inclined at 45? to the H.P. Draw the projections of the 
plane figure. 


An equilateral triangle ABC having side length as 50 mm is suspended from 
a point O on the side AB 15 mm from A in such a way that the plane of 
the triangle makes an angle of 60? with the V.P. The point O is 20 mm below 
the Н.Р. and 40 mm behind the V.P. Draw the projections of the triangle. 


PORS and ABCD are two square thin plates with their diagonals measuring 
30 mm and 60 mm. They are touching the Н.Р. with their corners P and А 
respectively, and touching each other with their corresponding opposite corners 
R and C. If the plates are perpendicular to each other and perpendicular to 
V.P. also, draw their projections and determine the length of their sides. 


A solid has three dimensions, viz. length, breadth and thickness. To represent а 
solid on a flat surface having only length and breadth, at least two orthographic 
views are necessary. Sometimes, additional views projected on auxiliary planes become 
necessary to make the description of a solid complete. 
This chapter deals with the following topics: 
1. Types of solids. 
2. Projections of solids in simple positions. 
(а) Axis perpendicular to the Н.Р. 
(b) Axis perpendicular to the V.P. 
(c) Axis parallel to both the H.P. and the V.P. 
3. Projections of solids with axes inclined to one of the reference planes and 
parallel to the other. 
(a Axis inclined to the V.P. and parallel to the Н.Р 
(b) Axis inclined to the Н.Р. and parallel to the V.P. 
4. Projections of solids with axes inclined to both the H.P. and the V.P. 
5. Projections of spheres. 


This book is accompanied by a computer CD, which contains an audiovisual 
5. animation presented for better visualization and understanding of the 


subject. Readers are requested to refer Presentati ion module 28 for the 
types of solids. | 


Solids may be divided into two main groups: 
(1) Polyhedra 
(2) Solids of revolution. 


(1) Polyhedra: A polyhedron is defined as a solid bounded by planes called faces. 
When all the faces are equal and regular, the polyhedron is said to be regular. 


There are seven regular polyhedra which may be defined as stated below: 
(i) Tetrahedron (fig. 13-1): It has Tous equal faces, each an equilateral triangle. 
(if) Cube or hexahedron (fig. 13-2): It has six faces, all equal squares. 
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(iii) Octahedron (fig. 13-3): tt has eight equal equilateral triangles as faces. 
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(iv) Dodecahedron (fig. 13-4): It has twelve equal and regular pentagons as faces. 
(v) Icosahedron (fig. 13-5): It has twenty faces, all equal equilateral triangles. 


Dodecahedron | Icosahedron 
FiG. 13-4 FIG. 13-5 


(vi) Prism: This is a polyhedron having two equal and similar faces called its 
ends or bases, parallel to each other and joined by other faces which are 
parallelograms. The imaginary line joining the centres of the bases is called 
the axis. E 


A right and regular prism (fig. 13-6) has its axis perpendicular to the 
bases. All its faces are equal rectangles. 
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(vii) Pyramid: This is a polyhedron having a plane figure as a base and a 
number of triangular faces meeting at a point called the vertex or apex. 
The imaginary line joining the apex with the centre of the base is its axis. 


A right and regular pyramid (fig. 13-7) has its axis perpendicular to the 
base which is a regular plane figure. Its faces are all equal isosceles triangles. 


Art. 13-11 Projections of Solids 273 


Oblique prisms and pyramids have their axes inclined to their bases. 


Prisms and pyramids are named according to the shape of their bases, as 
triangular, square, pentagonal, hexagonal etc. 


APEX . 
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FIG. 13-7 


(2) Solids of revolution: 


(i) 


(ii) 


(iii) 


Cylinder (fig. 13-8): A right circular cylinder is a solid generated by the 
revolution of a rectangle about one of its sides which remains fixed. It has 
two equal circular bases. The line joining the centres of the bases is the 
axis. It is perpendicular to the bases. 


Cone (fig. 13-9): A right circular cone is a solid generated by the revolution 


of a right-angled triangle about one of its perpendicular sides which is 
fixed. | | 


It has one circular base. Its axis joins the apex with the centre of the 
base to which it is perpendicular. Straight lines drawn from the apex to 
the circumference of the base-circle are all equal and are called generators 
of the cone. The length of the generator is the slant height of the cone. 


GENERATORS 


Cylinder Cone 
НІС. 13-8 Fic. 13-9 НС. 13-10 


Sphere (fig. 13-10): A sphere is a solid generated by the revolution of a 
semi-circle about its diameter as the axis. The mid-point of the diameter is 
the centre of the sphere. All points on the surface of the sphere are 
equidistant from its centre. 


Oblique cylinders and cones have their axes inclined to their bases. 


(iv) 


Frustum: When a pyramid or a cone is cut by a plane parallel to its base, 
thus removing the top portion, the remaining portion is called its frustum 
(fig. 13-11). 
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(v) Truncated: When a solid is cut by a plane inclined to the base it is said 
to be truncated. 


іп this book mostly right and regular solids are dealt with. Hence, when a 
solid is named without any qualification, it should be understood as being 
right and regular. | 


Frustums 
FiG. 13-11 


A solid in simple position may have its axis perpendicular to one reference plane 
or parallel to both. When the axis is perpendicular to one reference plane, it is 
parallel to the other. Also, when the axis of a solid is perpendicular to a plane, 
its base will be parallel to that plane. We have already seen that when a plane is 
parallel to a reference plane, its projection on that plane shows its true shape and size. 


Therefore, the projection of a solid on the plane to which its axis is perpendicular, 
will show the true shape and size of its base. 


Hence, when the axis is perpendicular to the ground, i.e. to the H.P., the top view 
should be drawn first and the front view projected from it. 


When the axis is perpendicular to the М.Р, beginning should be made with the 
front view. The top view should then be projected from it. 


When the axis is parallel to both the H.P. and the V.P., neither the top view nor 
the front view will show the actual shape of the base. In this case, the projection 
of the solid on an auxiliary plane perpendicular to both the planes, viz. the side view 
must be drawn first. The front view and the top view are then projected from the 
side view. The projections in such cases may also be drawn in two stages. 


(1) Axis perpendicular to the H.P.: 


Problem 13-1. (fig. 13-12): Draw 
the projections of a triangular prism, base 
40 mm side and axis 50 mm long, resting 
on one of its bases on the H.P. with a 
vertical face perpendicular to the V.P. 

(i) As the axis is perpendicular to 

the ground i.e. the H.P. begin 
with the top view. It will be 
an equilateral triangle of sides 
40 mm long, with one of its FiG. 13-12 
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sides perpendicular to xy. Name the corners as shown, thus completing 
the top view. The corners d, e and f are hidden and coincide with the top 
corners a, b and c respectively. 


(ii) Project the front view, which will be a rectangle. Name the corners. The line 
Бе!" coincides with ас”. 


Problem 13-2. (fig. 13-13): Draw the projections of a pentagonal pyramid, base 
30 mm edge and axis 50 mm long, having its base on the Н.Р. and an edge of 
the base parallel to the V.P. Also draw its side view. 


FiG. 13-13 


(i) Assume the side DE which is nearer the V.P., to be parallel to the V.P. as shown 
in the pictorial view. 


(ii) In the top view, draw a regular pentagon abcde with ed parallel to and nearer 
Xy. Locate its centre o and join it with the corners to indicate the slant edges. 


(iii) Through o, project the axis in the front view and mark the apex о, 50 mm 
above xy. Project all the corners of the base оп xy. Draw lines оа", o'b' 
and o'c' to show the visible edges. Show o'd' and o'e' for the hidden edges 
as dashed lines. 


(ім) For the side view looking from the left, draw a new reference line хуу 
perpendicular to ху and to the right of the front view. Project the side 
view on it, horizontally from the front view as shown. The respective 
distances of all the points in the side view from x4y4, should be equal to 
their distances in the top view from xy. This is done systematically as 
explained below: 


(v) From each point in the top view, draw horizontal lines upto x4y4. Then 
draw lines inclined at 45? to xqy4 (or xy) as shown. Or, with q, the point 
of intersection between ху and x,y, as centre, draw quarter circles. Project 
up all the points to intersect the corresponding horizontal lines from the 
front view and complete the side view as shown in the figure. Lines o4d 
апа o4c4 coincide with o4e4 and оџа; respectively. 


Problem 13-3. (fig. 13-14): Draw the projections of (i) a cylinder, base 40 mm 
diameter and axis 50 mm long, and (i) a cone, base 40 mm diameter and axis 50 mm 
long, resting on the Н.Р. on their respective bases. 
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(i) Draw a circle of 40 mm diameter in the top view and project the front view 
which will be a rectangle Ifig. 13-14(ii)]. 


(ii) Draw the top view [fig. 13-14(iii)]. Through the centre o, project the apex о, 50 mm 
above xy. Complete the triangle in the front view as shown. | 


(i) (0 (ii) 
FIG. 13-14 
In the pictorial view [fig. 13-14(i)], the cone is shown as contained by the cylinder. 


Problem 13-4. (fig. 13-15): A cube of 50 mm long edges is resting on the H.P. 
with its vertical faces equally inclined to the V.P. Draw its projections. 


а p с 


НІС. 13-15 


Begin with the top view. 
() Draw a square abcd with a side making 45° angle with xy. 
(ii) Project up the front view. The line d' h' will coincide with b' f'. 


Problem 13-5. (fig. 13-16): Draw the projections of a hexagonal pyramid, base 
30 mm side and axis 60 mm long, having its base on the H.R and one of the 
edges of the base inclined at 45° to the V.P. 
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(i) In the top view, draw a line af 30 mm long and inclined at 45° to xy. 
Construct a regular hexagon on af. Mark its centre o and complete the top 
view by drawing lines joining it with the corners. 

(ii) Project up the front view as described in problem 13-2, showing the line ое 
and o'f for hidden edges as dashed lines. 


C Nr | T | | 
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Problem 13-6. (fig. 13-17): A tetrahedron of 5 cm long edges is resting on the Н.Р. 
on one of its faces, with an edge of that face parallel to the V.P. Draw its projections 
and measure the distance of its apex from the ground. 


АН the four faces of the tetrahedron are equal equilateral triangles of 5 cm side. 
(i) Draw an equilateral triangle abc in the top view with one side, say ac, parallel 
to xy. Locate its centre o and join it with the corners. 


(ii) In the front view, the corners a', b' and c' will be in xy. The apex o' will 
lie on the projector through o so that its true distance from the corners 
of the base is equal to 5 cm. 


(іі) To locate о, make oa (or ob or oc) parallel to xy. Project а; to a‘; on xy. 
With a'; as centre and radius equal to 5 cm cut the projector through o in 
o'. Draw lines o'a', o'b' and o'c' to complete the front view. o'b' will be the 


distance of the apex from the ground. 
(2) Axis perpendicular to the МР. | | 
Problem 13-7. (fig. 13-18): А hexagonal prism has one of its rectangular 


faces parallel to the H.P. Its axis is perpendicular to the V.P. and 3.5 cm above 
the ground. 


Draw its projections when the nearer end is 2 cm in front of the V.P. Side of 
base 2.5 cm long; axis 5 cm long. 
() Begin with the front view. Construct a regular hexagon of 2.5 cm long 
sides with its centre 3.5 cm above xy and one side parallel to it. 
(ii) Project down the top view, keeping the line for nearer end, viz. 1-4, 2 ст 
below xy. 
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Problem 13-8. (fig. 13-19): А square pyramid, base 40 mm side and axis 65 mm 
long, has its base in the V.P. One edge of the base is inclined at 30° to the H.P. and 
a corner contained by that edge is on the H.P. Draw its projections. 

(i) Draw a square in the front view with the corner d' in xy and the side ас 
inclined at 30? to it. Locate the centre o' and join it with the corners of the 
square. 

(ii) Project down all the corners in xy (because the base is in the V.P.). Mark the 
apex o on a projector through o'. Draw lines for the slant edges and complete 
the top view. 


FiG. 13-19 


(3) Axis parallel to both the Н.Р. and the V.P: 

Problem 13-9. (fig. 13-20): A triangular prism, base 40 mm side and height 65 mm 
is resting on the H.P. on one of its rectangular faces with the axis parallel to the V.P. 
Draw its projections. 
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As the axis is parallel to both the 
planes, begin with the side view. 


(i) Draw an equilateral triangle 
. representing the side view, with 
one side in xy. 


(ii) Project the front view horizontally 
from this triangle. 

(iii) Project down the top view from 
the front view and the side view, 
as shown. 


This problem can also be solved 
in two stages as explained in the next 
article. FIG. 13-20 


Draw the projections of the following solids, situated in their respective positions, 
taking a side of the base 40 mm long or the diameter of the base 50 mm long 
and the axis 65 mm long. 


1. A hexagonal pyramid, base on the H.P. and a side of the base parallel to and 
25 mm in front of the V.P. 


2. A square prism, base on the H.P., a side of the base inclined at 30° to the V.P. and 
the axis 50 mm in front of the V.P. 


3. A triangular pyramid, base on the Н.Р. and an edge of the base inclined at 45% to 
the V.P; the apex 40 mm in front of the V.P. 


4. A cylinder, axis perpendicular to the V.P. and 40 mm above the Н.Р, one end 
20 mm in front of the V.P. 


5. A pentagonal prism, a rectangular face parallel to and 10 mm above the H.P., axis 
perpendicular to the V.P. and one base in the V.P. 


6. A square pyramid, all edges of the base equally inclined to the H.P. and the axis 
parallel to and 50 mm away from both the H.P. and the V.P. 


7. A cone, apex in the H.P. axis vertical and 40 mm in front of the V.P 
A pentagonal pyramid, base in the V.P. and an edge of the base in the H.P. 


When a solid has its axis inclined to one plane and parallel to the other, its 
projections are drawn in two stages. 


(1) іп the initial stage, the solid is assumed to be in simple position, i.e. its 
axis perpendicular to one of the planes. 


If the axis is to be inclined to the ground, i.e. the H.P., it is assumed 
to be perpendicular to the H.P. in the initial stage. Similarly, if the axis is to 
be inclined to the М.Р, it is kept perpendicular to the V.P. in the initial stage. 
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Moreover 


(i) if the solid has an edge of its base parallel to the Н.Р. or in the Н.Р. 
or on the ground, that edge should be kept perpendicular to the V.P; 
if the edge of the base is parallel to the V.P. or in the УР, it should 
be kept perpendicular to the H.P. 

(ii) If the solid has a corner of its base in the Н.Р. or on the ground, 
the sides of the base containing that corner should be kept equally 
inclined to the V.P; if the corner is in the V.P, they should be kept 
equally inclined to the H.P. 

(2) Having drawn the projections of the solid in its simple position, the final 
projections may be obtained by one of the following two methods: 


(i) Alteration of position: The position of one of the views is altered as 
required and the other view projected from it. 


(ii) Alteration of reference line or auxiliary plane: A new reference line is 
drawn according to the required conditions, to represent an auxiliary plane and the 
final view projected on it. 


In the first method, the reproduction of a view accurately in the altered position 
is likely to take considerable time, specially, when the solid has curved surfaces or 
too many edges and corners. In such cases, it is easier and more convenient to 
adopt the second method. Sufficient care must however be taken in transferring the 
distances of various points from their respective reference lines. 


After determining the positions of all the points for the corners in the final view, 
difficulty is often felt in completing the view correctly. The following sequence for 
joining the corners may be adopted: 

(a) Draw the lines for the edges of the visible base. The base, which (compared 
to the other base) is further away from xy in one view, will be fully visible in 
the other view. | 

(D Draw the lines for the longer edges. The lines which pass through the figure 
of the visible base should be dashed lines. 

(с) Draw the lines for the edges of the other base. 

It should always be remembered that, when two lines representing the edges 


cross each other, one of them must be hidden and should therefore be drawn as 
a dashed line. | 


This book is accompanied by a computer CD, which contains an audiovisual 

, animation presented for better visualization and understanding of the 
CC К subject. Readers are requested to refer Presentation module 29 for the 
| following problem. 


СМАКОТА р 


Problem 13-10. (fig. 13-21): Draw the projections of а pentagonal prism, base 
25 mm side and axis 50 mm long, resting on one of its rectangular faces on the 
Н.Р, with the axis inclined at 45° to the ҰР 


In the simple position, assume the prism to be on one of its faces on the 
ground with the axis perpendicular to the V.P. 
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Draw the pentagon in the front view with one side in xy and project the top 
view [fig. 13-21(i)]. 

The shape and size of the figure in the top view will not change, so long as 
the prism has its face on the H.P. The respective distances of all the corners in 
the front view from xy will also remain constant. 


FiG. 13-21 


Method I: (fig. 13-21(i)]: 

(i) Alter the position of the top view, i.e. reproduce it so that the axis is 
inclined at 45? to xy. Project all the points upwards from this top view and 
horizontally from the first front view, e.g. a vertical from a intersecting a 
horizontal from а at a point а". | 

(ii) Complete the pentagon a',b';c';d',e', for the fully visible end of the prism. 
Next, draw the lines for the longer edges and finally, draw the lines for the 
edges of the other end. Note carefully that the lines a'41'4, 1'42'4 and 1,54 are 
dashed lines. е'15'{ is also hidden but it coincides with other visible lines. 

Method il: Пір. 13-21(ii)]: 

(i) Draw a new reference line x4y4, making 45° angle with the top view of the 
axis, to represent an auxiliary vertical plane. 

(ii) Draw projectors from all the points in the top view perpendicular to x;y, and 
on them, mark points keeping the distance of each point from x,y; equal to 
its distance from xy in the front view. Join the points as already explained. The 
auxiliary front view and the top view are the required projections. 

Problem 13-11. (fig. 13-22): Draw the projections of a cylinder 75 mm diameter 
and 100 mm long, lying on the ground with its axis inclined at 30° to the V.P. and 
parallel to the ground. 

Adopt the same methods as in the previous problem. The ellipses for the ends 
should be joined by common tangents. Note that half of the ellipse for the hidden 
base will be drawn as dashed line. 


Fig. 13-22(iii) shows the front view obtained by the method ll. 


282 Engineering Drawing [Ch. 13 


FIG. 13-22 


eS 
Problem 13-12. (fig. 13-23): A hexagonal pyramid, base 25 mm side and axis 
50 mm long, has an edge of its base on the ground. Its axis is inclined at 30° to 
the ground and parallel to the VP. Draw its projections. 
In the initial position assume the axis to be perpendicular to the H.P. 
Draw the projections with the base in xy and its one edge perpendicular to the V.P. 
[fig. 13-23(i)]. 

_ If the pyramid is now tilted about the edge AF (or CD) the axis will become inclined 
to the H.P. but will remain parallel to the V.P. The distances of all the corners from 
the V.P. will remain constant. 

The front view will not be affected except in its position in relation to xy. The new 
top view will have its corners at same distances from xy, as before. 
Method 1: [fig. 13-23(ii)]: 
()  Reproduce the front view so that the axis makes 30? angle with xy and the 
point a' remains in xy. 
(ii) Project all the points vertically from this front view and horizontally from the 
first top view. Complete the new top view by drawing (a) lines joining the apex 
o4 with the corners of the base and (b) lines for the edges of the base. 
The base will be partly hidden as shown by dashed line a4b4, e4f4 and Ёа. 
Similarly o,f, and o4a4 are also dashed lines. 
Method И: |(ig. 13-23(ii)]: 
(i) Through a’ draw a new reference line x,y inclined at 30° to the axis, to 
represent an auxiliary inclined plane. 
. (i) From the front view project the required top view оп x4y4,, keeping the 
distance of each point from x,y, equal to the distance of its first top view 
from xy, viz. eqq = eb' etc. 
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FIG. 13-23 


Problem 13-13. (fig. 13-24): Draw the projections of a cone, base 75 mm 


diameter and axis 100 mm long, lying on the Н.Р. on one of its generators with 
the axis parallel! to the V.P. 


() Assuming the cone to be resting on its base on the ground, draw its 
projections. 


(ii) Re-draw the front view so that the line 0'7 (or o'1') is in xy. Project the 


required top view as shown. The lines from o4 should be tangents to the 
ellipse. | 
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FIG. 13-24 
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The top view obtained by auxiliary-plane method is shown in fig. 13-24(iii). The 
new reference line x;y; is so drawn as to contain the generator o'1' instead of 0'7' 
(for sake of convenience). The cone is thus lying on the generator o'1'. Note that 
111 = 11, оо = 40 etc. Also note that the base is fully visible in both the methods. 

Problem 13-14. The projections of a cylinder resting centrally on a hexagonal 
prism are given in fig. 13-25(). Draw its auxiliary front view on a reference line 
inclined at 60% to xy. | iud 


See fig. 13-25(ii) which is self-explanatory. 


FIG. 13-26 
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Problem 13-15. (fig. 13-26 and fig. 13-27): A square-headed bolt 25 mm diameter, 
125 mm long and having a square neck has its axis parallel to the H.P. and inclined at 
45° to the V.P. 


All the faces of the square head are equally inclined to the H.P. Draw its 
projections neglecting the threads and chamfer. 


See fig. 13-26. The projections are obtained by the change-of-position method. 
The length of the bolt is taken shorter. 


Fig. 13-27 shows the views in third-angle projection, obtained by the auxiliary- 
plane method. 


Problem 13-16. (fig. 13-28): A hexagonal prism, base 40 mm side and height 
40 mm has a hole of 40 mm diameter drilled centrally through its ends. Draw its 
projections when it is resting on one of its corners on the H.P. with its axis inclined 
at 60? to the H.P. and two of its faces parallel to the V.P. 


НС. 13-28 


(i) Begin with the top view and project up the front view assuming the axis 
to be vertical. 


(ii) Tilt the front view, and project the required top view. Note that a part of 
the ellipse for the lower end of the hole will be visible. 


| 
Problem /13-17. (fig. 13-29): The projections of a hopper made of tin sheet аге 
given. Project another top view on an auxiliary inclined plane making 45% angle with 
the H.P. 


(0 Draw a new reference line x,y, inclined at 45° to xy and project the 
required top view on it, from the front view. 


(ii) Show carefully, the visible ellipses for the outer as well as the inner parts 
of the hopper rings. 
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The projections of a solid with its axis inclined to both the planes are drawn in 
three stages: 


() Simple position 

(ii) Axis inclined to one plane and parallel to the other 

(іі) Final position. 

The second and final positions may be obtained either by the alteration of the 
positions of the solid, i.e. the views, or by the alteration of reference lines. 


Problem 13-18. A square prism, base 40 mm side and height 65 mm, has its 
axis inclined at 45° to the H.P. and has an edge of its base, on the Н.Р and 
inclined at 30° to the VP. Draw its projections. 


Method 1: (fig. 13-30): 
() Assuming the prism to be resting on its base on the ground with an edge 
of the base perpendicular to the М.Р, draw its projections. 


Assume the prism to be tilted about the edge which is perpendicular to the 
V.P, so that the axis makes 45? angle with the Н.Р. 


(ii) Hence, change the position of the front view so that the axis is inclined at 45° 
to xy and Ғ (or е) is in xy. Project the second top view. 
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(ili) 


(iv) 


Method ii: (fig. 13-31): 


(i) 


(ii) 


(iii) 


Again, assume the prism to be turned so that the edge on which it rests, 
makes an angle of 30° with the V.P., keeping the inclination of the axis with 
the ground constant. The shape and size of the second top view will remain 
the same; only its position will change. In the front view, the distances of 
all the corners from xy will remain the same as in the second front view. 


Therefore, reproduce the second top view making fig, inclined at 30° to xy. 
Project the final front view upwards from this top view and horizontally from the 
second front view, e.g. a vertical from а; and a horizontal from a' intersecting аба". 
As the top end is further away from xy in the top view it will be fully visible in 
the front view. Complete the front view showing the hidden edges by dashed lines. 


The second top view may be turned in the opposite direction as shown. In this 
position, the lower end of the prism, viz. еңҒіріһ will be fully visible in the 


front view. 
TA 
к САЛ. 


Br. | LIN 


| Бы ^ ls "a 
| ib 
an е | 
M, | 
Di \ | ay 


ay 


FIG. 13-30 


Draw the top view and the front 
view in simple position. 
Through Ғ, draw a new reference 
line хау) making 45? angle with 
the axis. On it, project the 
auxiliary top view. 

Draw another reference line 
X5y3 inclined at 30° to the line 
f,g,. From the auxiliary top view, 
project the required front view, 
keeping the distance of each 
point from x;y5, equal to its 
distance (in the first front view) 
from ху; i.e. a4q4 = aq etc. 
The problem is thus solved by 
change-of-reference line method 
only. FiG. 13-31 
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Note: The new reference line satisfying the required conditions may be drawn in various 
positions, as explained in chapter 11. 


Problem 13-19. (fig. 13-32): Draw the projections of a cone, base 45 тт 
diameter and axis 50 mm long, when it is resting on the ground on a point on its 
base circle with (a) the axis making an angle of 30? with the Н.Р. and 45? with the 
V.P; (b) the axis making an angle of 30? with the Н.Р. and its top view making 45° 
with the V.P. 


() (i) 2 (iv 
FiG. 13-32 


(i) Draw the top view and the front view of the cone with the base on the 
ground. 


(ii) Tilt the front view so that the axis makes 30? angle with xy. Project the 
second top view. 


(a In order that the axis may make an angle of 45° with the V.P, let us 
determine the apparent angle of inclination which the top view of the axis, 
viz. o4p4 should make with xy and which will be greater than 45°. 


(iii) Mark any point р; below xy. Draw a line p40 equal to the true length of 
the axis, viz, ор”, and inclined at 45° to xy. With р; as centre and radius 
equal to p404 (the length of the top view of the axis) draw an arc cutting 
the locus of о; at o4. Then B is the apparent angle of inclination and is 
greater than 45°. Around p404 as axis, reproduce the second top view and 
project the final front view as shown. 


Note that the base of the cone is not visible in the front view because it is nearer xy 
in the top view. 


(b When the top view of the axis is to make 45° angle with the У.Р, it is 
evident that p404 should be inclined at 45° to xy. Hence, reproduce the top 
view accordingly and project the required front view [fig. 13-32 (ім). 


Problem 13-20. (fig. 13-33): A pentagonal pyramid, base 25 mm side and axis 
50 mm long has one of its triangular faces in the V.P. and the edge of the base 
contained by that face makes an angle of 30^ with the H.P. Draw its projections. 
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() іп the initial position, assume the pyramid as having its base in the V.P. and 
an edge of the base perpendicular to the H.P. The front view will have to be 
drawn first and the top view projected from it. 


(ii) Change the position of the top view so that the line o1 (for the face o1 5) is 
in xy. Project the second front view. | 


(iii) Tilt this front view so that the line 1,54 makes 30° angle with xy. Project 
the final top view. Note that the base is not visible in the top view as it 
is nearer xy in the front view. 


(i) (1) (10) 


Problem 13-21. (fig. 13-34): A square pyramid, base 38 mm side and axis 50 тт 
long, is freely suspended from one of the corners of its base. Draw its projections, when 
the axis as a vertical plane makes an angle of 45° with the V.P. When a pyramid is 
suspended freely from a corner of its base, the imaginary line joining that corner with 
the centre of gravity of the pyramid will be vertical. 
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The centre of gravity of a pyramid lies on its axis and at a distance equal to 14 
of the length of the axis from the base. 
Assume the pyramid to be suspended from the corner A of the base. 


D FiG. 13-35 


In the initial position, the pyramid should be kept with its base on the ground 
and the line joining А with the centre of gravity С, parallel to the V.P. In the top 
view, g will coincide with o the top view of the axis. 


(i) Draw a square abcd (in the top view) with ag, i.e. ao parallel to xy. Project the 
front view. Making g' at a distance equal to 1/4 of the axis from xy. Join a' with g. 


(ii) Tilt the front view so that a'g' is perpendicular to ху and project the top view. 
The axis will still remain parallel to the V.P. 


(іі) Reproduce this top view so that o4p4 (the top view of the axis) is inclined at 
45? to xy. The axis as a vertical plane will thus be making 45? angle with the 
V.P. Project the final front view. 

Fig. 13-35 shows the projections obtained by the change-of-reference-line method. 

This book is accompanied by a computer CD, which contains an audiovisual 

animation presented for better visualization and understanding of the 

subject. Readers are requested to refer Presentation module 30 for the 

following problem. 


Problem 13-22. (fig. 13-36): A hexagonal pyramid, base 25 mm side and axis 
55 mm long, has one of its slant edges on the ground. A plane containing that edge 
and the axis is perpendicular to the Н.Р. and inclined at 45° to the V.P. Draw its 
projections when the apex is nearer the V.P. than the base. 


Assume the pyramid to be resting on the ground on its base with a slant edge 
parallel to the V.P. 
(i) Draw the top view of the pyramid with a side of the hexagon parallel to 
xy. The lines ao and do for the slant edges will also be parallel to xy. 
Project the front view. 


(ii) Tilt this front view so that a'o' or d'o' is in xy. Project the second top view. 


САПЕ 
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(iii) Draw a new reference line хуу; making 45° angle with o4d4 (the top view 
of the axis) and project the final front view. 


FiG. 13-36 


The problem is thus solved by combination of the change-of-position and change- 
of-reference-line methods. 

Problem 13-23. (fig. 13-37): Draw the projections of a cube of 25 mm long edges 
resting on the Н.Р on one of its corners with a solid diagonal perpendicular to the V.P. 


b h by 


(i) (ii) | (ii) 
МС. 13-37 
Assume the cube to be resting on one of its faces on the Н.Р. with a solid 
diagonal parallel to the V.P. 
(i) Draw a square abcd in the top view with its sides inclined at 45° to xy. 
The line ac representing the solid diagonals AG and СЕ is parallel to xy. 
Project the front view. 
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(ii) Tilt the front view about the corner g' so that the line e'c' becomes parallel 
to xy. Project the second top view. The solid diagonal CE is now parallel 
to both the H.P. and the V.P. 


(іі) Reproduce the second top view so that the top view of the solid diagonal, viz. 
есі is perpendicular to xy. Project the required front view. 


Problem 13-24. (fig. 13-38): 
A triangular prism, base 40 mm 
side and axis 50 mm long, is 
lying on the H.P. on one of its 
rectangular faces with the axis 
perpendicular to the V.P. A cone, 
base 40 mm diameter and axis 50 
mm long, is resting on the H.P. 
and is leaning centrally on a face 
of the prism, with its axis parallel 
to the VP. Draw the projections 
of the solids and project another 
front view on a reference line making 
60% angle with xy. 


к 


TAL 


It will first be necessary to 
draw the cone with its base on 
the H.P. to determine the length A 
of its generator and to project a C 


the top view. FiG. 13-38 
Next, draw a triangle a'b'c' for the prism and a triangle 0177 for the cone as 


shown by the construction lines. Project the top view. Draw a reference line x4y4 
and project the required front view as shown. 


ДХ 


Problem 13-25. А pentagonal prism is resting оп опе of the corners of its base 
on the H.P The longer edge containing that corner is inclined at 45? to the H.P. 
The axis of the prism makes an angle of 30? to the МР Draw the projections of 
the solid. 


Also, draw the projections of the solid when the top view of axis is inclined at 30° 
to xy. Take the side of base 45 mm and height 70 mm. 


() Assuming the prism to be resting on its base on the horizontal plane, 
draw its projections keeping one of the sides of its base perpendicular to xy. 


(ii) Redraw the front view so that the edge c'3' is inclined at 45° to xy. Project 
the required top view as shown in fig. 13-39(i). 


(iii) Determine the apparent angle of inclination which the top view of the axis 
should make with xy when the axis makes an angle of 30% with the V.P. 


(iv) Mark any point ру below xy. Draw a line p103 equal to the true length of 
the axis (70 mm) and inclined at 30° to xy. With р; as centre and radius 
equal to p401 (the length of the top view of the axis) draw an arc cutting 
the locus of o, at оң. Then B is the required apparent angle of inclination. 
Considering р101 as axis, reproduce the second top view and project the 
final front view as shown in fig. 13-39(i). 
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FIG. 13-39(1) 


(v) When the top view of axis makes an angle of 30? with the V.P, it is 
evident that p404 is inclined at 30? to xy. Hence, reproduce the top view 
and the front view as shown in fig. 13-39(ii). 


FIC. 13-39(ii) 


Problem 13-26 (fig 13-40): A square prism, with the side of its base 40 mm 
and axis 70 mm long is lying on one of its base edges on the H.P. in such a way 
that this base edge makes an angle of 45° with the V.P. and the axis is inclined at 
30° to the Н.Р. Draw the projections of the solid using the ‘auxiliary plane method". 


294 Engineering Drawing [Ch. 13 


(i) In the initial position assume the axis of the prism to be perpendicular to 
the H.P. Draw the projections as shown. 


(ii) Draw a new reference line x;y; making an angle of 30° with the front view 
of the axis, to represent an auxiliary horizontal plane. Draw projectors 
from а, b' с, а" and 1', 2', 3', 4' perpendicular to x;y; and on them, mark 
these points keeping the distance of each point from хуу; equal to its 
distance from xy in the top view. Join the points as shown. 


(iii) Draw another reference line x;y; inclined at 45° to the line a1 (or 62). 
From the auxiliary top view, project the required new front view, keeping 
the distance of each point from x5y5, equal to its distance from xy, i.e. 


qi" = g1' etc. Join the points as shown. Note that the view is obtained 
by observing the auxiliary top view from the top, along the projectors. 
à ji 


FIG. 13-40 


Problem 13-27. A hexagonal prism, with the side of the hexagon 30 mm and 
height of 70 mm is resting on the H.P. on one of the edges of its hexagonal base 
in such a way that, the edge is at 60° to the VP. and the base is at 30° to the 
H.P. Draw to scale 1:1, the view from the front and the view from the top. 


Refer to fig. 13-41. 


(i) Draw the top view and the front view in simple position keeping the 
axis perpendicular to the H.P. 


(ii) Draw a new reference line x;y; making 60? angle with the axis. On it, 
project the auxiliary top view. 
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(iii) Draw another reference line xyz inclined at 60° to the edge of base c,d}. 
From the auxiliary top view, project the required new front view, keeping 
the distance of each point from хоуҙ, equal to its distance from хуу 
i.e. 93 = 43" etc. Join the points as shown. It should be noted that the 
edge of base away from xy) will be observed as full lines and nearest 
lines from xy will be dotted lines. i.e. c"d'", d"e" and ет" are full 
lines while Ға" a"b" and b"c" are dotted lines. Note that the view is 
drawn by observing the auxiliary top view from the top along the projectors. 


Yo 


FIG. 13-41 — 
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Problem 13-28. A regular pentagonal prism lies with its axis inclined at 60° to 
the Н.Р. and 30% to the V.P. The prism is 60 mm long and has a face width of 
25 mm. The nearest corner is 10 mm away from the V.P. and the farthest shorter 
edge is 100 mm from the H.P. Draw the projections of the solid. 


(i Draw initial position of the prism as shown in fig. 13-42. 
(ii) With 4' as centre and radius equal to 100 mm, draw an arc. Mark tangent 


to the arc making 60? with the axis as shown. This is a new reference line 
Xiy4. Project the required new top view. 


(iii) Draw another reference line xy, inclined at 30? angle to the axis of new 
top view. Project the various points to obtain new front view as shown in 
fig. 13-42. Observe the auxiliary top view from the top along the projectors. 


FIG. 13-42 


Problem 13-29. A square pyramid of 50 mm side of base and 50 mm length 
of axis is resting on one of its triangular faces on the H.P having a slant edge 
containing that face parallel to the VP. Draw the projections of the pyramid. 


() Assuming the axis of pyramid perpendicular to the Н.Р, draw the front 
view and the top view as shown in fig. 13-43. 


(ii) Draw new reference line x,y; coinciding with o'c' іп the front view. Project 
new top view, keeping the distance of a4, b4..04 from хуу; equal to the 
distance of a, Б,...о from xy. Join these points. 
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(iii) Draw another reference line хәуҙ parallel to the slant edge o4c4 or оу. 
Project new front view as shown. Observe auxiliary top view from the base 
a, b, c, d, o along projectors. — БЕЗІ 


50 


т р 


FG. 13-43 


Problem 13-30. A regular pentagonal pyramid, base 30 mm side and height 80 mm 
rests on one edge of its base on the ground so that the highest point in the base is 
30 mm above the ground. Draw its projection when the axis is parallel to the V.P. 


qe | о 


/ 


НС. 13-44 
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Draw another front view on a reference line inclined at 30° to the edge on 
which it is resting so that the base is visible. 


(|) Draw top view and front view in simple position assuming the axis of the 
pyramid perpendicular to the H.P. 


(ii) Draw a parallel line at a distance of 30 mm from xy. Mark the point c' on the 
line xy and reproduce the front view as shown fig. 13-44. 


(iii) Project points а, Б, с etc. and obtain new top view keeping distance of points 
a4, by, C4 etc. from xy equal to distance of а, b, c, etc. from the line xy. 

(iv) Draw another reference line x;y; making an angle of 30° with the side of 
base c4d4 and obtain a new front view as shown. Note that the base is 
visible. Observe from the base a, b, c, d, e along the projectors. 


Problem 13-31. A regular pentagonal pyramid with the sides of its base 30 mm 
and height 80 mm rests on an edge of the base. The base is tilted until its apex 
is 50 mm above the level of the edge of the base on which it rests. Draw the 
projection of the pyramid when the edge on which it rests, is parallel to the V.P. 
and the apex of the pyramid points towards V.P. 


о 


"o, | 


by 


b 
ay 


(i) Draw top view and front view assuming the axis of the pyramid perpendicular 
to the H.P. as shown in fig. 13-45. 


(ii) Draw a parallel line at a distance of 50 mm from xy. Reproduce the front 
view as shown. Draw projectors from points а, Б, c' etc. vertically from 
the front view and horizontally from the points a, b, c etc. from the 
previous top view. Complete the new top view, joining the intersection of 
the projectors in the correct sequence as shown. 


FiG. 13-45 
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(iii) Redraw the top view keeping c,d; parallel to xy. Project the points 
а, бі, c4 etc. vertically from the new top view and horizontal projectors 
from the points a', b', c' etc. of the front view. Join the intersection points 
of both the projectors in the correct sequence as shown. 


Problem 13-32. A right regular pentagonal pyramid, with the sides of the base 
30 mm and height 65 mm rests on the edge of its base on the horizontal plane, 
the base being tilted until the vertex is at 60 mm above the H.P. Draw the projections 
of the pyramid when the edge on which it rests, is made parallel to FRP. Assuming 
the pyramid to be resting on its base on the horizontal plane, draw its projections 
keeping one of the sides of the base perpendicular to xy. 


Method 1: Changing position of reference line [fig. 13-46(1)]: 

(i) With о! as centre and radius equal to 60 mm, draw an arc. Draw the tangent 
to the arc passing through с ог а". This is a new reference line хуз. Project 
the required top view. 

(ii) Draw another reference line xy parallel to c4d4. Project new front view 


as shown. Observe auxiliary top view from the base a, b, c, d, e along 
the projectors. 


FIG. 13-46(1) 


Method П: Changing positions of solid [(fig. 13-46(ii)]: 


(i) Draw a line 60 mm parallel to xy. Mark point c' or а" on xy. With c' as 
centre and the radius equal to ос, draw an arc cutting the above line at о”. 
With o' and c' as centre and radius equal to ос and a'c' draw an arc 
cutting each other at the point a'. Join a', o' and c' as shown. Project the 
required top view as shown. 


(ii) Redraw the top view keeping side of base са" parallel to xy. Project new 
front view as shown. 
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FIG. 13-46(1) 
Problem 13-33. The front view, part top view and part auxiliary view of a 
casting are given in fig. 13-47(i). Project its side view. 
See fig. 13-47(ii). 
The construction for the ellipse for 38 mm diameter circle has been shown in 


detail. Horizontal distances are taken from the auxiliary view. Other ellipses are 
drawn in the same manner. 


FiG. 13-47 


The projection of a sphere in any position on any plane is always a circle whose 
diameter is equal to the diameter of the sphere (fig. 13-48). This circle represents 
the contour of the sphere. 
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A flat circular surface is formed when a sphere is cut by a plane. A hemisphere 
(i.e. a sphere cut by a plane passing through its centre) has a flat circular face 
of diameter equal to that of the sphere. 


When it is placed on the ground on its flat face, its front 
view is а semi-circle, while its top view is a circle Пір. 13-49(i)]. 


When the flat face is inclined to the H.P. or the ground 
and is perpendicular to the V.P it is seen as ап ellipse 


(partly hidden) in the top view [fig. 13-49(i)], while the : 4 
contour of the hemisphere is shown Бу the arc of the 
circle drawn with radius equal to that of the sphere. 

Fig. 13-50 shows the projections of a sphere, a small portion 
of which is cut off by a plane. Its flat face is perpendicular to 
the H.P. and inclined to the V.P. An ellipse is seen in the front 
view within the circle for the sphere. 

FIG. 13-48 


FIG. 13-49 | FIG. 13-50 


When the flat face of a cut sphere is perpendicular to the V.P. and inclined to 
the H.P., its projections can be drawn as described in problem 13-34. 


Problem 13-34. (fig. 13-51): A brass 
flower-vase is spherical in shape with 
flat, circular top 35 cm diameter and 
bottom 25 cm diameter and parallel to 
each other. The greatest diameter is 40 
cm. Draw the projections of the vase 
when its axis is parallel to the V.P. and 
makes an angle of 60? with the ground. 


(i) Draw the front view of the vase 
resting on its bottom with its 
axis vertical. Project the top view. 


(ii) Tilt the front view so that the 
axis makes 60? angle with xy 
and project the top view. Note 
that a part of the ellipse for 
the bottom is also visible. FiG. 13-51 
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(1) Spheres in contact with each other: Projections of two equal spheres resting 
on the ground and in contact with each other, with the line joining their centres parallel 
to the V.P, are shown in fig. 13-52. 


FiG. 13-52 FiG. 13-53 


As the spheres are equal in size, the line joining their centres is parallel to the 
ground also. Hence, both ab and a'b' show the true length of that line (i.e. equal 
to the sum of the two radii or the diameter of the spheres). The point of contact 
between the two spheres is also visible in each view. 


If the position of one of the spheres, say sphere B, is changed so that the line 
joining their centres is inclined to the УР, in the front view, the centre b' will 
move along the line a'b' їо b'4. The true length of the line joining the centres and 
the point of contact are now seen in the top view only. 


When the sphere B is so moved that it remains in contact with the sphere A and 
the line joining their centres is parallel to the V.P., but inclined to the ground (fig. 13-53), 
the true length of that line and the point of contact are visible in the front view only. 


Problem 13-35. (fig. 13-54): Three equal spheres of 38 mm diameter are resting 
on the ground so that each touches the other two and the line joining the centres 
of two of them is parallel to the V.P. 


A fourth sphere of 50 mm diameter is placed on top of the three spheres so 
as to form a pile. Draw three views of the arrangement and find the distance of 
the centre of the fourth sphere above the ground. 


As the spheres are resting on the ground and are equal in size, the lines joining 
their centres will be parallel to the ground. In the top view, the centres will lie at the 
corners of an equilateral triangle of sides equal to the sum of the two radii, i.e. 40 mm. 


Draw (in the top view) an equilateral triangle abc of 40 mm long sides with one 
side, say ab, parallel to xy. At its corners, draw three circles of 40 mm diameter. 
Project the front view. The centres will lie on a line parallel to and 20 mm above xy. 


When the fourth sphere is placed on top, its centre d in the top view will be 
in the centre of the triangle. In the front view, it will lie on a projector through d. 


The true distance between the centre of the top sphere and that of any one of the bottom 
spheres will be equal to the sum of the two radii, viz. 20 mm + 25 mm, i.e. 45 mm. 
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FIG. 13-54 


But as none of the lines da, db or dc is parallel to xy, their front views will 
not show their true lengths. Therefore, to locate the position of the centre of the 
top sphere in the front view, 


(i) 
(ii) 
(iii) 


(iv) 


make one of the lines, say da, parallel to xy; 
project a4 to аң on the path of a’ and 


with аң as centre and radius equal to 45 mm, draw an arc cutting the 
projector through d at the required point d'. With d' as centre and radius 
equal to 25 mm, draw the required circle which will be partly hidden as 
shown. h is the distance of the centre of the sphere from the ground. 


Project the side view. As са" is parallel to the new reference line, са" 
will be equal to 45 mm and the point of contact p' between the spheres 
having centres c and d will be visible. 


(2) Unequal spheres: When two unequal spheres are on the ground and are in 
contact with each other, their point of contact and the true length of the line joining 
their centres will be seen in the front view if that line is parallel to the V.P. In the top 
view, the length of the line will be shorter but will remain constant even when it is 
inclined to the V.P. 


Problem 13-36. (fig. 13-55): Three spheres A, B and C of 75 mm, 50 mm and 
30 mm diameters respectively, rest on the ground each touching the other two. 
Draw their projections and show the three points of contact when the line joining 
the centres of the spheres A and B is parallel to the V.P. 


(i) 


With centre a' and radius equal to 37.5 mm, draw a circle of sphere A, 
mark a' at 37.5 mm above xy in front view. With a'b' equal to 62.5 mm, 
mark point b' 25 mm above xy. With b' as centre and radius equal to 
25 mm, draw a circle of sphere B in front view. 
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(ii) 


(ii) 


(iv) 


(v) 
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Project the centres and obtain points a and b on a line parallel to xy іп top 
view. With a as centre and radius equal to 37.5 mm of sphere A, and with b 
as centre and radius equal to 25 mm of sphere B, draw circles in the top view. 


Similarly, draw the views of sphere C 
in contact with spheres A and B. 


With a as centre and radius equal to 
ac, and with b as centre and radius 
equal to bc, draw arcs intersecting 
each other at c;. With c; centre draw 
top view of the sphere C. 


Draw the projector through c; to cut 
the path of c' at с. Then с; is the 
required centre of the sphere C in 
the front view. p, 41 and r4, and p', 
44 and г; are the points of contact 
in the top view and the front view 
respectively. 


Problem 13-37. (fig. 13-56): À square 
prism, base 20 mm side and axis 50 mm 
long, is resting on its base on the ground 
with two faces perpendicular to the V.P. 
Determine the radius of four equal spheres 
resting on the ground, each touching a face 
of the prism and other two spheres. Draw 
the projections of the arrangement. 


FIG. 13-56 
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(i) 


(ii) 


(iii) 


(iv) 


Draw the front and top views of the prism. In the top view, draw 
diagonals of the square (intersecting each other at o) and produce them on 
both sides. 


Draw the bisectors of angles bce and cbf intersecting each other at p. 
From p, draw a perpendicular pq to bc. Then pq is the required radius of 
the sphere and p is the centre of the circle for the sphere. 


Obtain the other three centres in the same manner. Or, with o as centre 
and radius equal to op, draw a circle to cut the centre lines through o at 
the required centres. Draw the four circles. 


Draw a bisector of angle b'2'y intersecting the projector through p at p'. 
Then p' is the centre of the sphere in the front view. The centres for the 
other circles will lie on the horizontal line through p'. Project their exact 
positions from the top view and draw the circles. 


Problem 13-38. (fig. 13-57): Six equal spheres are resting on the ground, each 
touching other two spheres and a triangular face of a hexagonal pyramid resting on 


its base 


Draw the projections of the solids when a 
side of the base of the pyramid is perpendicular to 


the V.P. 


Determine the diameter of each sphere. Base of 
the pyramid 20 mm side; axis 50 mm long. 


(i) 


ii 


© perpendicular to xy. - 


(ii). 


(iv) 


on the ground. 


Draw the projections of the pyramid in 
the required position. Assuming the solid 
to be a prism, locate the positions of 
the centre of one sphere (viz. р апа р) 
in the two views. 


Draw a line joining p' with a' (the centre 
of the base) which coincides with 2'. The 
centre of the required sphere will lie 
on this line. Draw a bisector of angle 
озу cutting ар” at с. Draw a line са 


With c' as centre and radius с'9', draw опе FIG. 13-57 

of the required circles. Project с to c on 

op in the top view. Then c is the centre of the circle in the top view. 
Other centres may be located in the top view as shown and projected 
down in the front view. 


Draw the six circles in the top view and four in the front view as shown 
in the fig. 13-57. 


Problem 13-39. The projections of a paper-weight with a spherical knob are given 
in fig. 13-580). Draw the two views and project another top view when its flat base 
makes an angle of 60% with the Н.Р. 


See fig. 13-58(ii) which is self-explanatory. 
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FIG. 13-58 


Problem 13-40. (fig. 13-59): A vertical hexagonal prism of base side 20 mm and 
thickness 15 mm has one side of hexagon perpendicular to the V.P. A right cone of 
34 mm diameter and height 40 mm is placed on the top face of prism such that the 
base of cone touches top surface of prism while the axes of both coincide. Draw the 
front view and top view of the combined object. Draw also projections when axes of 
combined solid is inclined at 35? with auxiliary plane. 


(i) 


(ii) 


(iii) 
(iv) 
(v) 


(vi) 


Draw the top view of hexagonal prism keeping one of sides perpendicular to 


xy. (i.e. ab or ed). Project above xy line and draw the front view of prism of 


height 15 mm. 


Inscribe circle in the top view touching sides of the prism. Project it in the 
front view and mark. the height of the cone as shown. - 


Draw auxiliary x4y4 inclined at 35? with the axes of the combined solids. 
Draw the projectors from the various points of combined solids in the front view. 


Taking distance of various points from the top view of combined solids from 
xy and mark same distances along the respective projectors. 


Complete auxiliary top view as shown. 


Problem 13-41. (fig. 13-60): A vertical cylindrical. disc of thickness 10 mm and 
diameter 50 mm is resting on the ground. А vertical frustum of pentagonal pyramid, 
having bottom of 20 mm sides, top face of 40 mm sides with 60 mm height is resting 
on the top surface of the disc so that axes of the both solids coincide. Take one of sides 
of the base of pentagon is perpendicular to VP. Draw the projections of combined solid 
when the axis of combined solids is inclined to 30° with the Н.Р. 


(i) 


Draw the top view of frustum of pyramid (pentagon) keeping one of the sides 
perpendicular to xy as shown. 


Art. 13-5] Projections of Solids 307 


(ii) Project the front view marking height of cylindrical disc and frustum of the 
pyramid 10 mm and 60 mm respectively. 


(iii) Draw a line at angle of 30? with xy. (As axis is inclined with H.P., its inclination 
observed in the front view). 


(iv) Reproduce the front view considering inclined line as axes of the combined 
solids. 


(v) Draw the vertical projectors from various points of the front view. 


(уі) Draw horizontal projectors to intersect respective vertical projectors. Obtain 
the auxiliary top view as shown. 


о 


FIG. 13-59 


Problem 13-42. (fig. 13-61): A right hexagonal prism of side 25 mm and 20 тт 
thick with one side of the base is perpendicular to the V.P. resting on the ground. A 
vertical frustum of square pyramid of base 20 mm sides and top face side 30 mm and 
height 50 mm is resting on the prism such that one side of square makes 45? with the 
V.P. Assume that axes of both solids are coinciding. Draw the projections of the combined 
solids when top corner of the square pyramid is 70 mm above the ground (Н.Р). 
Determine angle of combined solids with the H.P. 
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FIG. 13-61 


(i) Draw the top view and front view as shown in figure. Keep one side of the 
hexagonal perpendicular to the xy. 


(ii) Project the front view as shown. 


(iii) Draw a parallel line at distance 70 mm away from xy. Reproduce the front view 
of the combined solids as shown. 


(м) Draw the projectors from the new front view. 
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(у) Draw from the top view horizontal projectors to intersect respective projectors 
drawn from the new front view. 


(м) Complete the top view as shown. 


1. A rectangular block 75 mm x 50 mm x 25 mm thick has a hole of 30 mm 
diameter drilled centrally through its largest faces. Draw the projections 
when the block has its 50 mm long edge parallel to the H.P. and perpendicular 
to the V.P. and has the axis of the hole inclined at 60? to the Н.Р 

2. Draw the projections of a square pyramid having one of its triangular faces 
in the У.Р. and the axis parallel to and 40 mm above the Н.Р. Base 30 mm 
side; axis 75 mm long. 

3. A cylindrical block, 75 mm diameter and 25 mm thick, has a hexagonal hole 
of 25 mm side, cut centrally through its flat faces. Draw three views of the 
block when it has its flat faces vertical and inclined at 30? to the V.P. and two 
faces of the hole parallel to the H.P. 

4. Draw three views of an earthen flower pot, 25 cm diameter at the top, 15 
cm diameter at the bottom, 30 cm high and 2.5 cm thick, when its axis 
makes an angle of 30? with the vertical. 

5. A tetrahedron of 75 mm long edges has one edge parallel to the H.P. and 
inclined at 45? to the V.P. while a face containing that edge is vertical. Draw 
its projections. 

6. A hexagonal prism, base 30 mm side and axis 75 mm long, has an edge of 
the base parallel to the H.P. and inclined at 45? to the V.P. Its axis makes an 
angle of 60? with the H.P. Draw its projections. 

7. A pentagonal prism is resting on a corner of its base on the ground with a 
longer edge containing that corner inclined at 45? to the H.P. and the vertical 
plane containing that edge and the axis inclined at 30? to the V.P. Draw its 
projections. Base 40 mm side; height 65 mm. 

8. Draw three views of a cone, base 50 mm diameter and axis 75 mm long, 
having one of its generators in the V.P. and inclined at 30° to the H.P., the 
apex being in the H.P. 

9. A square pyramid, base 40 mm side and axis 90 mm long, has a triangular 
face on the ground and the vertical plane containing the axis makes an angle 
of 45? with the V.P. Draw its projections. 

10. A frustum of a pentagonal pyramid, base 50 mm side, top 25 mm side and 
axis 75 mm long, is placed on its base on the ground with an edge of the 
base perpendicular to the V.P. Draw its projections. Project another top view 
on a reference line parallel to the line which shows the true length of the 
slant edge. From this top view, project a front view on an auxiliary vertical 
plane inclined at 45° to the top view of the axis. 

11. Draw the projections of a cone, base 50 mm diameter and axis 75 mm long, 
lying on a generator on the ground with the top view of the axis making an 
angle of 45° with the V.P. | 

12. The front view, incomplete top view and incomplete auxiliary top view of a 
casting are given in fig. 13-47. Draw all the three views completely in the 
third-angle projection. 
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14. 


15. 


16. 


das 


18. 


19. 


A line sketch (in two views) of a shed with a curved 
roof is given in fig. 13-62. Draw its front view on an 
auxiliary vertical plane inclined at 60° to the V.P. All 
dimensions are in metres. Scale, 10 mm - 0.5 m. 


The front view of a hexagonal pyramid [base 25 mm 
side] having one of its triangular faces resting centrally 
on a triangular face of a square pyramid [base 50 mm 
side and axis 50 mm long] is given in fig. 13-63. The 
plane containing the two axes is parallel to the V.P. 
Draw the top view of the solids. From this top view, 
project a front view on a reference line ху; inclined at 
30% to xy; (ii) from the given front view, project another 
top view оп a reference line xy inclined at 45° to xy. 


A cube of 50 mm long edges is resting on the ground 
with its vertical faces equally inclined to the V.P. A 
hexagonal pyramid, base 25 mm side and axis 50 mm 
long, is placed centrally on top of the cube so that | FIG. 13-62 
their axes are in a straight line and two edges of its 

base parallel to the V.P. Draw 

the front and top views of the 
solids. Project another top view 

on an А.Р. making an angle 

of 45? with the H.P. From this 

top view project another front 

view on an auxiliary vertical X 
plane inclined at 30? to the top 

view of the combined axis. 


Four equal spheres of 25 mm 

diameter are resting on the З 
ground, each touching the other Д 
two spheres, so that а line 

i FIG. 13-63 

joining the centres of two 

touching spheres is inclined at 30° to the V.P. A fifth sphere of 30 mm 
diameter is placed centrally on top of the four spheres, thus forming a pile. 
Draw the projections of the spheres and measure the height of the centre of 
the top sphere above the ground. 


Three spheres of 25 mm, 50 mm and 75 mm diameter respectively are resting on 
the ground so that each touches the other two. Draw their projections when the 
top view of the line joining centres of any two of them is perpendicular to the V.P. 


Three equal cones, base 50 mm diameter and axis 75 mm long, are placed on 
the ground on their bases, each touching the other two. A sphere of 40 mm 
diameter is placed centrally between them. Draw three views of the arrangement 
and determine the height of the centre of the sphere above the ground. 


Five equal spheres are resting on the ground each touching the other two spheres 
and a vertical face of a pentagonal prism of 25 mm side. Determine the diameter 
of the spheres and draw the projections when a side of the base of the prism is 
perpendicular to the V.P. 


Ехе. 


20. 


21. 


22. 


29; 


24. 


25: 


26. 


27. 


28. 


29. 


30. 


31, 
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Four equal spheres are resting on the ground, each touching the other two 
spheres and a triangular face of a square pyramid, having base 25 mm side and 
axis 50 mm long. Draw their projections and find the diameter of the spheres. 


One of the body diagonals of a cube of 45 mm edge is parallel to the H.P. 
and inclined at 45? to the V.P. Draw the front view and the top view of the cube. 


A pentagonal pyramid, base 40 mm side and height 75 mm rests on one edge of 
its base on the ground so that the highest point in the base is 25 mm above the 
ground. Draw its projections when the axis is parallel to the V.P. Draw another 
front view on a reference line inclined at 30° to the edge on which it is resting, 
and so that the base is visible. 


A thin lamp shade in the form of a frustum of a cone has its larger end 200 mm 
diameter, smaller end 75 mm diameter and height 150 mm. Draw its three views 
when it is lying on its side on the ground and the axis parallel to the V.P. 


A bucket made of tin sheet has its top 200 mm diameter and bottom 125 mm 
diameter with a circular ring 40 mm wide attached at the bottom. The total 
height of the bucket is 250 mm. Draw its projections when its axis makes 
an angle of 60? with the vertical. 


A hexagonal pyramid, side of the base 25 mm long and height 70 mm, has one 
of its triangular faces perpendicular to the H.P. and inclined at 45? to the V.P. 
The base-side of this triangular face is parallel to the H.P. Draw its projections. 


A pentagonal pyramid has an edge of the base in the V.P. and inclined at 30? to 
the H.P., while the triangular face containing that edge makes an angle of 45? with 
the V.P. Draw three views of the pyramid. Length of the side of the base is 30 
mm, while that of the axis is 80 mm. 


A square pyramid, base 40 mm side and axis 75 mm long is placed on the 
ground on one of its slant edges, so that the vertical plane passing through that 
edge and the axis makes an angle of 30? with the V.P. Draw its three views. 


A hexagonal prism, side of base 40 mm and height 50 mm is lying on the 
ground on one of its bases with a vertical face perpendicular to the V.P. A 
tetrahedron is placed on the prism so that the corners of one of its faces 
coincide with the alternate corners of the top surface of the prism. Draw the 
projections of the solids. Project another top view on an auxiliary inclined 
plane making 45? with the H.P. | 


A square duct is in the form of a frustum of a square pyramid. The sides 
of top and bottom are 150 mm and 100 mm respectively and its length is 
150 mm. It is situated in such a way that its axis is parallel to the Н.Р. and 
lies in a plane inclined at 60° to the V.P. Draw the projections of the duct, 
assuming the thickness of the duct-sheet to be negligible. 


A pentagonal pyramid, base 30 mm edge and axis 75 mm long, stands upon 
a circular block, 75 mm diameter and 25 mm thick, so that their axes are 
in a straight line. Draw the projections of the solids when the base of the 
block is inclined at 30? to the ground, an edge of the base of the pyramid 
being parallel to the V.P. 


The body diagonal of a cube is 75 mm long. The cube has a central 25 mm square 
hole. The faces of the hole make 45° with the side faces of the cube. Draw the 
projections of the cube when a body diagonal is perpendicular to the H.P. 
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22; 


33. 


34. 


35. 


36. 


27: 


38. 


39. 


40. 


41. 


42. 


A bucket, 300 mm diameter at the top and 225 mm diameter at the bottom has 
a circular ring 225 mm diameter and 50 mm wide attached at the bottom. The 
total height of the bucket is 300 mm. Draw the projections of the bucket when 
its axis is inclined at 60* to the H.P. and as a vertical plane makes an angle of 
45% with the V.P. Assume the thickness of the plate of the bucket to be equal to 
that of a line. 


The vertex-angle of the cone just touching the edges of a vertical hexagonal 
pyramid 125 mm in height is 45°. Draw the projections of the pyramid on a 452 
inclined plane when the former is truncated by a plane making 45? with the axis 
and bisecting the axis. 


A knob of a machine handle consists of 15 mm diameter x 150 mm long 
cylindrical portion and 40 mm diameter spherical portion. The centre of the 
sphere lies on the axis of the cylindrical portion. Draw the projections if its 
axis is inclined at 45? to the horizontal plane. 


Six equal spheres rest on the ground in contact with each other and also with the 
slanting faces of a regular upright hexagonal pyramid, 25 mm edge of base and 
125 mm length of axis. Draw the projections and find the diameter of the sphere. 


A cylinder, 100 mm diameter and 150 mm long, has a rectangular slot 50 mm 
х 30 mm cut through it. The axis of the slot bisects the axis of the cylinder at 
right angles and the 50 mm side of the slot makes an angle of 60? with the base 
of the cylinder. Draw three views of the cylinder. 


A very thin glass shade for a table lamp is the portion of a sphere 125 mm 
diameter included between two parallel planes at 15 mm and 55 mm from the 
centre, making the height 70 mm. If the axis of the shade is inclined at 30? to 
the vertical, obtain the projections of the shade. 


А cone frustum, base 75 mm diameter, top 35 mm diameter and height 65 mm 
has a hole of 30 mm diameter drilled through it so that the axis of the hole 
coincides with that of the cone. It is resting on its base on the ground and is 
cut by a section plane perpendicular to the V.P., parallel to an end generator and 
passing through the top end of the axis. Draw sectional top view and sectional 
side view of the frustum. 


Three vertical poles AB, CD and EF are respectively 5, 8 and 12 metres long. 
Their ends B, D and F are on the ground and lie at the corners of an 
equilateral triangle of 10 metres long sides. Determine graphically the distance 
between the top ends of the poles, viz. AC, CE and EA. 


Two cylinders of 80 mm diameter each meet each other at right angles. The axis 
of one of the cylinders is parallel to both the reference planes and is 40 mm in 
front of the axis of the other cylinder. Draw three views of the cylinders showing 
lines of intersection in them. Take any suitable lengths of the cylinders. 


A tetrahedron of side 40 mm rests on the top face of a hexagonal prism of 
base and height 25 mm such that their apex coincide. Draw the projections 
when the combination rests with one of the sides of the prism on the Н.Р, 
is perpendicular to the V.P, and the axis is inclined at 30? to the Н.Р. 


A pentagonal pyramid, base 30 mm side and axis 70 mm long, has one of 
its slant edges in the H.P. and inclined at 30? to the V.P. Draw the projections 
of the solid when the apex is towards the observer. 


Invisible features of ап object are shown by dotted lines in their projected views. 
But when such features are too many, these lines make the views more complicated 
and difficult to interpret. In such cases, it is customary to imagine the object as 
being cut through or sectioned by planes. The part of the object between the 
cutting plane and the observer is assumed to be removed and the view is then 
shown in section. 


The imaginary plane is called a section plane or a cutting plane. The surface 
produced by cutting the object by the section plane is called the section. It is 
indicated by thin section lines uniformly spaced and inclined at 45*. 


The projection of the section along 
with the remaining portion of the object 
is called a sectional view. Sometimes, only 
the word section is also used to denote 
a sectional view. 

(1) Section planes: Section planes 
are generally perpendicular planes. They 
may be perpendicular to one of the 
reference planes and either perpendicular, 
parallel or inclined to the other plane. 
They are usually described by their traces. 
It is important to remember that the 
projection of a section plane, on the plane 
to which it is perpendicular, is a straight 
line. This line will be parallel, perpendicular 
or inclined to xy, depending upon the 
section plane being parallel, per-pendicular 
or inclined respectively to the other 
reference plane. 


| As per latest B.I.S. convention 
(SP: 46-2003), the cutting-plane line should 
be drawn as shown in fig. 3-2 which is 
reproduced here in fig. 14-1 for ready 
reference. 
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(c) CUTTING PLANE AT CHANGING POSITION 
Fic. 14-1 
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(2) Sections: The projection of the section on the reference plane to which the 
section plane is perpendicular, will be a straight line coinciding with the trace of 
the section plane on it. Its projection on the other plane to which it is inclined 
is called apparent section. This is obtained by 


(i) projecting on the other plane, the points at which the trace of the section 

plane intersects the edges of the solid and 

(ii) drawing lines joining these points in proper sequence. 

(3) True shape of a section: The projection of the section on a plane parallel 
to the section plane will show the true shape of the section. Thus, when the section 
plane is parallel to the H.P. or the ground, the true shape of the section will be 
seen in sectional top view. When it is parallel to the V.P, the true shape will be 
visible in the sectional front view. 


But when the section plane is inclined, the section has to be projected on an 
auxiliary plane parallel to the section plane, to obtain its true shape. When the 
section plane is perpendicular to both the reference planes, the sectional side view 
will show the true shape of the section. In this chapter sections of different solids 
are explained in stages by means of typical problems as follows: 


1. Sections of prisms 
Sections of pyramids 
Sections of cylinders 
Sections of cones 
Sections of spheres. 


2, 
3. 
4. 
Э 


These are illustrated according to the position of the section plane with reference 
to the principal planes as follows: 


(1) Section plane parallel to the V.P. 

(2) Section plane parallel to the H.P. 

(3) Section plane perpendicular to the H.P. and inclined to the V.P. 

(4) Section plane perpendicular to the V.P. and inclined to the H.P. 

(1) Section plane parallel to the У.Р, 

Problem 14-1. (fig. 14-2): A cube of 35 mm long edges is resting on the H.P. 
оп one of its faces with a vertical face inclined at 30° to the VP. It is cut by a 
section plane parallel to the V.P. and 9 mm away from the axis and further away 
from the V.P. Draw its sectional front view and the top view. 


In fig. 14-2(i), the section plane is assumed to be transparent and the cube is 
shown with the cut-portion removed. It can be seen that four edges of the cube 
are cut and hence, the section is a figure having four sides. 


Draw the projections of the whole cube in the required position [fig. 14-2(ii)]. 


As the section plane is parallel to the V.P, it is perpendicular to the Н.Р; 
hence, the section will be seen as a line in the top view coinciding with the H.T. 
of the section plane. 


(i) Draw a line H.T. in the top view (to represent the section plane) parallel 
іс xy and 9 mm from o. 
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(ii) Name the points at which the edges are cut, viz. ab at 1, bc at 2, gf at 
3 and fe at 4. 


(iii) Project these points on the corresponding edges in the front view and join 
them in proper order. 


As the section plane is parallel to the V.P., figure 1' 2' 3' 4' in the front 
view, shows the true shape of the section. 


Show the views by dark but thin lines, leaving the lines for the cut-portion 
fainter. 


(іу) Draw section lines in the rectangle for the section. 


FIG. 14-2 
(2) Section plane parallel to the H.P. 


Problem 14-2. (fig. 14-3): A triangular prism, base 30 mm side and axis 50 mm 
long, is lying on the H.P. on one of its rectangular faces with its axis inclined at 
30° to the V.P. It is cut by a horizontal section plane, at a distance of 12 mm above 
the ground. Draw its front view and sectional top view. 


FIG. 14-3 


Draw the projections of the prism in the required position. 
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As the section plane is horizontal, i.e. parallel to the Н.Р, it is perpendicular 
to the V.P. Hence, the section will be seen as a line in the front view, coinciding 
with the V.T. of the section plane. 


(i) Therefore, draw a line У.Т. in the front view to represent the section plane, 
parallel to xy and 12 mm above it. 


(ii) Name in correct sequence, points at which the edges аге cut viz. a'b' at 
1', ас at 2', d'f at 3' and d'e' at 4. 

(іі) Project these points on the corresponding lines in the top view and complete 
the sectional top view by joining them in proper order. 


As the section plane is parallel to the H.P., the figure 1 2 3 4 (in the top view) is 
the true shape of the section. 


(3) Section plane perpendicular to the H.P. and inclined to the V.P. 


Problem 14-3. (fig. 14-4): A cube in the same position as in problem 14-1, is 
cut by a section plane, inclined at 60% to the VP. and perpendicular to the Н.Р, 
so that the face which makes 60° angle with the V.P is cut in two equal halves. 
Draw the sectional front view, top view and true shape of the section. 


à 1420 c 
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The section will be seen as a line in the top view coinciding with the H.T. of 
the section plane. 


(0 Draw the projections of the cube. Draw a line H.T. in the top view inclined 
at 60% to xy and cutting the line ad (or bc) at its mid-point. 


(ii) Name the corners at which the four edges are cut and project them in the 
front view. As the section plane is inclined to the V.P, the front view of 
the section viz. 1' 2' 3' 4' does not reveal its true shape. Only the vertical 
lines show true lengths, while the true lengths of the horizontal lines are 
seen in the top view. 
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(iii) 


The true shape of the section will be seen when it is projected on an 
auxiliary vertical plane, parallel to the section plane. 


Therefore, draw a new reference line x,y, parallel to the H.T. and project 
the section on it. The distances of the points from x,y; should be taken 
equal to their corresponding distances from xy in the front view. Thus 4" 
and 3" will be on x4y4. 1" 4" and 2" 3" will be equal to 1' 4' and 2' 3' 


. respectively. Complete the rectangle 1" 2" 3" 4" which is the true shape of 


the section and draw section lines in it. 


(4) Section plane perpendicular to the V.P. and inclined to the Н.Р. 


Problem 14-4. (fig. 14-5): A cube in the same position as in problem 14-1 is 
cut by a section plane, perpendicular to the V.P, inclined at 45? to the H.P. and 
passing through the top end of the axis. (i) Draw its front view, sectional top view 
and true shape of the section. (ii) Project another top view on an auxiliary plane, 
parallel to the section plane. 


FIG. 14-5 


Тһе section will be seen as a line іп the front view. 


(i) 


(ii) 


Draw a line УЛ. in the front view, inclined at 45% to xy and passing 
through the top end of the axis. It cuts four edges, viz. a е at 1', a' b' 
at 2', c'd' at 3' and d'h' at 4. 

Project the top view of the section, viz. the figure 1 2 3 4. It does not 
show the true shape of the section, as the section plane is inclined to the H.P. 


To determine the true shape, an auxiliary top view of the section should 
be projected оп an A.LP. parallel to the section plane. 


(іі) Assuming the new reference line for the А.Р to coincide with the V.T., 


project the true shape of the section as shown by quadrilateral 1, 24 34 44. 
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The distances of all the points from the V.T. should be taken equal to 
their corresponding distances from xy in the top view, e.g. 1,1' = ет, 
444 — h'4 etc. 

(iv) To project an auxiliary sectional top view of the cube, draw a new reference 
line x4 y;, parallel to the У.Т. The whole cube may first be projected and the 
points for the section may then be projected on the corresponding lines for 
the edges. Join these points in correct sequence and obtain the required top view. 


(у) Draw section lines in the cut-surface, іп the views where it is seen. Keep 
the lines for the removed edges thin and fainter. 


Additional problems on sections of prisms: 


Problem 14-5. (fig. 14-6): А square prism, base 40 mm side, axis 80 mm long, 
has its base on the Н.Р. and its faces equally inclined to the V.P. It is cut by a 
plane, perpendicular to the V.P, inclined at 60° to the Н.Р. and passing through a 
point on the axis, 55 mm above the H.P. Draw its front view, sectional top view 
and another top view on an A.I.P. parallel to the section plane. 


The problem is similar to problem 14-4 and needs no further explanation. The 
true shape of the section is seen in the auxiliary top view. 


FIG. 14-6 


Problem 14-6. (fig. 14-7): A hexagonal prism, has a face on the H.P. and the 
axis parallel to the V.P. It is cut by a vertical section plane, the Н.Т. of which makes 
an angle of 45? with xy and which cuts the axis at a point 20 mm from one of 
its ends. Draw its sectional front view and the true shape of the section. Side of 
base 25 mm long; height 65 mm. 


(i) Draw the front view and the top view of the prism and show the Н.Т. of 
the section plane in the top view. Name in proper sequence, the points at 
which the lines are cut. 
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(ii) Project them on the corresponding lines in the front view. The positions of 
points 4 and 5 cannot be located directly. Hence, project them on the first 
top view to 44 on ef and 54 on ed. From this top view, obtain their 


positions 44 and 5' on the 
corresponding lines in the 
first front view. As the two 
front views are identical, 
these points can now be 
transferred to the second 
front view by making е'4' 
equal to e44 and e'5' equal 
to e'54. 4' and 5' are the 
projections of points 4 and 
5 respectively. Complete 
the sectional front view as 
shown. 


(iii) Obtain the true shape of 
the section on x,y, as 
explained in problem 14-3, 
making o"1" equal to o'1', 
etc. 


a 44 b 1 с | А 


P d 

ЕСЕТ 
ER КАА B 
f Cc =й 


FIG. 14-7 


Problem 14-7. (fig. 14-8): А pentagonal prism, base 28 mm side and height 
65 mm has an edge of its base on the Н.Р. and the axis parallel to the V.P. and 
inclined at 60? to the Н.Р. А section plane, having its Н.Т. perpendicular to xy, and 
the V.T. inclined at 60% to xy and passing through the highest corner, cuts the prism. 
Draw the sectional top view and true shape of the section. 


FIG. 14-8 
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(i) Draw the projections of the prism in the required position. = | 
© (ii) Draw the line V.T. passing through the highest corner 3' and inclined at 
607 to xy. A perpendicular to xy through V will be the Н.Т. of the section plane. 
(iii) Project the sectional top view and the true shape of the section, as shown 
in the figure. mE | ў | 
Problem 14-8. (fig. 14-9): A hollow square prism, base 40 mm side (outside), 
height 65 mm and thickness 8 mm is resting on its base on the H.P. with a vertical 
face inclined at 30? to the V.P. A section plane, inclined at 30? to the Н.Р, perpendicular 
to the VP. and passing through the axis at a point 12 mm from its top end, cuts 
the prism. Draw its sectional top view, sectional side view and true shape of the section. 
(i) Draw the projections of the prism in the given position, showing the hidden 
edges by dashed lines. m А | 
(ii) Draw a line УЛ. for the cutting plane and mark points at which the inside 
and outside edges are cut. | ЖЕ ios | 
(іі) Project the sectional top view, true shape of the section and the sectional 
side view as shown. 
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The following cases аге discussed in details. 
(1) Section plane parallel to the base of the pyramid. 
(2) Section plane parallel to the V.P. 
(3) Section plane perpendicular to the V.P. and inclined to the H.P. 
(4) Section plane perpendicular to the H.P. and inclined to the V.P. 
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(1) Section plane parallel to the base of the pyramid. 


Problem 14-8. (fig. 14-10): A pentagonal pyramid, base 30 mm side and axis 
65 mm long, has its base horizontal and an edge of the base parallel to the V.P. 
A horizontal section plane cuts it at a distance of 25 mm above the base. Draw 
its front view and sectional top view. 


(i) 


(ii) 


(iii) 


(iv) 


(2) 


FIG. 14-10 


Draw the projections of the pyramid in the required position and show a 
line М.Т. for the section plane, parallel to and 25 mm above the base. 


All the five slant edges are cut. 


Project the points at which they are cut, on the corresponding edges in the 
top view. The point 2' cannot be projected directly as the line ob is 
perpendicular to xy. But it is quite evident from the projections of other 
points that the lines of the section in the top view, viz. 3-4, 4-5 and 5-1 
are parallel to the edges of the base in their respective faces and that the 
points 1, 3, 4 and 5 are equidistant from o. 


Hence, line 1-2 also will be parallel to ab and 02 will be equal to o1, 03 
etc. Therefore, with o as centre and radius o1, draw an arc cutting ob at 
a point 2 which will be the projection of 2'. Complete the sectional top 
view in which the true shape of the section, viz. the pentagon 1, 2, 3, 4 and 5 
is also seen. 

Hence, when a pyramid is cut by a plane parallel to its base, the true 
shape of the section will be a figure, similar to the base; the sides of the 
section will be parallel to the edges of the base in the respective faces and 
the corners of the section will be equidistant from the axis. 


Section plane parallel to the V.P. 


Problem 14-10. (fig. 14-11): A triangular pyramid, having base 40 mm side and 
axis 50 mm long, is lying on the H.P. on one of its faces, with the axis parallel 
to the УР A section plane, parallel to the V.P. cuts the pyramid at a distance of 
6 mm from the axis. Draw its sectional front view and the top view. 
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(i) 


(ii) 


Draw the projections of the pyramid in the required position and show a 
line H.T. (for the cutting plane) in the top view parallel to xy and 6 mm 
from the axis. 


Project points 1, 2 and 3 (at which the edges are cut) on corresponding 
edges in the front view and join them. Figure 1' 2' 3' shows the true 
shape of the section. 


Уз 
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X1 
FIG. 14-11 FIG. 14-12 


(3) Section plane perpendicular to the МР, and inclined to the Н.Р. 


Problem 14-11. (fig. 14-12): А square pyramid, base 40 mm side and axis 65 
mm long, has its base on the H.P. and all the edges of the base equally inclined 
to the VP. It is cut by a section plane, perpendicular to the V.P, inclined at 45* 
to the Н.Р. and bisecting the axis. Draw its sectional top view, sectional side view 
and true shape of the section. 


(i) 


(ii) 


Draw the projections of the pyramid in the required position. The section 
plane will be seen as a line in the front view. Hence, draw a line V.T. 
through the mid-point of the axis and inclined at 45? to xy. Name in 
correct sequence the points at which the four edges are cut and project 
them in the top view. Here also, points 2' and 4' cannot be projected 
directly. 


Hence, assume a horizontal section through 2' and draw a line parallel to 
the base, cutting o' а at 24. Project 24 to 24 on oa іп the top view. From 
24 draw a line parallel to E and cutting ob at a point 2. Or, with o as 
centre and radius о 24, draw an arc cutting ob at 2 and ob at 4. Complete 
the section 1 2 3 4 by joining the points and draw section lines in it. 


Assuming the V.T. to be the new reference line, draw the true shape of the 
section. Project the side view from the two views. The removed portion of 
the pyramid may be shown by thin and faint lines. 
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(4) Section plane perpendicular to the H.P. and inclined to the V.P. 

Problem 14-12. (fig. 14-13): A pentagonal | 9, 
pyramid has its base on the Н.Р. and the 
edge of the base nearer the V.P, parallel to 
it. A vertical section plane, inclined at 45° to 
the V.P, cuts the pyramid at a distance of 6 
mm from the axis. Draw the top view, sectional 
front view and the auxiliary front view on an 
A.V P. parallel to the section plane. Base of 
the pyramid 30 mm side; axis 50 mm long. 


The section plane will be seen as a line in 
the top view. It is to be at a distance of 6 mm | 
from the axis. 


(i) Hence, draw a circle with o as centre 
and radius equal to 6 mm. 


(i) Draw a line H.T., tangent to this 
circle and inclined at 45° to xy. It can 
be drawn in four different positions, 
of which any one may be selected. FiG. 14-13 


(iii) Project points 1, 2 etc. from the top view to the corresponding edges in the 
front view. Here again, point 2 cannot be projected directly. The process 
shown in problem 14-11 must be reversed. With centre о and radius 02 draw an 
arc cutting any one of the slant edges, say oc at 24. Project 2; to 2, on ос. 


(iv) Through 24, draw a line parallel to the base, cutting o'b' at 2'. Then 2 
| is the required point. Complete the view. It will show the apparent section. 


(v) Draw a reference line x;y; parallel to the Н.Т. and project an auxiliary sectional 

. front view which will show the true shape of the section also. 
Additional problems on sections of pyramids: 

Problem 14-13. (fig. 14-14): 
A hexagonal pyramid, base 30 mm 
side and axis 65 mm long, is 
resting on its base on the H.P. 
with two edges parallel to the 
МР. It is cut by a section plane, 
perpendicular to the V.2 inclined 
at 45° to the Н.Р and intersecting ^ 
the axis at a point 25 mm above 
the base. Draw the front view, 
sectional top view, sectional side 
view and true shape of the 
section. 


This problem is similar to 
problem 14-11. In this case, 
the base is also cut and hence, 
the section is a heptagon. Care 
must be taken to name the 
points in proper sequence. FIG. 14-14 
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The true shape may be drawn on the V.T. as a new reference line or around 
the centre line a4d4, drawn parallel to the V.T. as shown. 


The distances of the points 14, 24 etc. from a, d4 are taken equal to the distances 
of points 1, 2 etc. from the line ad (which is parallel to xy). 


Problem 14-14. (fig. 14-15): A pentagonal pyramid, base 30 mm side and axis 
60 mm long, is lying on one of its triangular faces on the Н.Р. with the axis parallel 
to the V.P. A vertical section plane, whose H.T. bisects the top view of the axis and 
makes an angle of 30? with the reference line, cuts the pyramid, removing its top 
part. Draw the top view, sectional front view, true shape of the section and development 
of the surface of the remaining portion of the pyramid. 


(i) Draw the Н.Т. of the section plane and name the points at which the 
edges are cut, in correct sequence, i.e. mark the visible edges first and 
then the hidden edges. 


(ii) Project the sectional front view which will show the apparent section. 


(іі) Obtain the true shape of 
the section on хуу as a 
new reference line drawn 
parallel to the H.T. 


Development (fig. 14-16): The 
line оа! shows the true length of 
the slant edge. 


(i) With any point О as centre 
and radius оа, draw an 
arc and construct the 
development of the whole 

pyramid. Mark points on 
it, taking the positions of 
1 and 2 from the first top 
view and those of other 
points by projecting them 
on the true-length-line o'a'. 

(ii) Draw lines joining these 
points and complete the 
development as shown in 
the figure. 

Problem 14-15. (fig. 14-17): 

A hexagonal pyramid, base 30 mm 
side and axis 60 mm long, has a 
triangular face on the H.P. and the 
axis parallel to the V.P. It is cut bv 
a horizontal section plane which 
bisects the axis. Draw the front view 
and sectional top view and develop 
the surface of the cut-pyramid. 

The V.T. cuts six edges. The 

sectional top view shows the true 
FIG. 14-16 shape of the section also. 
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FIG. 14-17 


Development: None of the edges shows the 
true length of the slant edge. 


(i) Hence, determine the true length o'a', 
and draw the development of the whole 
pyramid. 


(ii) Locate positions of the points 1 and 6 
by projecting them on the first top view 
and positions of other points by drawing 
lines through them, parallel to the base 
and upto the true length line o^A. 


(іі) Mark these points on the development 

and complete it as shown. 

Problem 14-16. (fig. 14-18): A hexagonal pyramid, 
base 30 mm side and axis 75 mm long, resting on 
its base on the H.P. with two of its edges parallel 
to the V.P. is cut by two section planes, both 
perpendicular to the V.P. The horizontal section plane 
cuts the axis at a point 35 mm from the apex. The 
other plane which makes an angle of 45? with the 
H.P., also intersects the axis at the same point. 
Draw the front view, sectional top view, true shape 
of the section and development of the surface of 
the remaining part of the pyramid. FIG. 14-18 


(i) Draw lines V.T. and V47, for the two section planes. The top view will 
show the true shape of the horizontal section, the sides of which are 
parallel to the respective sides of the base. The true shape of the other 
section may be obtained on V,7, as the reference line or around ата. 


(ii) Draw the development with о” a’ or о” а” as radius and locate the points 
on it, as shown in the figure. 
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We shall now learn the following three cases. They are 


(1) Section plane parallel to the base 
(2) Section plane parallel to the axis 
(3) Section plane inclined to the base. 
(1) Section plane parallel to the base: 
When a cylinder is cut by a section plane 
parallel to the base, the true shape of the 
section is a circle of the same diameter. 


(2) Section plane parallel to the axis: 
When a cylinder is cut by a section plane 
parallel to the axis, the true shape of the 
section is a rectangle, the sides of which 
are respectively equal to the length of the 
axis and the length of the section plane 
within the cylinder (fig. 14-19). When the 
section plane contains the axis, the rectangle 
will be of the maximum size. 


(3) Section plane inclined to the base: 


2 FIG. 14-19 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 31 for 
the following problem. 
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Problem 14-17. (fig. 14-20): A cylinder of 40 mm diameter, 60 mm height and having 
its axis vertical, is cut by a section plane, perpendicular to the V.P., inclined at 45° to 
the Н.Р. and intersecting the axis | | 
32 mm above the base. Draw 
its front view, sectional top view, 
sectional side view and true shape 
of the section. 


FIG. 14-20- 
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As the cylinder has no edges, a number of lines representing the generators may 
be assumed on its curved surface by dividing the base-circle into, say 12 equal parts. 


() Мате the points at which these lines are cut by the УЛ. In the top view, 
these points lie on the circle and hence, the same circle is the top view 
of the section. The width of the section at any point, say с, will be equal 
to the length of the chord cc, in the top view. 


(ii) The true shape of the section may be drawn around the centre line ag 
drawn parallel to V.T. as shown. It is an ellipse the major axis of which 
is equal to the length of the section plane viz. a'g, and the minor axis 
equal to the diameter of the cylinder viz. dd. 


(iii) Project the sectional side view as shown. The section will be seen as a 
circle because the section plane makes 45? angle with xy. 


Additional problems on sections of cylinders: 


Problem 14-18. (fig. 14-21): A cylinder 50 mm diameter and 60 mm long, is 
resting on its base on the ground. It is cut by a section plane perpendicular to the 
VP, the V.T. of which cuts the axis at a point 40 mm from the base and makes 
an angle of 45? with the H.P. Draw its front view, sectional top view and another 
sectional top view on an А.Р. parallel to the section plane. 


In this case, the top end of the cylinder is also cut. Hence, the true shape of 
the section is a part of an ellipse as shown in the auxiliary top view. 


A 


\ ” 
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Problem 14-19. (fig. 14-22): А cylinder, 
55 mm diameter and 65 mm long, has its axis 
parallel to both the H.P. and the VP. It is 
cut by a vertical section plane inclined at 30* 
to the МР, so that the axis is cut at a point 
30 mm from one of its ends and both the bases 
of the cylinder are partly cut. Draw its sectional 
front view and true shape of the section. 
Draw the projections of the cylinder and 
a line H.T. for the section plane. Project 
the points at which the bases and the lines 
are cut. The points on the bases cannot be 
projected directly. Therefore, project them 
() To the first top view i.e. a to a4 
and e to e. 
(ii) Then to the first front view, i.e. а; 
to аң апа ең to ең. 
(iii) Finally, transfer them to the second 
front view to a' and e' each, at two 
places as shown. 


[Ch. 14 


FIG. 14-22 


(ivy) Draw the true shape of the section either on a new reference line or symmetrically 
around the centre line and making aa equal to аа, cc equal to сс' etc. 
Problem 14-20. (fig. 14-23): A hollow cylinder, 50 mm outside diameter, 
axis 70 mm long and thickness 8 mm has its axis parallel to ihe V.P. and inclined 
at 30° to the vertical. It is cut in two equal halves by a horizontal section plane. 


Draw its sectional top view. 


The figure is self-explanatory. Note that a part of the ellipse for the inside 


bottom will also be visible. 
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This is discussed in details as follows: 


(1) Section plane parallel to the base of the cone. 
(2) Section plane passing through the apex of the cone. 


(3) Section plane inclined to the base of the cone at an angle smaller than the 
angle of inclination of the generators with the base. 


(4) Section plane parallel to a generator of the cone. 


(5) Section plane inclined to the base of the cone at an angle greater than the 
angle of inclination of the generators with the base. 


(1) Section plane parallel to the base of the cone: 


The cone resting on the Н.Р. on its base [fig. 14-24(i)] is cut by a section 
plane parallel to the base. The true shape of the section is shown by the 
circle in the top view, whose diameter is equal to the length of the section 
viz. аа. The width of the section at any point, say Б, is equal to the length 
of the chord bb. 


Problem 14-21. [fig. 14-24(i)]: 7o locate the position in the top view of any 
given point p' in the front view of the above cone. 
Method 1: 


(i) Through р’, draw a line гг parallel to the base. | 
(ii) With o as centre and diameter equal to гг, draw a circle in the top view. 


(iii) Project p' to points р and ру on this circle. p is the top view of р. pi 
is the top view of another point p; on the back side of the cone and 
coinciding with p'. The chord рр shows the width of the horizontal section 
of the cone at the point p'. This method may be called the circle method. 


ЕНГІ 
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Method il: 


When the position of a point in the top view say q is given, its front view q' 
can be determined by reversing the above process. 


(i) With centre o and radius oq, draw a circle cutting the horizontal centre 
line at s. 


(ii) Through s, draw a projector cutting the slant side o'1' at s'. 


(iii) Draw the line s's' parallel to the base, intersecting a projector through q 
at the required point 4. 


(2) Section plane passing through the apex of the cone: 


Problem 14-22. [fig. 14-25(i): А cone, diameter of base 50 mm апа axis 
50 mm long is resting on its base on the H.P It is cut by a section plane 
perpendicular to the V.P, inclined at 75? to the Н.Р. and passing through the apex. 
Draw its front view, sectional top view and true shape of the section. 


Draw the projections of the cone and on it, show the line V.T. for the section 
plane. 


Mark a number of points а, b' etc. on the V.T. and project them to points а, 
b etc. in the top view by the circle method. It will be found that these points lie 
on a straight line through o. 


Thus, od is the top view of the line or generator o'd' and triangle odd, is the 
top view of the section. The width of the section at any point b' on the section 
is the line bb4, obtained by projecting b' on this triangle. This method is called the 
generator method. 


Project the true shape of the section. It is an isosceles triangle, the base of 
which is equal to the length of the chord on the base-circle and the altitude is 
equal to the length of the section plane within the cone. 


FiG. 14-25 
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Problem 14-23. [fig. 14-25(ii)]: To determine by generator method, the position 
in the top view of a given point p' in the front view of the above cone. 


Draw the line o'p' and produce it to cut the base at r'. Project r' to points r and 
r4 on the base-circle in the top view. Draw lines or and огу. Thus, or is the top view 
of the generator o'r', and or, that of the generator (at the back) which coincides with 
оғ. Project p' to p and р; on or and or, respectively. Thus, p is the top view of p', 
апа p4 is the top view of another point on the other side of the cone and coinciding 
with p'. The line pp, is the width of the horizon-section of the cone at p'. 


The position in the front view of any point in the top view, say q, may be 
determined by reversing the process. Draw the line oq and produce it to cut the 
base-circle at s. Project s to s' on the base іп the front view. Join o' with s'. 
Through, q, draw a projector to cut o's' at the required point 4. 


Sectional views of cones may be obtained by applying any one of the above 
two methods for locating the positions of points. The generator method is more 
suitable particularly when the cone is in inclined positions. 


(3) Section plane inclined to the base of the cone at an angle smaller than 
the angle of inclination of the generators with the base: 


Problem 14-24. A cone, base 75 mm diameter and axis 80 mm long is resting 
on its base on the H.P. It is cut by a section plane perpendicular to the УР, 
inclined at 45? to the H.P. and cutting the axis at a point 35 mm from the apex. 
Draw its front view, sectional top view, sectional side view and true shape of the section. 


Draw a line V.T. in the required position in the front view of the cone. The 
positions of points on this line and the width of section at each point can be 
determined by one of the methods explained in problem 14-21 and problem 14-23 
and as described below. 


(i) Generator method [fig. 14-26(i) and 
fig. 14-26(ii)]: 


(a) Divide the base-circle into a number 
of equal parts, say 12. Draw lines 
(i.e. generators) joining these points 
with o. Project these points on the line 
representing the base in the front view. 


(b) Draw lines o' 2', o' 3' etc. cutting the 
line for the section at points b', c' 
etc. Project these points on the 
corresponding lines in the top view. 
For example, point b' on o'2', also 
represents point ЫҢ on o'-12' which 
coincides with o'-12'. Therefore, 
project b' to b on о 2 and to b, on 
о'-12'. b and b4 are the points on the | 
section (in the top view). TET FIG. 14-26(1) 


(c) Similarly, obtain other points. Point d' cannot be projected directly. Hence, 
the same method as in case of pyramids should be employed to determine 
the positions d and а, as shown. In addition to these, two more points 


332 Engineering Drawing [Ch. 14 


(d) 


for the maximum width of the section at its centre should also be obtained. 
Mark т”, the mid-point of the section and obtain the points m and m4. 
Draw a smooth curve through these points. 


The true shape of the section may be obtained on the V.T. as a new 
reference line or symmetrically around the centre line ag, drawn parallel to 
the V.T. as shown. It is an ellipse whose major axis is equal to the length 
of the section and minor axis equal to the width of the section at its 
centre. TL + 


Draw the sectional side view by projecting the points on corresponding generators, 
as shown. 


FIG. 14-26(i1) 


(ii) Circle method (fig. 14-27): 


(a) 


(b) 


Divide the line of section into a number of equal parts. Determine the width 
of section at, and the position of each division-point in the top view by the circle 
method. For example, through с, draw a line с"с" parallel to the base. 
With o as centre and radius equal to half of с"с", draw an arc. Project c' 
to c апа c4 on this arc. Then с and с) are the required points. The 
straight line joining с and сі will be the width of the section at с. 
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(c) Similarly, obtain all other points and draw a smooth curve through them. 
This curve will show the apparent section. The maximum width of the 
section will be at the mid-point e'. It is shown in the top view by the 
length of the chord joining е and e4. 

(d) Draw a reference line x4 y4 parallel to the V.T. and project the true shape 
of the section. In the figure, the auxiliary sectional top view of the truncated 
cone is shown. lt shows the true shape of the section. 


The sectional side view (not shown in the figure) may be obtained by projecting 


all the division-points horizontally and then marking the width of the section at 
each point, symmetrically around the axis of the cone. 


FIG. 14-27 


(4) Section plane parallel to а generator of the cone: 

Problem 14-25. (fig. 14-28): The cone in same position as in problem 14-24, is cut by 
a section plane perpendicular to the V.P. and parallel to and 12 mm away from one of 
its end generators. Draw its front view, sectional top view and true shape of the section. 


() Draw a line V.T. (for the section plane) parallel to and 12 mm away from 
the generator o'1'. 


334 Engineering Drawing [Ch. 14 


(ii) Draw the twelve generators in the top view and project them to the front 

. мем. All the generators except o'1', о' 2' and o'-12' are cut by the section 
plane. Project the points at which they are cut, to the corresponding 
generators in the top view. The width of the section at the point where 
the base is cut will be the chord aa;. Draw a curve through a...f...a;. The 
figure enclosed between aa, and the curve is the apparent section. 


(iii) Obtain the true shape of the section as explained in the previous problem. 
It will be a parabola. 


Fic. 14-28 


(5) Section plane inclined to the base of the cone at an angle greater than 
the angle of inclination of the generators with the base: 


. This book is accompanied Бу a computer CD, which contains an audiovisual 

*, animation presented for better visualization and understanding of the 

subject. Readers are requested to refer Presentation module 32 for the 
following problem. 

Problem 14-26. Піс. 14-29(i) and fig. 14-29(ii)]: A cone, base 45 mm diameter 
and axis 55 mm long is resting on the Н.Р. on its base. It is cut by a section plane, 
perpendicular to both the Н.Р. and the VP. and 6 mm away from the axis. Draw 
its front view, top view and sectional side view. 


The section will be seen as a line, perpendicular to xy, in both the front view 
and the top view. The side view will show the true shape of the section. The width 
of the section at any point, say с, will be equal to cc, obtained by the circle 
method [fig. 14-29(i)]. 

() Draw the side view of the cone. 


(ii) Project the points (on the section) in the side view taking the widths from the 
top view. For example, through c' draw a horizontal line. Mark on it points c" 
апа сң equidistant from and on both sides of the axis so that с" с" = ссі. 


(1) Draw a curve through the points thus obtained. It will be a hyperbola. 


Art. 14-4] Sections of Solids 335 


Fig. 14-29(ii) shows the views obtained by the generator method. 
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Additional problems on sections of cones: 


Problem 14-27. (fig. 14-30): A cone, diameter of base 50 mm and axis 65 mm 
long, is lying on the H.P. on one of its generators with the axis parallel to the V.P. 
It is cut by a horizontal section plane 12 mm above the ground. Draw its front view, 
sectional top view, and development of its surface. 


Use the generator method and project the points in the top view. The curve 
will show the true shape of the section viz. a parabola. 
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For development, the true lengths of the cut-generators are obtained by drawing lines 


parallel to the base. Positions of points a and a, are determined by projecting them on the 
base-circle in the first top view. 


0 


Нс, 14-30 

Problem 14-28. (fig. 14-31): А cone, base 70 mm diameter, axis 75 mm long апа 
resting on its base on the Н.Р, is cut by a vertical section plane, the Н.Т. of which 
makes an angle of 60? with the reference line and is 12 mm away trom the top view of 
the axis. (i) Draw the sectional front view and the true shape of the section. (ii) Also draw 
the sectional front view and the top view when the same section plane is parallel to the МР 
0 0, 


ЖО 
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() Draw a circle with centre o and radius equal to 12 mm. 
(ii) Draw a line for the section plane, tangent to this circle and inclined at 60° 


to xy [fig. 14-31(i)]. 


(iii) Project the front view by the generator method as shown. Note how the 


point f' is obtained. 


Fig. 14-31(ii) shows the two views when the section plane is parallel to the V.P. 


Problem 14-29. (fig. 14-32): A cone, base 60 mm diameter and axis 60 mm 
long is lying on the H.P. on one of its generators with the axis parallel to the V.P. 
A vertical section plane parallel to the generator which is tangent to the ellipse (for 
the base) in the top view, cuts the cone bisecting the axis and removing a portion 
containing the apex. Draw its sectional front view and true shape of the section. 


() Мате in correct sequence the points at which the base and the generators 
are cut and project them in the front view. 


(ii) Project the true shape of the section on the new reference line x; y4 drawn 


parallel to the H.T. 
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Problem 14-30. (fig. 14-33): A cone, base 60 mm diameter and axis 75 mm 
long, is resting on the Н.Р. on its base. It is cut by a section plane, perpendicular 
to the УР, inclined at 45° to the H.P. and intersecting the axis 30 mm above the 
base. Draw its front view and sectional top view. Also draw its top view when it 
is lying on the ground on its cut-surface with the axis parallel to the УР. 


See the figure which is self-explanatory. Note that, when the cone is tilted so 
as to lie on the cut-surface, its base is fully visible, while the section is hidden 


in the top view. 
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These are discussed in details as under. 

(1) Section plane parallel to the H.P. 

(2) Section plane parallel to the V.P. 

(3) Section plane perpendicular to the V.P. and inclined to the H.P. 

(4) Section plane perpendicular to the H.P. and inclined to the V.P. 

(1) Section plane parallel to the Н.Р; When a sphere is cut by a plane, the 
true shape of the section is always a circle. 

The sphere in fig. 14-34 is cut by a horizontal section 
plane. The true shape of the section (seen in the top view) is 
a circle of diameter а'а'. The width of the section at any point 
say b', is equal to the length of the chord bb. 

(2) Section plane parallel to the V.P: When the sphere is 
cut by a section plane parallel to the V.P. (fig. 14-35), the true 
shape of the section, seen in the front view, is a circle of 
diameter cc. The width of section at any point d is equal to 
the length of the chord d'd'. 


АЧ 


НС. 14-35 FIG. 14-36 ҒІС. 14-37 


(3) Section plane perpendicular to the V.P. and inclined to the H.P.: 


Problem 14-31. (fig. 14-36): A sphere of 50 mm diameter is cut by a section 
plane perpendicular to the VP., inclined at 45? to the H.P. and at a distance of 
10 mm from its centre. Draw the sectional top view and true shape of the section. 
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Draw a line (for the section plane) inclined at 45? to xy and tangent to the circle 
of 10 mm radius drawn with o' as centre. Mark a number of points on this line. 
Method 1: 

(i) Find the width of section at each point in the top view as shown in 

fig. 14-34. For example, the chord cc is the width of section at the point с. 

(ii) Draw a curve through the points thus obtained. It will be an ellipse. The 

. true shape of the section will be a circle of diameter ag. 

Method И: 

It is known that the true shape of the section is a circle of diameter equal to 
ag. The width of section at any point say c' is equal to the chord c4c4 on this 
circle. Therefore, project с' to points c in the top view so that cc = сусу. Similarly, 
obtain other points and draw the ellipse through them. 

Fig. 14-37 shows the sectional front view and true shape of the section when 
the section plane is vertical and inclined to the V.P. 

(4) Section plane perpendicular to the Н.Р. and inclined to the V.P: 

Problem 14-32. (fig. 14-38): The projections of a hemisphere 50 mm diameter, 
placed centrally on the top of a frustum of a hexagonal pyramid, base 32 mm side, 
top 20 mm side and axis 50 mm long are given. Draw the sectional front view 
when the vertical section plane Н.Т. inclined at 45? to the V.P. and 10 mm from 
the axis, cuts them. Also draw the true shapes of the sections of both the solids. 


| 
ЖОС 
А 
Dis x 
eS 


А 
el 


4 


X»? 


6 


ў 


(Third-angle projection) 
FiG. 14-38 
The widths of the section of the sphere at various points are obtained from the 
semi-circle drawn in the top view. 
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Problem 14-33. A solid composed of 2 
a half-cone and a half-hexagonal pyramid — | | : 
5 | 
7 ^X 
V.P. and contains an edge of the base of the WY 
pyramid. Draw its sectional top view, true. | 
shape of the section and development of 07 А 
J ШИ ` Д | À Я е S >; 
the surface of the remaining portion. Base Ж 
of cone 60 mm diameter; axis 70 mm long. YG 
ay P, 2 
i a 


is shown in fig. 14-39. It is cut by a 
e 
EZ 


section plane, which makes an angle of 
@ 
% % 
^ (i) Draw a line V.T. inclined at 30^ Yj NT 1 
to the base and passing through 224 | Y | 
x b \ i> 


30° with the base, is perpendicular to the LL 


а. 
(ii) Project the sectional top view. Note \ ay, 3 
how points b and b4 are obtained. | v 
; | Жат! 
The true shape of the section will N | 
be partly elliptical. "s E К, ЖҰР 
(iii) Draw the development of the v4 Hf JN $ 


half-cone and half-pyramid and 
show the lines for the section 
in it. 

Problem 14-34. (fig. 14-40): A cylinder, 
base 50 mm diameter and axis 75 mm 
long, has a square hole of 25 mm side 
cut through it so that the axis of the hole 
coincides with that of the cylinder. The 
cylinder is lying on the Н.Р. with the axis 
perpendicular to the V.P. and the faces of 
the hole equally inclined to the H.P. 


A vertical section plane, inclined at 


60° to the V.P. cuts the cylinder in 2 
two equal halves. Project the front * Ж 
view of the cylinder on ап A.V.P. parallel Ж 


<< 
SSS 


to the section plane. 


(i) Assuming the cylinder to be 
whole, draw its auxiliary front 
view. 


(ii) Project the points at which the 
generators of the cylinder and 
the edges of the hole are cut. 
The section of the cylinder will 
be a part of an ellipse. Join the 
points at which the edges of 
the hole are cut. The back edges Fic. 14-40 


ee) 
. 


С 
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of the hole will be visible within 
the section and hence, must 
be shown as full lines. 

(iii) Complete the view by 

showing the section and the 
remaining portion of the 
cylinder with dark lines. 

Problem 14-35. (fig. 14-41): 
A square prism axis 110 mm long 
is resting on its base in the H.P. 
The edges of the base are equally 
inclined to V.P. 

The prism is cut by ап ALP. 
passing through the mid-point of 
the axis in such a way that the true 
shape ofthe section is rhombus having. 
diagonals of 100 mm and 50 mm. 
Draw the projections and determine 
the inclination of A.1.P. with the Н.Р. 

с 
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(0 Draw the top view апа the front 
view as shown. 


(ii) Mark the mid-point of the axis 
in the front view. 


(iii) With the mid-point of the axis 
as centre and radius equal to 50 
mm (half of the longer diagonal 
i.e. 100 mm), draw an arc cutting 
the two opposite vertical sides 
of the prism. Project the points 
and complete the true shape as 
shown. 


Problem 14-36. (fig. 14-42): A vertical 
cylinder 50 mm diameter is cut by ап 
AVP. making 30° to the V.P. in such а 
way that the true shape of the section is 
a rectangle of 40 mm x 80 mm sides. 
5 Draw the projections and the true shape 
FIG. 14-42 of the section. 
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(i) Draw a top view and an front view of the cylinder. 
(ii) Draw хуу; at 30° to xy in such a way that the chord length in the top view 
is 40 mm. Project points 1, 2, 3 and 4 and draw the rectangle of 40 mm x 
80 mm as shown. | 
Problem 14-37. (fig. 14-43): A hexagonal pyramid, base 30 mm side and axis 
70 mm long is resting on its slant edge of the face on the horizontal plane. 
А section plane, perpendicular to the V.P, inclined to the Н.Р. passes through the 
highest corner of the base and intersecting the axis at 25 mm from the base. Draw the 
projections of the solid and determine the inclination of the section plane with the H.P. 


V 
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(i) Draw the top view апа the front view keeping one of the sides of the base 

parallel to xy. 

(ii) With a' and о, as centres and radii equal to ай" and оа" draw arcs 

intersecting each other at point d'. Draw a section plane passing through 
d' and point 25 mm away from the base along the axis as shown. 

(iii) Measure the angle by V.T. with xy. 

Problem 14-38. (fig. 14-44): А pentagonal pyramid, base side 30 mm, length of 
axis 80 mm is resting on a base edge on the H.P. with a triangular face containing 
that edge being perpendicular to the VP. and inclined to the Н.Р at 60°. It is cut 
by a horizontal section plane whose V.T. passes through the mid-point of the axis. 
Draw the front view, sectional top view and add a profile view. 

(i) Draw the top view and the front view keeping one of the sides of the base 

perpendicular to xy. 

(ii) Tilt the front view on the points c', d' as shown. 

(iii) Draw a line parallel to xy and passing through the mid-point of the axis 

representing V.T. of the section plane. 

(iv) Complete the projection as shown. 
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Problem 14-39. (fig. 14-45): А 
cone, diameter of the base 60 mm 
and axis 70 mm long is resting on its 
base on the Н.Р. It is cut by an АПР, 
so that the true shape of the section 
is an isosceles triangle having 50 mm 
base. Draw the top view, the front 
view and the true shape of the section. 


When a section plane passes 
through an apex of a cone and cuts 
the base of the cone, the true-shape 
of section is a triangle. 


(i) Draw a top view and an front 
view as shown. 


(i) Mark chord ab of 50 mm (the 
base of triangle) in the top 
view. Project points a and b 
in the front view intersecting 
base at a' or Б. Join points a’ 
and о”. 


This represents V.T. of the 
section plane. 
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FIG. 14-45 


(iii) Considering line У.Т. as new line x4 y4, draw the projectors from о, a' and Ё". 


(iv) Construct the true shape of triangle as shown. 
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Problem 14-40. (fig. 14-46): A square pyramid of 60 mm side of base and 
70 mm length of axis is resting on its base on the Н.Р, having a side of base 
perpendicular to the V.P. It is cut by two cutting planes. One is parallel to its 
extreme right face and 10 mm away from it. While the other is parallel to the 
extreme left face. 


Both the cutting planes intersect each other on the axis of the pyramid. Draw 
the sectional top view, front view and the left hand side view. 
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FIG. 14-46 
(i) Draw the top view and the front view as shown. 


(ii) Draw lines V.T. and V4T4 representing section planes in the front view 
| intersecting at 2' and 3'. 


(iii) Complete the projections. Note that the intersection points 2' and 3' are 
transferred on the slant edge o'b' and then projected in the top view. 


Problem 14-41. (fig. 14-47): A cylinder of diameter 50 mm and axial height 
90 mm having 34 mm square hole centrally along the axis, rests on a point on the 
circular edge of the base remaining on the H.P. The axis of the cylinder is parallel 
to the V.P. and inclined at 30° to the H.P. and the rectangular faces of the square 
hole remain equally inclined to the V.P. A section plane perpendicular to the V.P. and 
inclined to the horizontal plane passing through the mid-point of the axis, such that 
the apparent section in the top view is a circle of 50 mm diameter cuts the cylinder. 
Draw the front view, section plane, true shape of the section and find the inclination 
of the section plane with Н.Р. 


Fig. 14-47 shows the projections of the solid. Note that the generators 4 and 
6 cut the apparent section at the points s, 4, 51 and g4. These points are transferred 
in the front view as shown. The required section plane must pass through the 
midpoint of the axis, and s, q (s, and q4). | | 
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FIG. 14-47 


Problem 14-42. (fig. 14-48): A cylindrical disc of 46 mm diameter is resting on the 
H.P. and has height of 20 mm. A hexagonal prism of side 23 mm and height of 30 mm 
is resting on the disc such that their axes are in one line and its faces are equally inclined 
with the V.P. It is cut by the auxiliary plane, offset 10 mm infront of the centre of the 
disc апа is inclined at 40° with xy. Draw the жаа of combined. solids and obtain 
true shape of the section. | 2 


(i) Draw the projections of the combined solids with given positions. 


(ii) Draw an offset circle of 10 mm radius and mark a cutting plane inclined at 
40°, touching this circle. | | 


(iii) Project various points in the front view as shown. . 
(iv) Draw x4y4 parallel to the cutting plane. 
(v) Obtain true shape as shown. 
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Problem 14-43. (fig. 14-49): A square 
prism of 40 mm side is resting on Н.Р 
and has height of 30 mm. Its faces are 
equally inclined with the V.P. A frustum of 
cone having base diameter 40 mm and top 
30 mm diameter with height 30 mm is 
kept on the prism such that axes of the 
both solids are coinciding. А sectional plane 
cuts the combined axes and inclined at 55? 
with H.P. passes through left corners of the 
prism. Draw the front view and section top 
view. Draw also true-shape of the section. 


(i) Draw the top view and front view 
of combined solid as shown. 


(ii) In front view, draw a section plane 
at angle of 55? with xy passing 
through the corner of square prism. 
Mark points 1, 2', 3', 4', 5' and 
6' as shown. 

(iii) Project these points in the top 


view and draw section line as | 


shown in fig. 14-49. 
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(iv) Draw a new reference line хуу 
| parallel to the section plane and 
project the section on it. 


(у) The distances of the points from 
x1y4 should be taken equal to their 
corresponding distances from xy in 
the top view of combined solids. 

Problem 14-44. (fig. 14-50): A horizontal 

frustum of square pyramid having front square . 
of 20 mm side and back square of 30 mm 
at length of 60 mm has axis perpendicular 


Le | | y 
to the VP. and the side of square is inclined -р | | 

to 45° with H.P. It is cut by section plane | ae 
making 40° with V.P. and passing through a | em 


point on axis 30 mm from the surface of large 
square side. Draw projections of the frustum. 


() Mark point b' and construct the 
square а b' с а with sides equally ә | 
inclined to the ху. This is а front view 
of the frustum of square pyramid. 

(ii) Project the top view such that the 
axis remains perpendicular to xy as 
shown in fig. 14-50. 


(iii) Draw a section plane at distance D a | 
of 20 mm along axis from large Е | | 
S le of 40% with v | 
quare at angie of 40" with xy. 

(іу) Mark the points p, q, г, s and project | 
them in the front view. Draw section | | Ы lg 
lines in the front view for the section 2 
апа complete the view. | | .. FiG. 14-50 


1. A cube of 50 mm long edges is resting on the H.P. with a vertical face inclined 
at 30? to the V.P. It is cut by a section plane, perpendicular to the V.P., inclined 
at 30? to the H.P. and passing through a point on the axis, 38 mm above the 

Н.Р. Draw the sectional top view, true shape of the section and development 
of the surface of the remaining portion of the cube. 

2. A hexagonal prism, side of base 35 mm and height 75 mm is resting on one 
of its corners on the H.P. with a longer edge containing that corner inclined 
at 60? to the H.P. and a rectangular face parallel to the V.P. A horizontal 
section plane cuts the prism in two equal halves. 

(i) Draw the front view and sectional top view of the cut prism. 
(ii) Draw another top view on an auxiliary inclined plane which makes an angle 
of 45? with the Н.Р. | | 

3. A pentagonal prism, side of base 50 mm and length 100 mm has a rectangular 
face on the Н.Р. and the axis parallel to the V.P. It is cut by а vertical section 
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plane, the H.T. of which makes an angle of 30? with xy and bisects the axis. 
Draw the sectional front view, top view and true shape of the section. Develop 
the surface of the remaining half of the prism. 


A hollow square prism, base 50 mm side (outside), length 75 mm and thickness 
9 mm is lying on the H.P. on one of its rectangular faces, with the axis 
inclined at 30? to the V.P. A section plane, parallel to the V.P. cuts the prism, 
intersecting the axis at a point 25 mm from one of its ends. Draw the top 
view and sectional front view of the prism. 


A cylinder, 65 mm diameter and 90 mm long, has its axis parallel to the H.P. 
and inclined at 30? to the V.P. It is cut by a vertical section plane in such 
a way that the true shape of the section is an ellipse having the major axis 
75 mm long. Draw its sectional front view and true shape of the section. 


A cube of 65 mm long edges has its vertical faces equally inclined to the V.P. 
It is cut by a section plane, perpendicular to the V.P., so that the true shape of 
the section is a regular hexagon. Determine the inclination of the cutting plane 
with the H.P. and draw the sectional top view and true shape of the section. 


A vertical hollow cylinder, outside diameter 60 mm, length 85 mm and thickness 
9 mm is cut by two section planes which are normal to the V.P. and which 
intersect each other at the top end of the axis. The planes cut the cylinder 
on opposite sides of the axis and are inclined at 30? and 45? respectively to 
it. Draw the front view, sectional top view and auxiliary sectional top views 
on planes parallel to the respective section planes. 


A square pyramid, base 50 mm side and axis 75 mm long, is resting on the 
Н.Р. on one of its triangular faces, the top view of the axis making an angle 
of 30? with the V.P. It is cut by a horizontal section plane, the V.T. of which 
intersects the axis at a point 6 mm from the base. Draw the front view, 
sectional top view and the development of the sectioned pyramid. 


A pentagonal pyramid, base 30 mm side and axis 75 mm long, has its base 
horizontal and an edge of the base parallel to the V.P. It is cut by a section 
plane, perpendicular to the V.P, inclined at 60? to the H.P. and bisecting the 
axis. Draw the front view and the top view when the pyramid is tilted so that 
it lies on its cut-face on the ground with the axis parallel to the V.P. Show the 
shape of the section by dotted lines. Develop the surface of the truncated pyramid. 


A tetrahedron of 65 mm long edges is lying on the H.P. on one of its faces, 


with an edge perpendicular to the V.P. It is cut by a section plane which is 


perpendicular to the V.P. so that the true shape of the section is an isosceles 
triangle of base 50 mm long and altitude 40 mm. Find the inclination of the 
section plane with the H.P. and draw the front view, sectional top view and 
the true shape of the section. | 


А hexagonal pyramid, base 50 mm side and axis 100 mm long, is lying оп 
the Н.Р. on one of its triangular faces with the axis parallel to the V.P. A 
vertical section plane the H.T. of which makes an angle of 30? with the 
reference line, passes through the centre of the base and cuts the pyramid, 
the apex being retained. Draw the top view, sectional front view, true shape 
of the section and the development of the surface of the cut-pyramid. 


A cone, base 75 mm diameter and axis 75 mm long, has its axis parallel to 
the V.P. and inclined at 45? to the H.P. A horizontal section plane cuts the 
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angle with xy. Draw the sectional front view | 
апа true shape of the sections. | „ HG 14-51. 
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cone through the mid-point of the axis. Draw the front view, sectional top 


view and an auxiliary top view on a plane parallel to the axis. 


A cone, base 65 mm diameter and axis 75 mm long, is lying on the H.P. on 
one of its generators with the axis parallel to the V.P. A section plane which is 
parallel to the V.P. cuts the cone 6 mm away from the axis. Draw the sectional 
front view and development of the surface of the remaining portion of the cone. 


The cone in above problem 13 is cut by a horizontal section plane passing 
through the centre of the base. Draw the sectional top view and another top 
view on an auxiliary plane parallel to the axis of the cone. 


A hemisphere of 65 mm diameter, lying on the H.P. on its flat face, is cut 
by a vertical section plane inclined to the V.P. so that the semi-ellipse seen in 
the front view has its minor axis 45 mm long and half major axis 25 mm 
long. Draw the top view, sectional front view and true shape of the section. 


The top view of a cylinder 75 mm diameter, 
125 mm long, placed on top of the frustum of 
a cone, base 100 mm diameter, top 50 mm 
diameter and axis 125 mm long is shown in 
fig. 14-51. Both the solids are cut by a vertical 
section plane, the H.T. of which is 12 mm 
from the axis of the frustum and makes 30? 


A sphere of 75 mm diameter is cut by a section plane, perpendicular to the 
V.P. and inclined at 30° to the Н.Р. in such а way that the true shape of the 
section is a circle of 50 mm diameter. Draw its front view, sectional top view 
and sectional side view. | 


A frustum of a cone, base 75 mm diameter, top 50 mm diameter and axis 75 mm 
long, has a hole of 30 mm diameter drilled centrally through its flat faces. It is 
resting on its base on the H.P. and is cut by a section plane, the V.T. of which 
makes an angle of 60% with xy and bisects the axis. Draw its sectional top view 
and an auxiliary top view on a reference line parallel to the V.T., showing clearly 
the shape of the section. 


A hexagonal prism, side of the base 25 mm long and axis 65 mm long is 
resting on an edge of the base on the H.P., its axis being inclined at 60° to 
the H.P. and parallel to the V.P. A section plane, inclined at 45? to the V.P. 
and normal to the H.P, cuts the prism and passes through a point on the 
axis at a distance of 20 mm from the top end of the axis. Draw its sectional 
front view and true shape of the section. 


A pentagonal pyramid, edge of base 25 mm long and height 50 mm is resting 
on the H.P. on a corner of its base in such a way that the slant edge containing 
that corner makes an angle of 60° with the H.P. and is parallel to the V.P. 
it is cut by a section plane making an angle of 30° with the V.P., perpendicular 
to the H.P. and passing through a point on the axis at a distance of 6 mm 
from its base. Draw its sectional front view and true shape of the section. 


The distance between the opposite parallel faces of a 50 mm thick hexagonal 


block is 75 mm. The block has one of its rectangular faces parallel to the H.P. 
and its axis makes an angle of 30° with the V.P. It is cut by a section plane making 
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an angle of 30? with the H.P., normal to the V.P. and bisecting the axis. Draw its 
sectional top view and another top view on a plane parallel to the section. 


РОК is an isosceles triangle having base PR horizontal and 50 mm long, апа 
altitude 50 mm. A point A is taken on PR at a distance of 15 mm from P 
and a straight line AB is drawn parallel to РО cutting ОР at B. If AB is 
regarded as the V.T. of an inclined plane perpendicular to the V.P., cutting a 
cone of which POR is the front view, draw the sectional top view, sectional 
side view and true shape of the section. 


A cone of 55 mm diameter and 75 mm height is resting on the H.P. on one 
of its generators in such a way that, the generator is parallel to the V.P. It 
is cut by a plane parallel to the V.P. and inclined at 90? to the H.P. and 
passing through a point 15 mm in front of its axis. Draw the sectional front 
view and the top view of the cone. 


The true section of a vertical square prism cut by an inclined plane is a 
rectangle of 75 mm x 40 mm. The plane cuts one of the side faces at a 
height of 40 mm from the base. Draw three views of the cut prism when it 
rests on the cut face on the H.P. with its axis remaining parallel to the V.P. 


An equilateral triangular prism, base 50 mm side and height 100 mm is 
standing on the H.P. on its triangular face with one of the sides of that face 
inclined at 90° to the V.P. It is cut Бу an inclined plane in such a way that 
the true shape of the section is a trapezium of 50 mm and 12 mm parallel 
sides. Draw the projections and true shape of the section and find the angle 
which the cutting plane makes with the H.P. 


A horizontal cylinder, 30 mm diameter and length 60 mm, is placed centrally 
on the top of a frustum of a cone, diameter of the base 45 mm, diameter 
of the top 25 mm and height 45 mm. Draw a sectional front view of the two 
solids on a vertical plane, distance 12 mm from the axis of the cone and making 
an angle of 60^ with the axis of the cylinder. 


A cone, base 75 mm diameter and axis 100 mm long, has its base on the 
H.P. A section plane, parallel to one of the end generators and perpendicular 
to the М.Р, cuts the cone intersecting the axis at a point 75 mm from the 
base. Draw the sectional top view and project another top view on a plane 
parallel to the section plane, showing the shape of the section clearly. 


А solid is made up of a cylinder, 30 mm diameter and 75 mm long, which joins 
another cylinder, 75 mm diameter and 25 mm long, by a fillet of 20 mm radius, the 
axes of the two cylinders being in a straight line. Draw the top view of a horizontal 
section of the solid made by a plane parallel to and 15 mm above the axis. 


A cone frustum, base 75 mm diameter, top 35 mm diameter and height 
65 mm has a hole of 30 mm diameter drilled through it so that the axis of 
the hole coincides with that of the cone. It is resting on its base on the H.P. 
and is cut by a section plane perpendicular to the V.P., parallel to an end 
generator and passing through the top end of the axis. Draw sectional top 
view and sectional side view of the frustum. 


A cube of 25 mm edge rests on one of its corners on the H.P. so that a 
solid diagonal is vertical and two of its faces are perpendicular to the V.P. A 
vertical section plane parallel to the V.P. cuts the cube at a distance of 8 mm 
from the solid diagonal and. nearer to the V.P. Draw its sectional front view. 


Imagine that a solid is enclosed іп a wrapper of thin material, such as paper. If 
this covering is opened out and laid on a flat plane, the flattened-out paper is the 
development of the solid. Thus, when surfaces of a solid are laid out on a plane, 
the figure obtained is called its development. 


FiG. 15-1 


Fig. 15-1 shows a square prism covered with paper in process of being opened 
out. Its development (fig. 15-2) consists of four equal rectangles for the faces and 
two similar squares for its ends. Each figure shows the true size and shape of the 
corresponding surface of the prism. The development of a solid, thus represents 
the actual shape of all its surfaces which, when bent or folded at the edges, would 
form the solid. 


Hence, it is very important to note that every line on the development must be 
the true length of the corresponding edge on the surface. 

The knowledge of development of surfaces is essential in many industries such 
as automobile, aircraft, ship building, packaging and sheet-metal work. In construction 
Of boilers, bins, process-vessels, hoppers, funnels, chimneys etc., the plates are 
marked and cut according to the developments which, when folded, form the 
desired objects. The form of the sheet obtained by laying all the outer surfaces of 
the solid with suitable allowances for the joints is known as pattern. 
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Only the surfaces of polyhedra (such as prisms and pyramids) and single- 
curved surfaces (as of cones and cylinders) can be accurately developed. Warped 
and double-curved surfaces are undevelopable. These can however be approximately 
developed by dividing them up into a number of parts. 

This chapter deals with the following topics: 

1. Methods of development. 

2. Developments of lateral surfaces of right solids. 

3. Development of transition pieces. 

4. Spheres (approximate method) 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 33 for the 
methods of development of surfaces. 

The following are the principal methods Ay Dy 

of development: 

(1) Parallei-line development: 
It is employed in case of 
prisms and cylinders in which 
stretch-out-line principle is 
used. Lines А-А and A,-A, 
in fig. 15-2 are called the 
stretch-out lines. 

(2) Radial-line development: It 
is used for pyramids and 
cones in which the true 
length of the slant edge or 
the generator is used as radius. 

(3) Triangulation development: 
This is used to develop FIG. 15-2 
transition pieces. This is simply a method of dividing a surface into a number 
of triangles and transferring them into the development. 

(4) Approximate method: It is used to develop objects of double curved or 


warped surfaces as sphere, paraboloid, ellipsoid, hyperboloid and helicoid. 


COGNIFRON! 


PARALLEL-LINE DEVELOPMENT 


The methods of drawing developments of surfaces of various solids are explained 
by means of the following typical problems. Only the lateral surfaces of the solids 
(except the cube) have been developed. The ends or bases have been omitted. They 
can be easily incorporated if required 


The development of the surface of a cube consists of six equal squares, the length 
of the side of the squares being equal to the length of the edge of the cube. 
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Problem 15-1. Draw the development of the surface of the part P of the cube, 
the front view of which is shown in fig. 15-3(i). 
Name all the corners of the cube and also the points at which the edges are cut. 
() Draw the stretch-out lines А-А and Е-Е directly in line with the front view, and 
assuming the cube to be whole, draw four squares for the vertical faces, one 
square for the top and another for the bottom as shown in fig. 15-3(ii). 


H 
A222 2 
and 
C3zc3 
30 x 4 = 120 


ISOMETRIC VIEW 


(i) CUBE (ii) DEVELOPEMENT OF CUBE 
НІС. 15-3 

(ii) Name all the corners. Draw а horizontal line through 1' to cut АҒ at 1 and 
DH at 4. a' b' is the true length of the edge. Hence, mark a point 2 on 
АВ and 3 оп CD such that A 2 = а 2' amd C 3 = c' 3, Mark the point 
3 on CD in the top square also. 

(iii) Draw lines 1-2, 2-3, 3-4 and 4-1, and complete the development as shown. 
Keep lines for the removed portion, viz. A1, A2, 3D, D4 and DA thin and fainter. 


Problem 15-2. Draw the development of the surface of the part P of the cube 
shown in two views in fig. 15-4(i). А D 


ISOMETRIC VIEW 
қ 30х4-120 


(i) CUBE (ii) DEVELOPEMENTt OF CUBE 


FIG. 15-4 


Name all the corners of the cube and also the points at which the edges are 
cut. Draw the development assuming the cube to be whole [fig. 15-4(ii)] as explained 
in problem 15-1. 
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(i) Draw horizontal lines through points Т, 2' and 5' to cut AE in 1, BF in 2 
and DH in 5 respectively. Lines b'c' and c'd' do not show the true lengths 
of the edges. The sides of the square in the top view show the true length. 
Therefore, mark points 3 in BC and 4 in CD such that B3 = ЫЗ and C4 = c4. 


(ii) Draw lines joining 1, 2, 3 etc. in correct sequence and complete the required 
development. Keep the lines for the removed part fainter. 


Development of the lateral surface of a prism consists of the same number of 
rectangles in contact as the number of the sides of the base of the prism. One 
side of the rectangle is equal to the length of the axis and the other side equal 
to the length of the side of the base. 

This book is accompanied by a computer CD, which contains an audiovisual 
. animation presented for better visualization and understanding of the 
' subject. Readers are requested to refer Presentation module 34 for the 

following problem. 

Problem 15-3. Draw the development of the lateral surface of the part P of the 

pentagonal prism shown in fig. 15-5(i). 


NIFE 


(i) PENTAGONAL PRISM (ii) DEVELOPEMENT OF PRISM 
FiG. 15-5 
Name the corners of the prism and the points at which the edges are cut. 
(i) Draw the development assuming the prism to be whole [fig. 15-5(ii)]. 
It is made up of five equal rectangles. 
(ii) Draw horizontal lines through 
points 1', 2' etc. to cut the lines 
for the corresponding edges in the 
development at points 1, 2 etc. 
(iii) Draw lines joining these points and 
complete the development as shown. 
Problem 15-4. Draw the development 
of the lateral surface of the part P of 
the triangular prism shown in fig. 15-6(i). 

Draw the development of the lateral 
surface of the whole prism [fig. 15-6(ii)] 
and obtain points 1, 2 and 3 on it. Draw 
lines 1B , C1, D2, 2-3 and 3D, and complete (i) TRIANGULAR PRISM (i) DEVELOPEMENT OF PRISM 
the development as shown. FIG. 15-6 
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Problem 15-5. Draw the development of the lateral surface of the part P of the 
hexagonal prism shown in fig. 15-7(i). | 


Name the points at which the edges are cut and draw the development 
assuming the prism to be whole [fig. 15-7(ii)]. 
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(i) HEXAGONAL PRISM (ii) DEVELOPEMENT OF PRISM 
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(i) Obtain all the points except 5 and 6 by drawing horizontal lines. Note that 
points 3 and 8 lie on vertical lines drawn through the mid-points of BC and EF. 


(ii) Mark points 5 and 6 such that 5D, = 5d, and D46 = 4,6. 


(іі) Draw lines joining points 1, 2, 3 etc. in correct sequence and complete the 

| required development as shown. | 

Problem 15-6. Draw the development of the lateral surface of the truncated 
prism shown in fig. 15-8(1). Also, draw the front view of the line joining the points 
P and Q (whose projections p, p' and q, q' are given) along the surface of the prism 
bv the shortest distance. 


4 А В Сі 4 Ej Fy Aj 


TN 
LESEN 
i 
XN 

INT 


= 
N 
2 
i 


ISOMETRIC VIEW 


25 x 6 = 150 К 


ра= В, 
AND 
dp=Dp, 


b E | 
() TRUNCATED PRISM (i) DEVELOPEMENT OF TRUNCATED PRISM 
НІС. 15-8 
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Draw the required development [fig. 15-8(ii)] as explained in problem 15-3. 


(i) Mark a point рү on DE and д; on BC such that Ор; = dp and Bq, = bg. 
2222 Draw verticals through points р; and 44, апа on them, obtain points P ап 

Q by drawing horizontal lines through points p' and а. | 2 

(ii) Draw a straight line joining P with О. Then PQ shows the shortest distance 
between them. To draw this line in the front view, the process must be 
reversed. Let РО cut the line D4 at К and СЗ at S. 

(iii) Draw horizontals through R and S cutting d'4' at г and c'3' at 5. Draw 
lines рг, гв!” and s'q' which show the front view of the line PQ. Note 
that рг is a hidden line. 


Problem 15-7. The projections of a square prism with a hole drilled in it are 
given in fig. 15-9(). Draw the development of the lateral surface of the prism. 


35x4=140 2 


АРтар 
e AND 
AQ=aq 
3 
25 
(i) SQUARE PRISM (і) DEVELOPEMENT OF PRISM 


НС. 15-9 


(i) Mark a number of points on the circle for the hole. Draw the development of 
the whole prism [fig. 15-9(ii)] and locate the positions of these points on it. 
(ii) For example, to locate points p'; and p', and points q'4 and 42 which 
coincide with them in the front view, draw a perpendicular through them 
cutting the base at p'. Project p' to p on ab and to д on ad. Mark points 
P and О on AB and DA respectively such that AP - ap and AQ - aq. 
(iii) Draw verticals at points Р and Q. Draw horizontal lines through p'4 and p's 
cutting these verticals at P4, O4, Pa and О». Locate all points in the same 
manner and draw smooth curves through them, thus completing the development. 


The development of the lateral surface of a cylinder is a rectangle having one side 
equal to the circumference of its base-circle and the other equal to its length. 


Problem 15-8. Develop the lateral surface of the truncated cylinder shown in 
Hg. 15-1041). 
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Divide the circle in the top view into twelve equal parts. Project the division 


points to the front view and draw the generators. Mark points a', b' and 
b4, c and c4 etc. in which the generators are cut. : 

Draw the development of the lateral surface of the whole cylinder along 
with the generators [fig. 15-10(ii)]. The length of the line 1-1 is equal 
to x x D (circumference of the circle). This length can also be marked 
approximately by stepping off with a bow divider, twelve divisions, each 
equal to the chord-length ab. (The length thus obtained is about 1% 
shorter than the exact length; but this is permitted in drawing work.) 
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(i) TRUNCATED CYLINDER (ii) DEVELOPEMENT OF CYLINDER 
Нс. 15-10 


(iii) Draw horizontal lines through points а, b' and 5 etc. to cut the corresponding 


generators in points A, B and B4 etc. Draw a smooth curve through the 
points thus obtained. The figure 1-A-A-1 is the required development. 


Problem 15-9. Draw the development of the lateral surface of the part P of the 
cylinder shown in fig. 15-11(1). 


() CYLINDER . (i) DEVELOPEMENT OF CYLINDER. 
Fic. 15-11 | 


358 Engineering Drawing [Ch. 15 


Draw the development as explained in problem 15-8. Positions of the points at 
which the upper end of the cylinder is cut should be obtained from the top view. 
Mark these points, viz. Р and F4 on the line 14-14 between points 5; and 64 and 
between 84 and 94 in such a way that 64F = 64f and 8А = 84f4. Draw curves ҒА 
and F4 A passing through these points and complete the required development as shown. 


Problem 15-10. Draw the development of the lateral surface of the cylinder cut 
by three planes as shown in fig. 15-12(i). 


See fig. 15-12(ii). 


fs == ЕГЕР 


v D 
4 


ISOMETRIC VIEW лх40-1256 


(i) CYLINDER CUT BY 3 PLANES (ii) DEVELOPEMENT OF CUT CYLINDER 
FIG. 15-12 
Problem 15-11. (fig. 15-13(i): Draw the development of the lateral surface of 
the cylinder having a square hole in it as shown in fig. 15-134). 
See fig. 15-13(ii). 


e| [eL 
"EA KO 
2 / % 6 л x 40 = 125.6 
3-L-^$ 
()CYLINDER WITH SQUARE HOLE — (i) DEVELOPEMENT OF CYLINDER 


МС. 15-13 

Problem 15-12. Draw the development of the lateral surface of the cylinder cut 
as shown in fig. 15-14(i). 

See fig. 15-148). 

Problem 15-13. Develop the surface of the three-piece cylindrical pipe elbow 
shown in fig. 15-15(i). 

The front view is drawn as shown below: 

Draw a square efgh of sides equal to the diameter of the pipes (i.e. 50 mm). 


Bisect angles ehf and ghf by lines Ph and Qh to intersect ef and fg at x and y 
respectively. Then xy is the axis of the middle piece B. 
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Parts A and C are similar and are in the form of cylinders truncated at one 
end only. The part A and care as is shown in fig 15-15(ii) and fig. 15-15(iv) are 
developed on a stretch-out line drawn directly in line with its base. The twelve 
divisions are obtained from the semi-circle drawn on the base as diameter. The part 
В is truncated at both the ends. It is developed on a stretch-out line drawn 
through h and at right angles to its axis xy as shown in fig 15-15(iii). 


As the curves of the part B are exactly similar to those of A and C, the three developments 
may also be drawn combined to minimize wastage on plate as shown in fig. 15-15(v). 


В 


Са | 
SATIN 


1' 1 


(45 пх 45 = 141.3 xl 
ISOMETRIC VIEW + | р 


(i) CUT CYLINDER (1) DEVELOPEMENT OF CUT CYLINDER 
FiG. 15-14 


(iv) DEVELOPEMENT OF 
CYLINDRICAL PIECE 'C' 


ус (v) DEVELOPEMENT OF 3 CYLINDRICAL PIECES 
| MARKED ON PLATE ТО HAVE NIL WASTAGE 


| 7 7 ЕЕ 7 
= | пх 50 = 157 | 


(i) THREE PIECE CYLINDRICAL PIPE (ї) DEVELOPEMENT OF CYLINDRICAL PIECE 'A' 
FIG. 15-15 
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Problem 15-14. Three cylindrical pipes of 50 mm diameter form a Y-piece as 
shown in the front view in fig. 15-16(). Draw the development of the surface of 
each pipe. | s 


() Draw a semi-circle on the base of pipe А as diameter and obtain twelve 
divisions. Draw the development Пір. 15-16(ii)] as in the previous problem. 
(ii) Draw any convenient line at right angles to the axis of the pipe B [fig. 15-16(iii)]. 


On this line as a stretch-out line, draw the development as shown. Pipes 
B and C are similar and hence, their developments will also be similar. 


1 4 7 | 7 
В 50 B пх 50 = 157 
(i) Y PIECE 3 PIPES (1) DEVELOPEMENT OF PIPE 'A' 
FIG. 15-16 


The development of the lateral surface of a pyramid consists of a number of equal 
isosceles triangles in contact. The base and the sides of each triangle are respectively 
equal to the edge of the base and the slant edge of the pyramid 
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Note: The true length of a slant edge of pyramid can be measured from the front view, 
if the top view of that edge is parallel to xy; and it can be measured from the top 
view, if the slant edge is parallel to xy in the front view. 

Method of drawing the development of the lateral surface of a pyramid: 

() With any point О as centre and radius equal to the true length of the slant 
»  — edge of the pyramid, draw an arc of the circle. With radius equal to the true 
length of the side of the base, step-off (on this arc) the same sumer of 
divisions as the number of sides of the base. 
(ii) Draw lines joining the division-points with each other in correct sequence 
and also with the centre for the arc. The figure thus formed (excluding the 
arc) is the development of the lateral surface of the pyramid. 


Problem 15-15. Draw the development of the lateral surface of the part P of 
the triangular pyramid shown in fig. 15-17(i). The line o'T' in the front view is the 
true length of the slant edge because it is parallel to xy in the top view. The true 
length of the side of the base is seen in the top view. 

(i) Draw the development of the lateral surface of the whole pyramid [fig. 15-17(ii)] 
as explained above. On O1 mark a point A such that OA = o'a'. 0'2' (with 
which o'3' coincides) is not the true length of the slant edge. 

(ii) Hence, through Б, draw a line parallel to the base and cutting o' a' at b". 
o'b" is the true length of o'b' as well as ос. Mark a point B in O2 and 
C in ОЗ such that OB = OC = ob". 

(iii) Draw lines AB, ВС and CA and complete the required development as shown. 
Keep the arc and the lines for the removed part fainter. 


2 3 } 3 
о'1' = 01 01% =01 оа" = ОА 
(i) TRIANGULAR (ii) DEVELOPEMENT OF (i) SQUARE FRUSTUM (ii) DEVELOPEMENT OF 
PYRAMID TRIANGULAR PYRAMID PYRAMID |... PYRAMID 
FIG. 15-17 | FIG. 15-18 


Problem 15-16. Draw the development of the lateral surface of the frustum of 
the square pyramid shown in fig. 15-18(i). 

(i) Determine the position "of the apex. None of the lines in the front view 
shows the true length of the slant edge. Therefore, draw the top view and 
make any one line (for the slant edge) horizontal, i.e. parallel to xy and 
determine the true length o'1';. Through а”, draw a line parallel to the base 
and obtain the true length o'a". 
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(ii) 


With O as centre and radius o'1';, draw an arc and obtain the development 
of the lateral surface of the whole pyramid [fig. 15-18(ii)]. 


(iii) With centre O and radius o' a", draw an arc cutting O1, O2 etc. at points 


A, B etc. respectively. 


(іу) Draw lines AB, BC, CD and DA and complete the required development. 


Note that these lines are respectively parallel to lines 1-2, 2-3 etc. 


Problem 15-17. Draw the development of the lateral surface of the part P of the 


square pyramid shown in fig. 15-19(1). 


Draw the top view of the pyramid 
and determine the true length o'1'4 of 
the slant edges as explained in problem 
15-16. On this line, obtain the true 
lengths o'a" and o'b". 


(i) 


(ii) 


Problem 15-18. Draw the 


Draw the development of the 
lateral surface of the whole 
pyramid Пір. 15-19(ii)]. 


Mark a point A in O1 and D in 
O4 such that OA = OD = о'а". 
Similarly, mark B in O2 and C 
in ОЗ such that OB - OC - 


1 2 -— P 1 " = а t н 
o'b". Draw lines АВ, BC etc. 9900606: DU 
and complete the required (i SQUARE PYRAMID (i) DEVELOPEMENT OF PYRAMID 
development as shown. FIG. 15-19 


development of the lateral surface 
of the pentagonal pyramid, the 


lower part of which is removed | 


as shown in fig. 15-206). 


None of the lines in the 
front view shows the true length 
of the slant edges. Hence, draw 
the top view and determine the 
true length o'c4. Through points 
1', 2' etc., draw lines parallel 
to the base and obtain the true 
lengths 0'1", o2" etc. 


(i) Draw the development 
of the lateral surface 
of the whole pyramid 
ІНр. 15-20(i)]. Mark 
points 1, 2, 3 etc. on 
lines OB, OC, OD etc. 
such that O1 = o", 


О1:0!1" 02:07" 
0303: O4=0'4" 
(i PENTAGONAL PYRAMID (ii) DEVELOPEMENT OF PYRAMID 


| FIG. 15-20 
02 = 0'2", ОЗ = 0'3" etc. 


(ii) Draw lines joining points А, 1, 2 etc. in correct sequence and complete the 
required development. Note that the lines for the lower part should be fainter. 
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Problem 15-19. Draw the development of the lateral surface of the part P of 
the pentagonal pyramid shown in fig. 15-21(i). 
Lou | о 


2 04504 OEsob' ОВ=о Б" 1А=1а 
ISOMETRIC VIEW OCsoc 1Е=1{ ODzoc 
(i) PENTAGONAL PYRAMID (i) DEVELOPEMENT OF PYRAMID 
FIG. 15-21 


The line o'1' shows the true length of the slant edges. On it, obtain true 
lengths o'b" and o'c". Two edges of the base are also cut. 
(i) Draw the top view and obtain the true lengths 1a and 1f as shown. Draw the 
development of the lateral surface of the whole pyramid. 
(ii) Obtain points B, C, D and E as explained in problem 15-18. Mark a point 
A in 1-2 and F in 5-1 such that 1A = 1a and 1F = Tf. 
(iii) Draw lines joining points A, B, C etc. and complete the required development. 
Problem 15-20. Draw the development of the lateral surface of the part P of 
the hexagonal pyramid shown in fig. 15-22(i). 


ISOMETRIC VIEW | 3 == i 5 


О1со 1 ОЕсое 
OA=OH=O0Q=0'a 


ODsOFzo'd 
OA=OB=OR=0'a' 
14-25->ң BC=CR HG=GQ Ҙ 
(1) HEXAGONAL PYRAMID (ii) DEVELOPEMENT OF PYRAMID 


FIG. 15-22 
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Lines o'1' and о'4' show the true length of the slant edges. Draw the development 
of the lateral surface of the whole pyramid [fig. 15-22(ii)]. Obtain the development 
of the left-half of the pyramid as explained in problem 15-16 and that of the right- 
half as explained in problem 15-15. | 


Note that the points C and С are the mid-points of the lines BR and НО respectively. 


Problem 15-21. (fig. 15-23): A frustum of a square pyramid has its base 50 mm 
side, top 25 mm side and height 75 mm. Draw the development of its lateral surface. 


Also, draw the projections of the frustum (when its axis is vertical and a side of its 
base is parallel to the V.P), showing the line joining the mid-point of a top edge of one face 
with the mid-point of the bottom edge of the opposite face, by the shortest distance. 


1 
(i) FRUSTUM OF PYRAMID 
Fic. 15-23 © 


Draw the development as explained in problem 15-16. 


(i) Mark the mid-point P of CD and Q of АВ. Draw a line joining P and О and 
cutting СС, at R and BB, at S. Transfer these points to the front view and the 
top view. For example, with o' as centre and radius o'R, draw an arc cutting 
о' A1 at Кү. Through R4, draw a line parallel to the base and cutting c'c'4 at r'. 
Project r' to r оп cc, in the top view. r' and r are the projections of R. 

(ii) Similarly, obtain s' and s on b'b'4 and bb, respectively. Draw lines pr, rs - 
and sq which will show the top view of the line PQ. p'r's'g' will be the 
path of the line РО in the front view. 
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The development of the curved surface of a cone is a sector of a circle, the radius 
and the length of the arc of which are respectively equal to the slant height and 
the circumference of the base-circle of the cone. = | 

| This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 35 for the 
following problem. | | 

Problem 15-22. Draw the development of the lateral surface of the truncated 
cone shown in fig. 15-24(). - | | 


"T GN ib тізе t 


2224 | | О 7 ШУ 
(i) TRUNCATED CONE (ii) DEVELOPEMENT OF TRUNCATED CONE 
Fic. 15-24 


Assuming the cone to be whole, let us draw its development. 
(i) Draw the base-circle in the top view and divide it into twelve equal parts. 
(ii) With any point О as centre and radius equal to o'1' or 0'7', draw an arc 
of the circle [fig. 15-24(ii)]. The length of this arc should be equal to the 
circumference of the base circle. This can be determined in two ways. 
(iii) Calculate the subtended angle 8 by the formula, 
9 = 360° x radius of the base circle 


slant height x 
Cut-off the arc so that it subtends the angle Ө at the centre and divide it 
into twelve equal parts. 


(iv) Step-off with a bow-divider, twelve equal divisions on the arc, each equal 
to one of the divisions of the base-circle. Я 

(This will give an approximate length of the circumference. Note that 

the base-circle should not be divided into less than twelve equal parts.) 
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(у) Join the division-points with О, thus completing the development of the 
whole cone with twelve generators shown in it [fig. 15-24(ii)]. 

(уі) The truncated portion of the cone may be deducted from this development by 
marking the positions of points at which generators are cut and then drawing 
a curve through them. For example, generators o'2' and 0'12' in the front view 
are cut at points b' апа Б"; which coincide with each other. The true length of 
o' b' may be obtained by drawing a line through b', parallel to the base and 
cutting o'7' at b". Then o'b" is the true length of o'b'. 

(vii) Mark points B and B4 on generators O2 and O-12 respectively, such that 
OB = OB, = o' b". Locate all points in the same way and draw a smooth 
curve through them. The figure enclosed this curve and the arc is the 
development of the truncated cone. 

Problem 15-23. Draw the development of the lateral surface of the part P of 

the cone shown in fig. 15-25(1). 


2А=12А{=2а 


A4 
ISOMETRIC VIEW 


(ii) DEVELOPEMENT OF CONE 
FIG. 15-25 
Draw the development as explained in problem 15-22 [fig. 15-25(ii)]. For the 
points at which the base of the cone is cut, mark points А and A, on the arcs 
2-3 and 11-12 respectively, such that А2 = A4-12 = a2. Draw the curve passing 
through the points A, B, C etc. The figure enclosed between this curve and the arc 
A-A4 is the required development. 


Problem 15-24. Draw the development of the lateral surface of the part P of the 
cone shown in fig. 15-26(1). | 


4D 10D,24d 


4 


ISOMETRIC VIEW (i) CONE (ii) DEVELOPEMENT OF CONE 
FiG. 15-26 


Draw the development as explained in problem 15-23 and as shown in fig. 15-26(ii). 
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Problem 15-25. Draw the development of the lateral surface of the part P of |. 
the cone shown in fig. 15-27). 


Draw the development of the lateral surface of the whole cone [fig. 15-27(ii)]. 
With O as centre and radius о'9', draw the arc ОО cutting О; at О. 


Obtain the curve for the lower part as explained in problem 15-22. The figure 
enclosed between this curve and the arc QQ is the required development. 


ISOMETRIC VIEW (i) CONE (ii) DEVELOPEMENT OF CONE 
НС. 15-27 


Problem 15-26. Draw the projections of a cone resting on the ground on its 
base and show on them, the shortest path by which a point P, starting from a point 


on the 


circumference of the base and moving around the cone will return to the 


same point. Base of cone 61 mm diameter; axis 75 mm long. 


(i) 


(iii) 


Draw the projections and the development of the surface of the cone 
showing all twelve generators (fig. 15-28). The development may be drawn 
attached to o". 


Assume that P starts from the point 1 (i.e. point 1' in the front view). 
Draw a straight line 1'1' on the development. This line shows the required 
shortest path. 


To transfer this line to the front view the process adopted in problem 15-22 
must be reversed. Let us take a point P4 at which the path cuts the generator 
o'4. Mark a point P", on o'i' such that o'P", = o'P,. This can be done 
by drawing an arc with o' as centre and radius equal to o'P4 cutting o't' 
at Р". Through P",, draw a line parallel to the base cutting o'4' at P',. 
Then р' is the position of the point рд in the front view. 


Similarly, transfer all the points to the front view and draw the required 
curve through them. The curve at the back will coincide with the front 
curve. | B dat 


Project these points to the top view on the respective generators. р and 
p4g Cannot be projected directly. Hence, project р", to a point q on о. 
With o as centre and radius equal to oq, draw an arc cutting o4 at p4 and 
0-10 at ру. Thus ора = оруу = oq. А curve drawn through the points 
thus obtained will show the path in the top view. 
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ISOMETRIC VIEW 


PROJECTIONS OF CONE 


FIG. 15-28 


Problem 15-27. (fig. 15-29): Draw the development of the lateral surface of the 
part of the cone, the front view of which is shown in fig. 15-29. 
(i) Draw a semi-circle on the base as a diameter and divide it into six equal 
parts for positions of generators. 
(ii) Draw the development assuming the cone to be whole. Obtain points on the 
generators in the development as explained in problem 15-22. Additional points 
such as a' may also be marked to determine the correct shape of the curve. 


(iii) Draw curves through these points and complete the development as shown. 


Problem 15-28. (fig. 15-30): The development of the conical surface is a sector 
of the semi-circular plane. The radius of the sector is 75 mm and the angle subtended 
by the arc at the centre is 120*. Construct the cone and draw its projections when 
the apex is 35 mm above the Н.Р. and its axis is parallel to the V.P. 
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(i) DEVELOPEMENT OF CONE (ii) CONE AND PROJECTIONS GENERATED 
FROM DEVELOPEMENT OF CONE 
FiG. 15-30 
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(i) Determine the radius of the base circle of the cone using following formula: 
ТЕКЕЛІ уыз УЛ ада prm (1) 
where S — The arc of circle 
R — Radius of the arc 
Ө - Angle subtended by the arc at the centre 
r — Radius of base circle of the cone. 
Substitute R = 75 mm, Ө = n х120 radian, we obtain 
г = 25 mm. : 
(ii) Draw the circle of radius of 25 mm representing the top view of the cone. 
(ili) Project the front view with the height equal to 75 mm. 
(ім) Tilt the front view such that the apex is 35 mm above xy line. 
(у) Complete the projection as shown in fig. 15-30. 


Problem 15-29. Draw the shape of the sheet metal required for the funnel shown 
in fig. 15-31. 
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FiG. 15-31 7 

The funnel consists of a conical part C and two cylindrical pipes A and B, all 
truncated. Draw the developments of the pipes as shown in problem 15-8, and that 
of the conical piece, as shown in problem 15-22. These are the required shapes. 

Problem 15-30. The projections of a solid composed of a truncated half-cylinder 
and a cut half-prism are given іп fig. 15-32(i). Draw the development of its lateral surface. 

Assuming the solid to be whole; draw the development of its surface [fig. 15-32 (ii)]. 

Draw a stretch-out line and on it, step-off - 

(i) ТА equal to the arc 1a, 

(ii) AB, BC and CD, each equal to the edge ab of the base, and 

(iii) D1 equal to the arc 01. Complete the rectangle. 
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Draw perpendiculars at A, B etc. and at other intermediate points. Locate on them, 
positions of points at which they are cut and draw the curves and straight lines as shown. 


1А=10=ас1а 
АВ= ВС= Ср = арб 


(i) TRUNCATED HALF (ii) DEVELOPEMENT OF TRUNCATED 
CYLINDER AND CUT PRISM HALF CYLINDER AND CUT PRISM 


FIG. 15-32 


Problem 15-31. Draw the development of the lateral surface of the solid shown 
in two views (drawn in first-angie projection) in fig. 15-33(1). 
The solid is made-up of portions of frusta of a cone and a hexagonal pyramid. 


(i) FRUSTA OF CONE AND (ii) DEVELOPEMENT OF FRUSTA OF 
HEXAGONAL PYRAMID CONE AND HEXAGONAL PYRAMID 


FIG. 15-33 
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Тһе slant height of the cone is equal to the slant edge of the pyramid. 

(i) Therefore, with any point О as centre and radii o'a' and o'a';, draw arcs 
[fig. 15-33 (ii)]. | | | 

(ii) On the outer arc, step-off distances (1) A,B, equal to the arc ауру, (ii) B4C4, 
C,D,, D4E4 апа £,F,, each equal to the side of the base, viz. b4c4 and 
(iii) F4A4 equal to the arc f4a4. S "E | 

(iii) Join these points with О, cutting the inner arc at points А, B etc. Locate 
positions of various points as explained in problems 15-18 and 15-22 and 
complete the development as shown. | | 


Pipes are used in many industries to convey hot or cold fluids. When two different 
sizes and shapes of pipes are joined using special pipe joint which is known as 
transition piece. In most cases, transition pieces are composed of plane surfaces 
and conical surfaces, the latter being developed by triangulation. The procedure of 
development of few transition pieces is illustrated in the following problems. 

Problem 15-32. іп air-conditioning system a rectangular duct of 100 mm x 50 тт 
connects another rectangular duct of 50 mm x 25 mm through the transition piece 
as shown in fig. 15-34(). Neglecting thickness of a metal sheet, develop the lateral 
surface of the transition piece as shown in fig. 15-34(i). 


- ()RECTANGULARDUCT ^^ ^ ^". (ii) DEVELOPEMENT OF DUCT 
FIG. 15-34 
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22 The transition piece is a frustum of a rectangular pyramid. 
(i) Determine the position of the apex of the pyramid by extending a'p' and Б'9' 
27 as shown. None of the lines in the front view shows the true length of the 
= slant. edge. Therefore, draw the top view and make any slant line parallel to 
„ху and determine its true length o'b". E 
. (ii) With O as centre and radius o'b", draw an arc and obtain the ДӘКЕ ТЕНДЕР of 
a whole pyramid as shown. 


(iii). With О as centre and radius o'q", draw an arc cutting оа, ob, oc at points p, q, etc. 
respectively. Join them in sequence and complete the development as shown. 
Problem 15-33. (fig. 15- 35): An air- conditioning duct of a square cross-section 

70 mm х 70 mm connects а circular pipe of 40 mm diameter through the transition 
piece. Draw the projections and develop the lateral surface of the transition piece. 


а р 
| 0 
(i) LOFT DUCT (SQUARE TO CIRCULAR) - .. (i) DEVELOPEMENT OF LOFT DUCT 
FIG. 15-35 | 
(i) Draw the front view and the top view as shown in fig. 15-35(1). 
(ii) Divide the top view of circle into some convenient divisions, say 16 parts as shown. 
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(iii) Note that the transition piece is composed of four isosceles triangles and 
four conical surfaces. The seam is along line 1-P. 


(ім) Begin the development from the seam line 1-P (1-Р). As shown in fig. 15-35(ii) 
draw the right angle triangle 1-P-b, whose base pb is equal to half the side 
ab and whose hypotenuse 1-b is equal to the true length 1'-b' of side 1-b. 


(v) The conical surfaces are developed by the triangulation method as follows. 


(vi) In the top view, join division of the circle 1, 2, 3 etc. with the corner a, 
b, c and d. Project them in the front view as shown. Obtain the true 
length of sides of each triangle as shown. 


(vii) With b as centre and 2'b' (true length) radius draw an arc, cutting the 
arc drawn with 1' as centre and 12! as radius. Similarly, obtain the 
points 3', 4', 5' etc. Join them in the proper order as shown. 


Problem 15-34. A steam pipe bends at certain angle is connected by a transition 
piece as shown in fig. 15-36(i). Draw the development of lateral surface of the 
transition piece А. 


T" 


НІС. 15-36 
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( Draw the top view and the front view. The transition piece is a truncated 
cone. The apex of the cone is determined by extending extreme generators 
4 4" and 10' 10". The projections of the base and the top of truncated 
cone are inclined to xy, therefore in the top view their projections do not 
show the true shapes. 


(The true-shape is an ellipse.) For approximate method of development, 
these projections in the top view can be taken as the true shape. 


(ii) Draw the projections and the development of the cone showing all generators. 
Obtain the true length of generators. | | 


(iii) With О as centre and radius O10', draw an arc of circle. Similarly draw 
the arcs of circle taking radii O9', O8' etc. 


(іу) With 10' as centre and radius equal to 4-3 (a division of base circle in the 
top view), draw an arc cutting the previously drawn arc. Similarly obtain 
points 8, 7, 6' etc. Join them by smooth curve. Obtain the development 
of the top circle similar way by taking 4"5" radius (a division of top circle). 


Problem.15-35. The orthographic projections of an exhaust pipe required for an 
engine is shown in fig. 15-37. Draw development of the transition connector by 
triangulation method. 


5141 91211 x 7 75274772 
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(i) EXHAUST PIPE - (ii) DEVELOPEMENT OF EXHAUST PIPE 
| | Fic. 15-37 | 
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(i) Draw the given projections. Divide the circle of base in the top view into eight 
. equal parts, say 14, 24. . . etc. Project them in the front view 1, 2'. . . etc. as shown. 


(i) Draw an auxiliary view of the p pipe as shown and divide it into eight equal 
parts. Number them 1", 2"... etc. as 


(iii) Form the triangles on the lateral surface as shown. 


(iv) Determine true length of each side of a triangle as shown. 
(v) Mark the length of 1,14. With 1 as centre and radius equal to 1'2" [line-(6)] 
© draw an arc cutting the arc drawn with radius 1"2" (division of auxiliarly circle) 
and the centre as T A half development is shown. | 


The surface of a sphere can be approximately developed 
by dividing it into a number of parts. The divisions 
may be made in two different ways: 


(i) in zones (ii) in lunes. 


A zone is a portion of the sphere enclosed 
between two planes perpendicular to the axis. A 
lune is the portion between two planes which 
contain the axis of the sphere. 


(1) Zone method: Fig. 15-38 shows the top 
half of a sphere divided into four zones of equal 
width. By joining the points P, Q, R etc. by 
straight lines, each zone becomes a cone frustum, 
except the upper-most zone which becomes а 
cone of small altitude. 


Developments of these cone frusta and the 
upper cone will give the development of the 
half sphere. For example, take the zone C. It is 
a frustum of a cone whose vertex is at c4. The 
surface of this frustum is shown developed in 
the front view. The length: of the divisions on 
the arc is obtained from the top view. All the 
zones can be developed in the same manner. 


(2) Lune method: A sphere may be divided 
into twelve lunes, one of which is shown in the. 
front view in fig. 15-39. The semi-circle qr is the 
top view of the centre line of that lune. It is evident E 1 
that the length of the lune is equal to the length | Zone method 
of the arc gr and its maximum width is equal to gh. — |». Ес. 15-38. 


Divide the semi-circle into a number of equal parts say 8 and project the division- 
points on the front view to points 1', 2' etc. With q' as centre and radii equal to 41), 
q'2' and 43, draw arcs ab, cd and ef which will show the widths of the lune at points 
1 and 7, 2 and 6, and 3 and 5 respectively. 


Draw a line QR equal to the length of the arc gr. This may be obtained by 
stepping-off eight divisions, each equal to the chord-length 41. 
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Draw perpendiculars at each division-point and make AB and MN equal to ab 
at points 1 and 7, CD and KL equal to cd at points 2 and 6 etc. Draw smooth 
curves through points О, А, C etc. The figure thus obtained will be the approximate 
development of one-twelfth of the surface of the sphere. Development of surfaces 
of some more solids cut by different planes, and solids with holes cut or drilled 
through them are treated in chapters 14 and 16. 


E a 


QR-arcqrz 11775 
DEVELOPEMENT OF SINGLE LUNE 


Lune method 
|. Fig. 15-39. К 


mp 


1. Draw the development of the lateral surface of the part P of each of the solids, 
the front views of which are shown in fig. 15-40 and described below. 


"m тж 
PEIUS "^ | | 
0% | 
| | 2 4 
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FIG. 15-40 


(a) А cube, one vertical face inclined at 30° to the V.P. 
(b A pentagonal prism, a side of the base parallel to the V.P. 
(c А hexagonal prism, two faces parallel to the V.P. 


(d) А square prism, length of the side of the base 20 mm and all faces equally 
inclined to the V.P. | | 
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2. Draw the development of the lateral surface of the part P of each of the cylinders, 
. the front views of which are shown in fig. 15-41. 


FiG. 15-41 


3. Draw the development of the lateral surface of the part P of each of the pyramids, 
the front views of which are shown in fig. 15-42, and described below. 


FiG. 15-42 


(a А square pyramid, side of the base 20 mm long and one side of the base 
inclined at 30° to the V.P. 


(b A pentagonal pyramid, one side of the base parallel to the V.P. 
(с) А hexagonal pyramid, two sides of the base parallel to the V.P. 


(d) A square pyramid, side of the base 20 mm long and all the sides of the base 
equally inclined to the V.P. 


4. Draw the development of the lateral surface of the part P of each of the cones, 
front views of which are shown in fig. 15-43. 


10! . | 040 | 040 E 
(b) (c) (d) 
FiG. 15-43 


Refer to fig. 15-44 for the following exercises and for dimensions, assume 
each square to be of 10 mm side. | 


5. Draw the development of the surfaces of the portions of the following prisms, 
front views of which are shown in the top row: 
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(a A hexagonal prism having a face parallel to the V.P. 
(b А square prism, all faces equally inclined to the V.P. 

) A pentagonal prism having a vertical face parallel to the V.P. 
(d) A triangular prism having a vertical face parallel to the V.P. 

) A hexagonal prism having two faces perpendicular to the V.P. 
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6. Draw the development of the surfaces of the portions of the following pyramids, 
front views of which are shown in the second row: 
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10. 


11. 


12; 


13. 


14. 


(a) A square pyramid having a side of base perpendicular to the V.P. 

(b А hexagonal pyramid having a side of base parallel to the М.Р. 

A pentagonal pyramid having a side of base parallel to the V.P. — 

A triangular pyramid having a side of base parallel to the V.P. 

(e) А square pyramid having all sides of the base equally inclined to the V.P. 


— —— 


Draw the development of the surfaces of the portions of the ieee shown in 
the third row. z x 


Draw the ні of the surfaces of the portions of the cones shown in the 
fourth row. ыт a ae | 


Refer to the fifth row, and E 
(i) | Draw the development of the pipes simi a Tee shown г at (a). 


(ii) Draw the development of the cylindrical steel chimney erected on a roof 
[shown at (b)], assuming the squares to be of 30 cm side. 


(іі) Draw the development of the three parts of the funnel shown at (c). 
(iv) Develop parts A and B of the transition piece shown at (d). 
Refer to the last row, and 


(i) | Develop the surface of the conical buoy with a hemispherical top shown at (a). 

(ii) Determine the shape of the tin sheet required to prepare the can shown at (b). 

(iii) The development of the surface of a cylinder is given at (©). Draw the front 
view of the cylinder showing the line AB in it. ! 

(iv) Тһе development of the surface of a cone is shown at (d). Draw the projections 
of the cone showing lines AB, BC and CA in each view. 


A pipe 40 mm diameter and 120 mm long (along the axis) is welded to the 
vertical side of a tank. Show the development of the pipe, if it makes an 
angle of 60? with the side to which it is welded, the other end of the pipe 
making an angle of 30° with its own axis. Neglect thickness of the pipe. 


The inside of a hopper of a floor mill is to be lined with tin sheet. The top 
and bottom of the hopper are regular pentagons with each side equal to 
450 mm and 300 mm respectively (internally). The height of the hopper is 
450 mm. Draw the shape to which the tin sheet is to be cut so as to fit 
in the hopper. Scale, 1:10. О 


А 50 mm cylinderical pipe 
branches off at 90° from a 
75 mm cylindrical main pipe 
as shown in fig. 15-45. Draw 
the developments of both the 
pipes at the joint. Assume ra | 
suitable lengths for the main pipe - 6. с. 15-45 . 
as well as for the branch pipe. UE 5 | 


A cone of 90 mm diameter of base and 90 mm 1 height stands on its base 
on the ground. A semi-circular hole of 50 mm diameter is cut through the 
cone. The axis of the hole is horizontal and intersects the axis of the cone. 
It is 30 mm above the base of the cone. The flat surface of the hole contains 
the axis of the cone and is perpendicular to the V.P. Draw three views of 
the cone and also develop the surface of the cone. ы зы: 


Тһе intersecting surfaces may be two plane surfaces or two curved surfaces of solids. 
The lateral surface of every solid taken as a whole is a curved surface. This surface 
may be made of only curved surface as in case of cylinders, cones etc. or of plane 
surfaces as in case of prisms, pyramids etc. In the former case, the problem is said 
to be on the intersection of surfaces and in the latter case, it is commonly known as 
the problem on interpenetration of solids. It may, however, be noted that when two 
solids meet or join or interpenetrate, it is the curved surfaces of the two that intersect 
each other. The latter problem also is, therefore, on the intersection of surfaces. ` 
In this chapter, we shall learn ано the intersection of surfaces as shown below: 
1. Line of intersection | ow so 
2. Methods of determining the line "er intersection between surfaces of two 
interpenetrating solids — | 
3. Intersection of two prisms | 
4. Intersection of cylinder and cylinder | 
5. Intersection of cylinder and prism 
6. Intersection of cone and cylinder | 
7. Intersection of cone and prism 
8. Intersection of cone and cone 
9. intersection of sphere and cylinder or prism 


This book is accompanied by a computer CD, which contains an audiovisual 
, animation presented for better visualization and understanding of the 
* subject. Readers are requested to refer Presentation module 36 for the 

line of intersection. | СС Е 


In engineering practice, objects constructed may have constituent parts, the surfaces 
of which intersect one another in lines which are called /ines of intersection. A 
dome fitted on a boiler is one such example. The surface of the dome extends upto 
the line of intersection only. For accurate development of the surface of the dome, 
this line of intersection must be accurately located and shown in two orthographic 
views. The shape of the hole to be cut in the boiler-shell is also determined from 
the shape of the same line of intersection. 
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Thus, the line of. intersection of the two surfaces is a line common to both. 
It is composed of points at which the lines of one surface intersect those on the 
other surface. The line of intersection may be straight or curved, depending upon 
the nature of intersecting surfaces. 


Two plane surfaces (e.g. faces of prisms and pyramids) intersect in a straight 
line. The line of intersection between two curved surfaces (e.g. of cylinders and 
cones) or between a plane surface and a curved surface is a curve. 


When a solid completely penetrates another solid, there will be two lines of 
intersection. These lines are, sometimes, called the lines or curves of interpenetration. 
The portion of the penetrating solid which lies hidden within the other solid is 
shown by dotted fines. 


(1) Line method: A number of lines are drawn on the lateral surface of 
one of the solids and in the region of the line of intersection. Points of 
intersection of these lines with the surface of the other solid are then located. 
These points will obviously lie on the required line of intersection. They are 
more easily located from the view in which the lateral surface of the second 
solid appears edgewise (i.e. as a line). The curve drawn through these points 
will be the line of intersection. 


(2) Cutting-plane method: The two solids are assumed to be cut by a 
series of cutting planes. The cutting planes may be vertical (i.e. perpendicular 
to the Н.Р), edgewise (i.e. perpendicular to the У.Р.) or oblique. The cutting 
planes are so selected as to cut the surface of one of the solids in straight 
lines and that of the other in straight lines or circles. 


Each method is explained in detail while solving illustrative problems. Sound 
knowledge of projections of solids in various positions is quite essential while 
dealing with these problems. 


Prisms have plane surfaces as their faces. The line of intersection between two 
plane surfaces is obtained by locating the positions of points at which the edges 
of one surface intersect the other surface and then joining the points by a straight 
line. These points are called vertices (plural of vertex). The line of intersection 
between two prisms is therefore a closed figure composed of a number of such 
lines meeting at the vertices. 


It is determined by locating the points at which edges of one prism intersect 
edges or faces of the other prism and then joining them in correct sequence. 


Problem 16-1. (fig. 16-1): A vertical square prism, base 50 mm side, is completely 
penetrated by a horizontal square prism, base 35 mm side, so that their axes 
intersect. The axis of the horizontal prism is parallel to the VP, while the faces of 
the two prisms are equally inclined to the VP. Draw the projections of the solids, 
showing lines of intersection. (Assume suitable lengths for the prisms.) 
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(i) 


(ii) 


(iii) 


Draw the projections of the prisms in the required position. The faces of the 
vertical prism are seen as lines in the top view. Hence, let us first locate the 
points of intersection in that view. z 

Lines 1-1 and 3-3 intersect the edge of the vertical prism in points р; and рз 
(coinciding with a). Lines 2-2 and 4-4 intersect the faces at p; and рд respectively. 
The exact positions of these points along the length of the prism may now be 
determined by projecting them on corresponding lines in the front view. For 
example, p; is projected їо р on the line 227. Note that p 4 coincides with p'5. 
Draw lines рур and p'» p's. Lines p’; p'4 
and р'з p'4 coincide with the front lines. 
These lines show the line of intersection. 
Lines q'4q'5 and 4:4 on the other side 
are obtained in the same manner. Note 
that the lines for the hidden portion of 
the edges are shown as dashed lines. 
The portions p'4 p' and 4143 of vertical 
edges ая” and сс do not exist and hence, 
must be removed or kept fainter. 


a 


FIG. 16-1 


Problem 16-2. (fig. 16-2): A vertical square prism, base 50 mm side is completely 
penetrated by a horizontal square prism, base 35 mm side so that their axes are 
6 mm apart. The axis of the horizontal prism is parallel to the V.P, while the faces 
of both prisms are equally inclined to the V.P. Draw the projections of the prisms 
showing lines of intersection. 


Points p^4..p'4 at which edges of the horizontal prism intersect faces of the 
vertical prism may be located from the top view. In addition to these points, it will 
be necessary to find points at which edges of the vertical prism are cut. They will 
be the points at which these edges intersect the faces of the horizontal prism. 


(i) 


For this purpose, draw the side view. In this view, all faces of the horizontal 
prism are seen as lines. Mark points е and f at which the line а"а" 
intersects the faces. Project these two points to e' and f on the line аа 
in the front view. Join all the points of intersection in correct sequence. 
Care must be taken to determine visible and hidden lines. Only two lines 
viz. рір» and p^ p'4 are visible. 
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(i) ISOMETRIC VIEW 


НС. 16-2 
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(ii) Locate points (on the other side) at which the edges come out and also the 
two points g' and ^' at which the edge сс is cut. 


(iii) Draw lines joining these points. They will be exactly similar to lines p'4 p'a etc. 
on the left-hand side. 


Problem 16-3. (fig. 16-3): A vertical square prism, base 50 mm side and height 
90 mm has a face inclined at 30* to the V.P. It is completely penetrated by another 
square prism, base 38 mm side and axis 100 mm long, faces of which are equally 
inclined to the V.P. The axes of the two prisms are parallel to the V.P. and bisect 
each other at right angles. Draw the projections showing lines of intersection. 


Adopt the same method as explained in problem 16-2. 


() Тһе edges 1-1 and 3-3 enter one face of the vertical prism and come out 
of its opposite face. | 
. (i) Obtain the points (from the top view) at which all edges intersect the 
faces and also the four key points (from the side view). 


Note carefully the lines for visible and hidden edges, shown as full lines and 
dotted lines respectively. 


Although the two axes are intersecting, the visible portions of the lines of 
intersection, when the penetrating prism enters and comes out differ because the 
penetrated prism has its faces inclined to the V.P. 


b" 


b" 


НС. 16-3 
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Lines p'4p'? and p'5p'4 are visible on the left side while g'sg' and q'5h' are visible 
on the right side. Edges ае and a'f' are partly hidden, while c'g' and h'c' are fully 
visible. 


Fig. 16-3(b) shows the front view of the vertical prism, when the penetrating 
prism has been removed. Note that the edges of the back portions of the hole are 
partly visible. 


Problem 16-4. (fig. 16-4): A square pipe of 50 mm side has a similar branch 
of 40 mm side. The axis of the main pipe is vertical and is intersected by the axis 
of the branch at an angle of 45°. АП the faces of both the pipes are equally inclined 
to the VP. Draw the projections of the pipes, showing lines of intersection. Also 
develop the surfaces of both the pipes. 


The line of intersection between the two pipes is obtained [fig. 16-4(i)] in the 
same manner as shown in problem 16-1. As the axes are intersecting, the edge a'a' 
is cut by the two edges of the branch at points р"; and p'3. The other two edges 
of the branch enter the faces of the main pipe at points р' and p',. 


Developments of the surfaces of the two pipes are shown in fig. 16-4(ii). 


(i) Heights of all the points for fig. 16-4(11) are obtained from the front view, 
e.g. РА = pha, P411 = р'{1' etc. | 

(ii) The exact position of the point Р, is located from the top view by making 
AE = ар» and then erecting a perpendicular at Е. The point P, is similarly located. 


P» 
P; р, 


() go UU р оа 
DEVELOPEMENT OF 40 mm SQ. PIPE 
i 
FIG. 16-4 | 
Problem 16-5. (fig. 16-5): A vertical square prism, base 50 mm side, is intersected 
by another square prism, base 35 mm side, the axis of which is parallel to the V.P. 
and inclined at 30* to the H.P. The axes of the two prisms are 6 mm apart and their 
faces are equally inclined to the V.P. Draw the projections showing the line of intersection. 
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(ii) 


(iii) 


x 


a 


nw 


FIG. 16-5 


Obtain points of intersection of the edges of the inclined prism from the 
top view. For the points at which the edge аа” of the vertical prism is cut, 
it will be necessary to project a view in which faces of the inclined prism 
will be seen as lines. 


Therefore, project an auxiliary top view оп a reference line x4y4 drawn 
perpendicular to the axis of the inclined prism. 


нан 


Mark points е and f at which a"a" is pierced by the faces and project them 
to points e' and f' on the corresponding line a'a' in the front view. Draw 
straight lines joining the six points in correct sequence. 


Problem 16-6. (fig. 16-6): A square pyramid is of base sides 40 mm and height 55 mm. 
The sides of the base are equally inclined with the V.P. It is penetrated by a horizontal 
triangular prism of sides 40 mm and 70 mm axis long. The axis is perpendicular to the 
V.P. 25 mm above the base of the pyramid and 8 mm away from the axis of the pyramid. 
Assume that one of the faces of the prism is vertical and passes through the pyramid. 
Draw the front view, top view and side-view showing the intersection curve. 


(i) 


(ii) 


(ill) 


(iv) 


Draw the projections of the square pyramid and triangular prism in the required 
position. 

In the front view, the edges 1'—1', 2'-2' and 3—3' of horizontal prism, intersects the 
faces of the vertical pyramid at P4, P'5, Q'a, Р'з, P'4, q'4, P's, q's, and P'e, respectively. 
Project points P'4,, to P'e, in the top view and obtain intersection point P4, Р», 
92, Рз, Ра, Ча, Ps, 45» and Pe 

Similarly take projections from top view and front view and complete the 
side view. 
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FIG. 16-6(ii) 


Problem 16-7. (fig. 16-7): A square pyramid of base sides 50 mm and height 
60 mm. The sides of base are equally inclined with the V.P. It is penetrated by а 
horizontal triangular prism of sides 30 mm and 80 mm axis long. The axes of both 
solids are intersecting each other. The axis of triangular prism is 22 mm above H.P. 
and perpendicular to the V.P. One of faces of triangular prism is perpendicular to the 
VP. Draw the top view, front view and side view showing the curve of the penetration. 
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(i) Draw the projections of the square pyramid and triangular prism in the required 
position. 

(ji) In the front view, draw lines 
o'e', o'b', o'g and o'h' passing 
through 1', 2", 3' and intersecting 
points respectively. 

(iii) As the axes are intersecting, the 
edges o'b' and o'd' are cut by 
the two edges of the horizontal 
prism at P's, q's, Р'4 and 9'4. 

(іу) The third edge of the horizontal 
prism enters the faces of vertical 
prism at P'3, q'4, P's and q's. 


(v) Project these points in the top 
view and obtain the intersecting 
points P4, P3, P3, Рд, Ps, 91, 
42, 9з, 94 апа 95. 


(уі) Take projections from front view 
and top view and complete side 
view. 


Fic. 16-7(1) 


FIG. 16-7(ii) 
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As cylinders have their lateral surfaces curved, | р 12 
the line of intersection between them will also 
be curved. Points on this line may be located 
by any one of the two methods. For plotting 
an accurate curve, certain critical or key points, 
at which the curve changes direction, must also 
be located. These are the points at which 
outermost or extreme lines of each cylinder 
pierce the surface of the other cylinder. 4, 
In prisms, vertices are the key points. 
This book is accompanied 
by a computer CD, which 
contains an audiovisual 
animation presented for better 
visualization and understanding of 
the subject. Readers are requested FIG. 16-84) 

to refer Presentation module 37 for the line of intersection. 

Problem 16-8. (fig. 16-8): A vertical cylinder of 80 mm diameter is completely 
penetrated by another cylinder of 60 mm diameter, their axes bisecting each other at 
right angles. Draw their projections showing curves of penetration, assuming the axis of 
the penetrating cylinder to be parallel to the V.P. 


FIG. 16-8(ii) 
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Draw the front view and the top view and show lines for twelve generators in the 
horizontal cylinder in both views. 
(a) Line method: 
(i) Mark points рі, р» etc. at which lines 1-1, 2-2 etc. intersect the circle (showing 
the surface of the vertical cylinder) in the top view and project them to p, 
p'4 etc. on corresponding lines 1'1', 22' etc. in the front view. 

(ii) Draw the required curves on both sides of the axis through points thus located. 
Hidden portions of the curves coincide with the visible portions. Points p*,, 
p'4, p; and p'4g are the key points where the curve changes direction. 

(b) Cutting-plane method: It will be seen that in this problem, there is practically 
no difference between the line method and the cutting-plane method. But the latter 
method proves more useful in solving problems in which none of the projections 
shows a line-view of the surface of a solid. Assume a series of horizontal cutting 
planes passing through the lines on the horizontal cylinder and cutting both cylinders. 

Sections of the horizontal cylinder will be rectangles, while those of the vertical 
cylinder will always be circles of the same diameter as its own. Points at which 
sides of the rectangles intersect the circle will lie on the curve of intersection. For 
example, let a horizontal section plane through points 2 and 12 [fig. 16-8(i)]. 

In the front view, it will be seen as a line coinciding with the line 2' 2'. The section of 
the horizontal cylinder will be a rectangle of width w (i.e. the line 2-12). The section of 
the vertical cylinder will be a circle. Points p; and p42 at which the sides (2-2 and 12-12) 
of the rectangle cut the circle, lie on the curve. These points are first marked in the top 
view [fig. 16-8(ii)] and then projected to points p'5 and р' зз on lines 2' 2' and 12'-12' in 
the front view. Points on the other side of the vertical axis are located in the same manner. 

The problem may also be solved by assuming cutting planes to be vertical and 
parallel to both axes. They will be seen as lines in the top view and the side view. 
Sections of both cylinders will be rectangles and will be seen in their true sizes 
in the front view. Points at which sides of sections of one cylinder intersect sides 
of corresponding sections of the other, will lie on the curve of intersection. 

Problem 16-9. (fig. 16-9): A cylindrical pipe of 30 mm diameter has a similar branch 
of the same size. The axis of the main pipe is vertical and is intersected by that of the 
branch at right-angles. Draw the projections of the pipes, assuming suitable lengths, 
when the two axes lie in a plane parallel to the V.P. Develop the surfaces of the two pipes. 
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Adopt the same method as explained 
in problem 16-8. The curve of intersection 
in the front view is seen as two straight 
lines meeting at right-angles Пір. 16-9(i)]. 
Developments of surfaces of the Шы 
аге shown іп fig. 16-9(ii). 


Fig. 16-9(iii) shows іп third-angle | 
projection method, projections of the - 
pipes of the same size joining at right- 
angles and forming an elbow. Note 
that the curve of intersection is seen 
as a straight line joining the two corners. - 


Problem 16-10. (fig. 16-10): А vertical 
cylinder of 80 mm diameter is penetrated’ 
by another cylinder of 60 mm diameter, 
the axis of which is parallel to both the | ns 
Н.Р. and the V.P. The two axes are 8 mm - FIG. 16-100) 
apart. Draw the projections showing curves of intersection. — 


НС. 16-10(ii) 


() Obtain the twelve points as in problem 16-8. Two more key points at 
which the extreme line a'a' of the vertical cylinder is cut, must be located. 
These are found from the side view. 


(ii) Mark points e and f at which the line а"а" intersects the circle. 
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(iii) Project these points to е and Ғ on 
the line a'a'. 

(iv) Draw the curve passing ihiroügh all 
the points in correct sequence, showing 
the hidden portion by dotted lines. 
Plot a similar curve on the other side 
of the axis. 


Problem 16-11. (fig. 16-11): A vertical 
cylinder of 75 mm diameter is penetrated by 
another cylinder of the same size. The axis 
of the penetrating cylinder is parallel to both 
the Н.Р. and the V.P. and is 9 mm away from 
the axis of the vertical cylinder. Draw the 
projections showing curves of intersection. 


As the cylinders are of the same size 
and their axes are apart, a portion of the 
surface of the penetrating cylinder will be 
outside the vertical cylinder. 


Fic. 16-11(i) 


Fic. 16-11(D.- 


(i) Draw the three views and project points of intersection of lines which lie 
within the vertical cylinder. 
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(ii) Locate key points e' and f' as shown in problem 16-10. In addition to these, 
mark two more key points g and h (in the side view) where the circle cuts the 
extreme line b"b" of the vertical cylinder. 


(іі) Project these points to g and 
h' on the line b'b' in the front 
view. Draw a curve through 
all the points, showing the 
hidden portion by dotted lines. 
Instead of two separate curves 
of intersection we have one 
continuous curve. Note that 
there are twelve key points 
in this curve. 

Problem 16-12. (fig. 16-12): A 
cylinder of 60 mm diameter, having 
its axis vertical is penetrated by another 
cylinder of 40 mm diameter. The axis 
of the penetrating cylinder is parallel 
to the V.P. and bisects the axis of the 
vertical cylinder, making an angle of 
60% with it. Draw the projections showing 
curves of intersection. 

Draw the projections of the 
cylinders in the required position and 
proceed to locate the points on curves 
of intersection as shown in problem 
16-8. The back and front curves will 
coincide with each other. 

Problem 16-13. (fig. 16-13): А 
vertical pipe of 60 mm diameter has 
a branch of 30 mm diameter. The axis 
of the branch is inclined at 45° to the 
ground, parallel to the V.P. and is 15 mm 
away from the axis of the main pipe. 
Draw the projections of the pipes 
showing the curve of intersection. Also, 
develop the surfaces of the two pipes, 
assuming any lengths. 

Apply the same method as in 
problem 16-9. As the diameter of the 
branch and the distance between the 
two axes are respectively one-half and 
one-fourth of the diameter of the main 
pipe, one extreme line of the branch 
(in the top view) will be tangent to 
the circle. In the front view, the visible 


1 


FIG. 16-12(ii) 


part of the curve will extend upto the centre line of the main pipe, while the hidden 


part will just touch the line a'a'. 
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Only a part of the development of the main pipe, just sufficient to show the 
shape of the hole in it, is shown in fig. 16-13(ii). Distances along the length of 
the stretch-out line are taken from the top view and positions of points are projected 
from the front view. In the development of the branch, the stretch-out line is 
divided into twelve equal parts and heights of points are taken from the front view, 
e.g. 4p, = 4p', etc. 


Problem 16-14. (fig. 16-14): A cylindrical pipe of 30 mm diameter has a similar 
branch of the same size. The axis of the branch intersects that of the main pipe at 
an angle of 45°, Draw the projections, when the two axes lie in a plane parallel to 
the V.P, and the axis of the main pipe is vertical. Also, develop the surfaces of the 
two pipes, assuming suitable lengths. 


The curve of intersection in the front view is made up of two straight lines 
meeting at right-angles [fig. 16-14(i)]. 


Developments of surfaces of the pipes are shown in fig. 16-14(ii). 


If instead of the branch, two similar pipes interpenetrate, the curves of intersection 
in the front view would be seen as two straight lines joining the opposite corners 
and bisecting each other at right-angles. 
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Problem 16-15. (fig. 16-15): A vertical cylinder of 60 mm diameter has a square hole 
of 30 mm sides cut through it. The axis of the hole is horizontal, parallel to the V.P. and 
6 mm away from the axis of the cylinder. 
The faces of the hole are equally inclined 
to the Н.Р and the VP. Draw the projections 
of the cylinder showing the hole in it. 


(i) 


(i) 


Draw three views of the cylinder 


showing the lines for the hole іп 


given position. Project all the key 
points, i.e. points of intersection 
of the edges of the hole with the 
surface of the cylinder, viz. p'y, 
р» etc. and those of the extreme 
lines of the cylinder with the 
surfaces of the hole, viz. e', f' 
etc. Project a few intermediate 
points also. 


Draw the required curve through 
these points on both sides of the 
axis. Note that the back portion 
of the hole is also visible. The 
curves from p'4 to e' and p'; to f 
bend in opposite directions. 


(Third-angle projection) 
НІС. 16-15 
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Problem 16-16. (fig. 16-16): A vertical cylinder of 60 mm diameter is penetrated 
by a horizontal square prism, base 40 mm side, the axis of which is parallel to the 
VP and 10 mm away from the axis of the cylinder. A face of the prism makes an 
angle of 30° with the Н.Р. Draw their projections, showing curves of intersection. 


FIG. 16-16 


(i) Draw the views in the required position. One longer edge of the prism will 
remain outside the cylinder. Project all the key points, viz. points of intersection 
of the edges of the prism with the cylinder and those of the extreme lines 
of the cylinder with the surface of the prism, as shown in the figure. 


(ii) To obtain accurate shape of the curves, project few more intermediate points 
also. These are omitted from the figure. Draw the required curve of intersection 
through these points, taking precaution to show the hidden part by dashed lines. 


Problem 16-17. (fig. 16-17): 
A vertical square prism having 
its faces equally inclined to the 
V.P. is completely penetrated by 
a horizontal cylinder, the axis 
of which is parallel to the V.P. 
and 6 mm away from that of 
the prism. Draw the projections 
of the solids showing curves of 
intersection. The length of the 
sides of the base of the prism 
is 50 mm and the diameter of | | | 
the cylinder is 40 mm. FIG. 16-176) 


Obtain the twelve points as explained in problem 16-10. In addition, project the 
key points е' and Ғ and draw the curves as shown in the figure. 
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Problem 16-18. (fig. 16-18): A vertical square prism, base 50 mm side, has a 
face inclined at 30° to the VP. It has a hole of 65 mm diameter drilled through it. 
The centre line of the hole is parallel to both the Н.Р. and the V.P. and is 5 mm 
away from the axis of the prism. Draw the projections of the prism. 


(Third-angle projection) 
FIG. 16-17(ii) 
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НІС. 16-18 


(i) Draw the views and project all the key points as shown. Plot few intermediate 
points (between the key points) also. 


(ii) Draw a curve joining the points in correct sequence. As it is a hole cut in the 
prism, the curve at the back will also be visible. Only a small portion of the 
curve will not be seen. | 


Problem 16-19. (fig. 16-19): А connecting rod, 50 mm diameter, has a rectangular 
block 65 mm wide and 25 mm thick, forged at its end. The rod joins the block 
with a turned radius of 25 mm. Draw the projections of the rod showing curve of 
intersection. 


The rod increases in diameter as it approaches the block. This forms what is 
called a fillet of 25 mm radius. As the width of the block is not as large as the 
biggest diameter of the rod, a curve of intersection is formed. Points on the curve 
are found as shown below. | 


(7 | Assume a horizontal cutting plane passing through a line, say a'a'. The section 
of the rod is a circle (see the top view) which cuts the sides of the block at 
points 5. . tes, м | | 

(ii) Project these points to points b' on the line аа. Then the points b' lie on 
the curve. Obtain more points by assuming additional sections. The highest 
point on the curve will be on the line where the diameter of the section 
of the rod is equal to the width of the block. 


Fig. 16-20 shows the shape of the curve when the diameter of the rod is equal 
to the width of the block. In this case, the highest point on the curve is on the 
horizontal line through the centre of the arc for the fillet. 
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Problem 16-20. Draw the front view and the side view of the forked end of 
the connecting rod shown in fig. 16-21, showing the curve of intersection. 


—— Fic. 16-21 


In this case, a cylindrical rod meets a forked piece, the sides of which are fla 
surfaces, while the top and bottom surfaces are cylindrical. | 


() Assume a series of section planes perpendicular to the axis of the rod. Points at 
which circles for the sections intersect the flat faces of the fork, lie on the curve. 

(ii) Take a section plane say at а”. | 

(iii) With centre о and radius equal to one-half of a'a', draw arcs cutting the sides 
of the fork at points b (in the side view). Project these points to points 
b' on аа. Obtain other points in the same manner and draw the required 
curve through them. 


Problem 16-21. Projections of a steel chimney erected on a roof, are given in 
fig. 16-22(). Project its side view showing the curve of intersection. Determine the 
real shape of the hole in the roof. (All dimensions are in metres.) 
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() Fic. 16-22 (i) 

(i) Draw the given views and project the side view. 

(ii) To obtain points on the curve, draw lines on the surface of the chimney 
by dividing the circle (in the top view) into twelve equal parts. Project 
points at which these lines intersect the two lines for the roof in the front 
view to corresponding lines in the side view. 

(iii) Draw a curve through the points thus obtained. The upper part of the 
curve will be hidden. 

The real shape of the hole in the roof is shown above the side view. Horizontal 

distances are taken from the front view and widths are projected from the top view. 


Problem 16-22. A vertical cone, diameter of base 75 mm and axis 100 mm long, 
is completely penetrated by a cylinder of 45 mm diameter. The axis of the cylinder is 
parallel to the H.P. and the V.P. and intersects the axis of the cone at a point 28 mm 
above the base. Draw the projections of the solids showing curves of intersection. 


This book is accompanied by a computer CD, which contains an audiovisual 
. animation presented for better visualization and understanding of the 
" subject. Readers are requested to refer Presentation module 38 for the 
cutting-plane method. 


(a) Cutting-plane method (fig. 16-23 and fig. 16-24): 

(i) Draw lines dividing the surface of the cylinder into twelve equal parts. 

(1) Assume a horizontal cutting plane passing through say, point 2 (fig. 16-23). 
The section of the cylinder will be a rectangle of width w (i.e. the line 2-12), 
while that of the cone will be a circle of diameter ee. These two sections 


intersect at points py and p45. These sections are clearly indicated in the 
top view by the rectangle 2-2-12-12 and the circle of diameter ee (fig. 16-24). 
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(iii) 


(iv) 


In the front view, the cutting plane is seen 
as a line coinciding with 2'2'. Points p» 
апа рі: when projected on the line 2' 2' 
(with which the line 12-12! coincides) will 
give a point p^ (with which p'15 will coincide). 
Then p' and р"; are the points on the 
curve of intersection. 


To obtain the points systematically, draw 
circles with centre o and diameters dd, 
ee, ff etc. cutting lines through 1, 2 and 
12, 3 and 11 etc. at points p4, p; and 
Рі, Рз and py, etc. 

Project these points to the corresponding 
lines in the front view. Two more key 
points at which the curve changes direction 
must also be located. Their positions are 
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FIG. 16-23 


determined from the side view. They are the points of nearest approach 
viz. m" and n" at which, lines drawn from the centre of the circle (i.e. the 
axis of the cylinder) and perpendicular to the extreme generators of the 


cone, cut the circle. 


FIG. 16-24 


0 
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(v) 


Project these points to m' and n' in the front view and to m and n in the 
top view on the corresponding lines. Draw curves through these points in 
both the views. The back curve in the front view will coincide with the front 
curve. In. the top view a part of the curve will lie hidden and hence, it will be 
dotted. Draw similar curves on the right-hand side of the axis of the cone. 


(b) Line method (fig. 16-25): The surface of the cylinder is seen as a circle in 


the side view. 


(i) 


(ii) 


(iii) 
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FiG. 16-25 


Hence, draw a number of lines (representing generators of the cone) o"t", 
0"2" etc. in the region of the circle and symmetrical on both sides of the 
axis. Points where these lines intersect the circle, lie on the curve of 
intersection. 

To project them in the front and top views, first project the lines in both 
the views and then, locate the positions of these points on them. Let us 
take the line o"3" in the side view. Locate its position 03 in the top view 
as shown and project its front view 0o'3'. Project points а" and b" to points 
а and 6' on o'3' and from there, to а and b on o3. 


Project all points in the same manner and draw the required curves 


through them. This method is a type of cutting-plane method in which cutting 
planes pass through the apex and are parallel to the axis of the cylinder. 
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Problem 16-23. (fig. 16-26): A vertical cone, base 80 mm diameter, axis 100 mm 
long, is penetrated by a horizontal cylinder of 40 mm diameter, the axis of which 
is 25 mm above the base of the cone, parallel to the МР. and 6 mm away from 
the axis of the cone. Draw the projections, showing curves of intersection. 
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Draw the three views of the solids. 


(i) Assuming a horizontal cutting plane through the line 2'2', draw a circle in the 
top view with centre o and diameter ee, cutting lines 2-2 and 12-12 at points 


p2 апа рл. 

(ii) Project these points їо p's апа p'i; on the line 2'2' (with which 12-12! 
coincides). Obtain other points and the key points b' and c' in the same 
manner and draw the curves as shown. As the axes do not intersect, the 
back curves in the front view are different from the front curves. 
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Problem 16-24. (fig. 16-27): A vertical cone, base 80 mm diameter and axis 110 mm 
long is penetrated by a horizontal cylinder, 45 mm diameter. The axis of the cylinder is 
25 mm above the base of the cone, is parallel to the V.P. and is 10 mm away from the 
axis of the cone. Draw the projections of the solids showing curves of intersection. 


9 0 


SPIES TOT а. 

The axis of the penetrating cylinder is so displaced that a portion of the 

cylinder remains outside the cone. The curve changes direction at key points m' and n 
and becomes a single continuous curve. - Жы ps 


Problem 16-25. (fig. 16-28): A vertical cone, base 75 mm diameter and axis 110 mm 
long is penetrated by a horizontal cylinder of 50 mm diameter in such a way that both 
the solids envelope an imaginary common sphere and their axes intersect each other. 
Draw the projections of the solids when their axes lie in a plane parallel to the V.P. 
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FIG. 16-28 


(i) Draw the front view of the cone. Draw a line parallel to and 25 mm away from 
an end generator, intersecting the axis of the cone at a point c. Then c is the 
centre of the circle for the common sphere. Through c, draw the horizontal 
axis and complete the front view of the cylinder. 


(ii) Draw the top and side views and determine the lines of intersection as 
explained in problem 16-22. In the front view they appear as straight lines 
intersecting each other at right-angles. 


Problem 16-26. (fig. 16-29): A funnel is made of two constituent parts: (0) a cylindrical pipe 
and (ii) a conical part, both enveloping a common sphere of 40 mm diameter, with their 
axes intersecting at right-angles. The diameter at the mouth of the funnel is 80 mm and 
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the total height of the funnel is 60 mm. Draw projections showing the curve of intersection 
when it is placed with its mouth on the ground and the two axes parallel to the V.P. 


Draw the projection of the two parts. To form the funnel, the pipe must be 
extended beyond the centre line of the conical part. The points of intersection of 
the upper part of the pipe with the cone will therefore be on the right-hand side 
of the centre line. | 


The curve of intersection will be seen as a straight line in the front view and 
will be elliptical in the top view. 


Problem 16-27. A vertical cone, diameter of base 75 mm and axis 90 mm long 
is penetrated by a cylinder of 50 mm diameter, the axis of which is parallel to and 
10 mm away from that of the cone. Draw the projections showing curves of 
intersection, when (i) the plane containing the two axes is parallel to the V.P; 
(ii) the plane containing the two axes is inclined at 45° to the VP. 

| q 


ҒІС. 16-29 ҒІС. 16-30 ЕС. 16-31 


(i) Draw the projections (fig. 16-30). The centre of the circle for the cylinder (in 
the top view) will lie on the horizontal centre line and 10 mm away from the 
centre of the circle for the cone. Divide the base-circle of the cone into twelve 
equal parts and draw twelve generators in both the views. The surface of the 
cylinder is seen as a circle in the top view. It cuts the lines on the surface of 
the cone at points ру, p, etc. Project these points to p'4, p' etc. on the 
corresponding lines in the front view. Draw the required curve of intersection 
through these points. The curve at the back will coincide with the front curve. 
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(ii) 
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The cutting-plane method is exactly similar. Assume a series of vertical 
cutting planes passing through the apex. The sections of the cone will be 
triangles and those of the cylinder will be rectangles. Points of intersection 


. between these sections will lie on the curve. For example, take a cutting 


plane coinciding with the line 2-8. In the front view, the section of the 
cone will be shown by triangle 0'-2-8', while that of the cylinder will be 
a rectangle of width w. Points p's and p'g at which lines 0'2' and о8 cut 
the sides of the rectangle, lie on the curve of intersection. | 


As the plane containing the two axes makes an angle of 45° with the УР, 
the centre q of the circle for the cylinder will lie on a line drawn through o, 
inclined at 45° to xy and 10 mm away from o (fig. 16-31). 


Draw the projections and adopt the same method as in the case (i). In addition 
to the twelve points, four key points e, f, g and h (where the extreme lines 
of the cylinder intersect the cone) must be located. Plot the curve which will 
be partly hidden. If a hole q 

is drilled through the cone 

instead of a cylinder pene- 1 

trating it, the curve will be 
fully visible. 


Problem 16-28. (fig. 16-32): A 
vertical cylinder of 75 mm diameter 
is penetrated by a cone, base 75 mm 
diameter and axis 110 mm long, the 
two axes bisecting each other at right- 
angles. Draw the front view showing 
lines of intersections. 


(0 Divide the base circle of 
the cone into twelve equal. 
parts and draw lines for 
the generators in both 


views. Assume a series of 
cutting planes perpendicular 
to the V.P. and passing 
through the apex. They will 


be seen as lines in the 


D front view. The sections of 


the cone will be triangles - 


and those of the cylinder 
will be ellipses. 
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FIG. 16-32 


(ii) 


Take a cutting plane coinciding with a line 30. In the top view, the 
section of the cone is shown by the triangle o-3-11 and that of the cylinder 
by the circle (the top view of the cylinder). The sides of the triangle 


intersect the circle at points p and pi. . 0 

Project these points іп the front view to рз on the line 3'o' with which 
110! coincides. Obtain other points in the same manner and draw a curve 
through them. Points on the curve on the right-hand side of the axis of 
the cylinder are obtained simultaneously and in the same manner. 
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Problem 16-29. (fig. 16-33): Draw an equilateral triangle of 100 mm side with one 
side horizontal. Draw a square of 35 mm side in its centre with its sides inclined at 45° 
to the base of the triangle. The figure shows the front view of a cone standing on its 
base on the ground and having a square hole cut through it. Draw three views of the cone. 


FIG. 16-33 


(i) Project the top and side views from the given view. Assume the cone as 
cut by a horizontal cutting plane passing through points a'. The section of 
the cone will be a circle of diameter bb. The hole will be cut in two 
straight lines through points a' and perpendicular to the V.P. 


(i) Therefore, with centre o (the apex in the top view) and diameter bb, draw 
a circle cutting the projectors through a' at points a. Assume additional 
cutting planes, particularly those which pass through corners of the square 
and find other points. Draw curves through these points. 


The method of locating points a" in the side view is clearly indicated by 
construction lines. Obtain all points in the same manner. 


Problem 16-30. (fig. 16-34): A vertical cone, base 80 mm diameter and axis 
90 mm long, is penetrated by a square prism of base 35 mm side. The axis of the 
prism is parallel to and 12 mm away from that of cone. Draw the projections when 
the plane containing the two axes is parallel to the V.P. and the faces of the prism 
are equally inclined to the V.P. 
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FIG. 16-341) 


(Third-angle projection) (Third-angle projection) 
FIG. 16-34(ii) FIG. 16-35 FIG. 16-36 


Adopt the same method as shown in problem 16-27. 


Fig. 16-35 and fig. 16-36 show two views of a cone having a square hole cut 
through it. The axes of the cone and the hole are vertical and 12 mm apart. The 
faces of the hole are equally inclined to the V.P. In fig. 16-35, the vertical plane 
containing the two axes is perpendicular to the V.P, while in fig. 16-36 it is 
inclined at 45? to the V.P. 
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. Problem 16-31. (fig. 16-37): A vertical cone, base 90 mm diameter and axis 90 mm 
long, is penetrated by another cone of base 75 mm diameter and height 100 mm. The 
axes of the two cones bisect each other at right-angles. Draw the front view showing 
curves of intersection, when the axis of the penetrating cone is parallel to the V.P. 
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(i) 


(ii) 


(iii) 
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FIG. 16-37 


Assume a horizontal cutting plane coinciding with a line a'd'. The section of the 
vertical cone will be a circle of diameter ee. The section of the horizontal cone 
will be a hyperbola. The width of the hyperbola at the point a' will be equal 
to twice the length of the line a'1'; that at the point b' will be twice Б'2' etc. 
In the top view, mark points on the projector through a' and symmetrical on 
both sides of the horizontal axis, so that 1-1 - twice a'1'. Similarly, mark 
points on the projector through b' so that 2-2 = twice b'2' etc. Draw the 
hyperbola through the points thus obtained. 

Draw a circle with centre o and radius c'e', cutting the hyperbola at points p4 
апа 41. Project р; to p; and q; їо q'4 on the cutting-plane line a'd'. 


Then p4, 91, p4 and 4ң are the points on the curves in the two views. Similarly, 
assume additional sections, preferably at equal distances on both sides of the axis (so 
that the sections will be the same). Draw the hyperbolas and circles in the top view 
and determine the points of intersection. Draw curves in both the views and on both 
sides of the vertical axis. The curves can be determined in the same manner even when 
the axes do not intersect. 


412 Engineering Drawing [Ch. 16 


Problem 16-32. (fig. 16-38): A hole of 50 mm diameter is drilled through a 
sphere of 75 mm diameter. The axis of the hole is 10 mm away from the centre 
of the sphere. Draw three views of the sphere when a vertical plane containing the 
centre of the sphere and the axis of the hole is inclined at 60° to the ҰР. 


FIG. 16-380 


(i) Draw the top view of the sphere and show the circle for the hole in the 
required position. 

(ii) Project the front view and the side view. Divide the circle for the hole into 
twelve equal parts. 


(iii) Assume a number of cutting planes parallel to the үр. The sections of the 
sphere will be circles, while the hole will be cut in straight lines. Intersection 
of the circles with corresponding lines will give points on the curves. 


(iv) Let us take a section plane passing through points 3 and 5. The section of the 
sphere will be a circle of diameter aa. The lines through 3 and 5 intersect this 
circle at points 3' and 5' which lie on the curve. Obtain the twelve points in 

_ the same manner. Also plot the key points at which the section through the 
centre of the sphere is cut by the lines of the hole. Draw curves through all 
the points. Project the points on the side view horizontally from the front view 
on corresponding lines of the hole and draw curves through them. | 

Problem 16-33. (fig. 16-39); A sphere of 80 mm diameter is penetrated by a 

square prism, base 45 mm side, the axis of which passes through its centre. Draw 
the front view of the solids showing curves of intersection. when the axis of the 
prism is parallel to both the planes and the faces are equally inclined to the V.P. 
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(i) Draw the front view and project the side view. Assume a vertical cutting 
plane passing through, say points a. The section of the sphere will be a 
circle of diameter bb. It is cut by the section of the prism (a rectangle of 
width aa) at points a' as shown in the front view. Then points а' are on 
the curve of intersection. 


(ii) Obtain more points together with the key points іп the same manner апа 
draw curves through them. 


Problem 16-34. (fig. 16-40): Draw the development of a portion of the surface 
of the cone given in problem 16-22, showing the hole in it. 


In fig. 16-40(i), the positions of points are taken from fig. 16-24, while in 
fig. 16-40(ii) they are obtained from fig. 16-25. In each case, distances along the arc 
are measured from the top view, while the distances of points (on the generators) 
from o are taken from the front view, after projecting them on the true length line. 
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A vertical square prism, base 50 mm side has its faces equally inclined to the 
V.P. It is completely penetrated by another square prism of base 30 mm side, 
the axis of which is parallel to both the planes and is 6 mm away from the 
axis of the vertical prism. The faces of the horizontal prism also are equally 
inclined to the V.P. Draw the projections of the solids showing lines of intersection. 


Two equal prisms whose ends are equilateral triangles of 40 mm side and 
axes 100 mm long, intersect at right angles. One face of each prism is on 
the ground. The axis of one of the prisms makes 30? with the V.P. Draw 
three views of the solids. 


A square prism of base 50 mm side and height 125 mm stands on the 
ground with a side of the base inclined at 30? to the V.P. it is penetrated by 
a cylinder, 50 mm diameter and 125 mm long, whose axis is parallel to both 
the H.P. and the V.P. and bisects the axis of the prism. Draw the projections 
showing fully the curves of intersection. 


A cylindrical boiler is 2 m in diameter and has a cylindrical dome 0.8 m 
diameter and 0.6 m high. The axis of the dome intersects the axis of the 
boiler. Draw three views of the arrangement. Develop the surface of the 
dome. Scale 1 cm - 0.2 m. 


A vertical pipe, 75 mm diameter and 150 mm long, has two branches, one 
on each side. The horizontal branch is of 60 mm diameter while the other is 
of 50 mm diameter and inclined at 45? to the vertical. Assume the axis of 
50 mm branch and the main pipe to be in the same plane, and that of 
60 mm branch at 6 mm from the axis of the main pipe and parallel to the 
М.Р. Draw the views of the pipe showing curves of intersection. Draw the 
developments of three pipes, assuming suitable lengths. 


A cylinder of 75 mm diameter and 125 mm height, stands on its base on the 
ground. It is penetrated centrally by a cylinder, 50 mm diameter and 125 mm 
long, whose axis is parallel to the H.P. but inclined at 30? to the V.P. Draw 
the projections showing curves of intersection. Draw also the development of 
the penetrated cylinder. 


A right circular cylinder of 75 mm diameter penetrates another of 100 mm diameter, 
their axes being at right angles to each other but 10 mm apart. Draw the projections 
of the curves of intersection on a plane parallel to the axes of the cylinders. 


Two circular pipes of 75 mm and 50 mm diameters (inside) meet at 30%. The 
axes of both the pipes are in one plane and the 75 mm pipe is vertical. The 
thickness of the pipes is 6 mm in both cases. Draw the projections showing 
curves of intersection. 


A square hole of 35 mm side is cut in a cylindrical shaft 75 mm diameter 
and 125 mm long. The axis of the hole intersects that of the shaft at right 
angles. All faces of the hole are inclined at 45? to the H.P. Draw three views 
of the shaft when the plane of the two axes is parallel to the V.P. 


A cylinder of 50 mm diameter, branches off another cylinder of 75 mm diameter. 
The axis of the smaller cylinder is vertical and that of the other is horizontal. If 
the distance between the two axes is 10 mm, draw three views of the cylinders. 


Ехе. 


11. 


12. 


To 


14. 


15. 


16. 


17. 


18. 


19; 


20. 
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A cone frustum is 125 mm high, 85 mm diameter at the top and 115 mm 
diameter at the bottom. It is vertically placed and is completely penetrated by a 
horizontal cylinder 75 mm diameter and 125 mm long, the axis of which bisects 
the axis of the frustum. Draw the projections of the solids showing curves of 
intersection. 


A conical funnel, 150 mm diameter at the mouth and 125 mm high has a pipe 
of 40 mm diameter attached at its apex. The length of the pipe is 100 mm and 
its axis is at right-angles to the axis of the funnel and in the same plane, with the 
outer side of the pipe in line with the apex of the funnel. Draw full size, the 
arrangement with sufficient number of views to show the joint. 


A cone, 90 mm diameter of base, axis 110 mm long, stands on the ground and 
is completely penetrated by a cylinder, 50 mm diameter and 110 mm long. The 
axis of the cylinder is horizontal, parallel to the V.P. and passes through the axis 
of the cone, 75 mm from the apex. Draw the projections of both curves of 
intersection. Develop the surface of the cone. | 


A hole of 25 mm diameter is drilled in a cone having 75 mm diameter T base 
and 60 mm height. The axis of the hole is parallel to that of the cone and 6 mm 
away from it. Draw three views of the cone when a vertical plane она the 
two axes is perpendicular to the V.P. 


A conical hopper is fitted in vertical position on a horizontal pipe, 75 mm in 
diameter and 150 mm in length. The diameter of the hopper at the top is 110 mm 
and changes by 25 mm in every 25 mm of vertical distance. Draw the projections 
showing the curves of intersection if the top of the hopper is 70 mm above the 
axis of the pipe. Develop the surfaces of the hopper and the pipe. 


A cylinder, 50 mm diameter of base and 100 mm height is centrally penetrated 
by a cone, 50 mm diameter of base and 75 mm height. The axis of the cylinder 
which is vertical, cuts the axis of the cone which is horizontal at 30 mm from the 
base of the cone. Draw the front view and the side view, showing curves of 
penetration. 


A cone, base 75 mm diameter and axis 100 mm long, has an equilateral triangular 
hole of 40 mm side cut through it. The axis of the hole coincides with the axis 
of the cone. Draw three views of the cone when it is resting on its base on the 
ground with a face of the hole parallel to the V.P. Develop the surface of the cone. 


A vertical cone, base 100 mm diameter and height 125 mm is penetrated by 
another cone, 50 mm diameter and axis 100 mm long. The axis of the penetrating 
cone is parallel to the Н.Р. and the V.P., 40 mm above the base and 10 mm from 
the axis of the vertical cone. It comes out equally on both sides of the cone. Draw 
the projections showing curves of intersection. 


A sphere of 100 mm diameter is penetrated vertically by a triangular prism of 
base 40 mm side. Their axes coincide with each other. Draw the curves of 
penetration when two faces of the prism are equally seen in the front view. 


A cylinder, 50 mm diameter and axis vertical, penetrates a pentagonal pyramid 
having its base on the ground and one side of the base parallel to the V.P. The 
diameter of the circumscribing circle of the base of the pyramid is 75 mm and 
its height is 100 mm. The two axes are 10 mm apart. Draw the projections 
showing curves of intersection, when the plane containing the two axes is parallel 
to the V.P. Develop the surface of the pyramid. 
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21. 


22: 


23; 


24. 


25. 


26. 


A rectangular slot for a cotter is cut in the tapering 
portion of a piston rod as shown in fig. 16-41. 
Draw three views of the rod, showing the curves of 
penetration in each view. 


A frustum of a cone appears in the front view as a 
trapezium of 50 mm and 75 mm parallel sides, 90 
mm apart. A cylindrical pipe joins the frustum and 
in the side view, the circle representing the pipe is 
found to touch the 50 mm side and the sides of the 
frustum. Draw three views of the frustum and the 
portion of the pipe joined as stated. FIG. 16-41 


In a circle of 50 mm radius, draw a square of 30 mm side symmetrically around 
its centre. The figure is the top view of a sphere completely penetrated by a 75 
mm long square prism. From this top view, project a front view on a reference 
line xy parallel to a diagonal of the square. From this front view, project another 
top view on a reference line making 45? angle with the axis of the prism. 


A square prism of 50 mm side of a base and 100 mm length of axis is resting 
on its base on the ground having a side of base at 30? to the V.P. It is completely 
penetrated by a horizontal square prism of 40 mm side of a base and 100 mm 
length of axis; the axis of which is parallel to the V.P. and bisects the axis of the 
vertical prism at right-angle. Draw the projections of the solids showing the lines 
of intersection when a face of the penetrating solid is at 30? to the H.P. 


A vertical cylinder of 60 mm diameter is penetrated by a square prism of 35 mm 
side, the axis of which is inclined at 30? to the ground but parallel to the V.P. The 
faces of the prism are equally inclined to the V.P. and the axis of the prism is 10 
mm in front of the axis of the cylinder. Draw the projections of the solids 
showing the curves of interpenetration. 


A cone, diameter of base 70 mm and axis 70 mm long is kept on the ground on 
its base. A vertical hole of 50 mm is drilled through the cone in such a way that 
the axis of the hole is 10 mm away from that of the cone. The plane containing 
both axes is parallel to the V.P. Draw three views of the solids. 


Isometric projection is a type of pictorial projection іп which the three dimensions 
of a solid are not only shown in one view, but their actual sizes can be measured 
directly from it. 


If a cube is placed on one of its corners on the ground with a solid diagonal 
perpendicular to the V.P, the front view is the isometric projection of the cube. The 
step-by-step construction is shown in fig. 17-1. 


FG. 17-1 


To draw the projections of a cube of 25 mm long edges resting on the ground 
on one of its corners with a solid diagonal perpendicular to the V.P, assume the 
cube to be resting on one of its faces on the ground with a solid diagonal parallel 
to the V.P. 


(i) Draw a square abcd in the top view with its sides inclined at 45° to xy. 
The line ac representing the solid diagonals AG and CE is parallel to xy. 
Project the front view. 
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(ii) Tilt the front view about the corner g' so that the line e' c' becomes parallel 
to xy. Project the second top view. The solid diagonal CE is now parallel 
to both the Н.Р. and the V.P. - 

(іі) Reproduce the second top view so that the top view of the solid diagonal, 
viz. еі Cy is perpendicular to xy. Project the required front view. 

This book is accompanied by a computer CD, which contains an audiovisual 

animation presented for better visualization and understanding of the 

subject. Readers are requested to refer Presentation module 39 for the 
introduction. 


Fig. 17-2 shows the front view of the cube in the above position, with the corners 
named in capital letters. its careful study will show that: x 


(a) All the faces of the cube are equally inclined 
to the V.P. and hence, they are seen as 
similar and equal rhombuses instead of squares. 

(b) The three lines CB, CD and СС meeting at C 
and representing the three edges of the solid 
right-angle are also equally inclined to the 
V.P. and are therefore, equally foreshortened. 
They make equal angles of 120? with each 
other. The line СС being vertical, the other 
two lines СВ and CD make 30% angle each, 
with the horizontal. 

(c) All the other lines representing the edges 
of the cube are parallel to one or the 
other of the above three lines and are also 
equally foreshortened. FIG. 17-2 

(d) The diagonal BD of the top face is parallel to the V.P. and hence, retains 
its true length. 


This chapter deals with various topics of isometric projection as shown below: 
1. Isometric axes, lines and planes 

2. Isometric scale 

3. Isometric drawing or isometric view 

4. isometric graph. 


The three lines CB, CD and CG meeting at the point C and making 120? angles with 
each other are termed isometric axes. The lines parallel to these axes are called isometric 
lines. The planes representing the faces of the cube as well as other planes parallel to 
these planes are called isometric planes. 


As all the edges of the cube are equally foreshortened, the square faces are seen 
as rhombuses. The rhombus ABCD (fig. 17-2) shows the isometric projection of 
the top square face of the cube in which BD is the true length of the diagonal. 


Construct a square BODP around BD as a diagonal. Then BP shows the true 
length of BA. 
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; ВА 1 2 
іп triangle АВО, — = —— "I 
5 ВО соѕ 30° V3 
In triangle PBO, века UM 222 
ВО COS 45° 1 
ВА 2.1 
BP 7 d X 42 = З = 0.815 
. isometric length 
The ratio, Se = a. = v2 = 0.815 or = (approx.). 
true length BP 219 ет 


Thus, the isometric projection is reduced in the ratio 
/2: 4/3, i.e. the isometric lengths are 0.815 of the true lengths. 


Therefore, while drawing an isometric 
projection, it is necessary to convert true 
lengths into isometric lengths for measuring 
and marking the sizes. This is conveniently 
done by constructing and making use of 
an isometric scale as shown below. 


(а) Draw a horizontal line BD of any 
length (fig. 17-3). At the end B, 
draw lines BA and BP, such that 
< ОВА = 30° and Z DBP = 45°. 
Mark divisions of true length 
on the line BP and from each 
division-point, draw verticals to 
BD meeting BA at respective points. 
The divisions thus obtained on BA 
give lengths on isometric scale. 


(b) The same scale may also 
be drawn with divisions 
of natural scale on a 
horizontal line AB 
(fig. 17-4). At the ends 
A and B, draw lines AC 
and BC making 15° and 
45° angles with AB 
respectively, and inter- 
secting each other at C. FIG. 17-4 


From division-points of true lengths on AB, draw lines parallel to BC and meeting 
AC at respective points. The divisions along AC give lengths to isometric scale. 


The lines BD and AC (fig. 17-2) represent equal diagonals of a square face of 
the cube, but are not equally shortened in isometric projection. BD retains its true 
length, while AC is considerably shortened. Thus, it is seen that lines which are 
not parallel to the isometric axes are not reduced according to any fixed ratio. 
Such lines are called non-isometric lines. The measurements should, therefore, be 
made on isometric axes and isometric lines only. The non-isometric lines are drawn 
by locating positions of their ends on isometric planes and then joining them. 
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If the foreshortening of the isometric lines in an isometric projection is disregarded 
and instead, the true lengths are marked, the view obtained [fig. 17-5(iii)] will be 
exactly of the same shape but larger in proportion (about 22.5%) than that obtained 
by the use of the isometric scale [fig. 17-5(ii)]. Due to the ease in construction 
and the advantage of measuring the dimensions directly from the drawing, it has 
become a general practice to use the true scale instead of the isometric scale. 


To avoid confusion, the view drawn with the true scale is called isometric 
drawing or isometric view, while that drawn with the use of isometric scale is 
called isometric projection. | | 


Referring again to fig. 17-2, the axes BC 
and CD represent the sides of a right angle 
in horizontal position. Each of them together 
with the vertical axis CG, represents the right 
angle in vertical position. Hence, in isometric 
view of any rectangular solid resting on a | 
face on the ground, each horizontal face will 
have its sides parallel to the two sloping || 


axes; each vertical face will have its vertical | - 5 
sides parallel to the vertical axis and the () (i) (ii) 
other sides parallel to one of the sloping axes. FIG. 17-5 


In other words, the vertical edges are shown by vertical lines, while the horizontal 
edges are represented by lines, making 30? angles with the horizontal. These lines are 
very conveniently drawn with the T-square and а 307-607 set-square or drafter. 


An isometric graph as shown in fig. 17-6 facilitates the drawing of isometric view 
of an object. Students are advised to make practice for drawing of isometric 
view using such graphs. See fig. 17-55 and fig. 17-56 of problem 17-33. 
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The procedure for drawing isometric views of planes, solids and objects of various 
shapes is explained in stages by means of illustrative problems. 


In order that the construction of the view may be clearly understood, construction 
lines have not been erased. They are, however, drawn fainter than the outlines. 


In an isometric view, lines for the hidden. edges are generally not shown. In 
the solutions accompanying the problems, one or two arrows have been shown. 
They indicate the directions from which if the drawing is viewed, the given orthographic 
views would be obtained. Students need not show these arrows in their solutions. 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 40 for the 
following problem. 


Problem 17-1. The front view of a square is given in fig. 17-7). Draw its 
isometric view. 

As the front view is a square, the surface of the square is ШЕЛ. In isometric 
view, vertical lines will be drawn vertical, while horizontal lines will be drawn 
inclined at 30? to the horizontal. 


(i) Through any point d, draw a vertical line da = DA [fig. 17-7(ii)]. 
(à) Again through d, draw a line dc = DC ыша at 30° to the horizontal 
and at 60? to da. 


(iii) Complete the rhombus abcd Тя? is the required isometric view. Тһе 
view can also be drawn in direction of the other тайы axis as 5 іп 
fig. 17-7(iii). | 


Problem 17-2. If fig. 17-7( is the top 
view of a square, draw its isometric view. 
As the top view is a square, the surface 

(iit) 


of the square is horizontal. In isometric 
view, all the sides will be drawn inclined 
at 30? to the horizontal. FIG. 17-7 


(i) From any point d [fig. 17-7(iv)], draw two lines da апа dc inclined at 30° 
to the horizontal and making 120? angle between themselves. 

(ii) Complete the rhombus abcd which is the iade neue ^en d 

Problem 17-3. The top view of a 


rectangle, the surface of which is horizontal is 
shown in fig. 17-80). Draw its isometric view. 
| ^ (iii) 


Draw the required view as explained s 
in. problem 17-2 and as shown in either 
fig. 17-8(ii) or fig. 17-8(iii). 5 TT FiG. 17-8 

Problem 17-4. The front view of a triangle having its. surface аа to the V.P. 
is shown in fig. 17-9(i). Draw its isometric view. 2E 
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The surface of the triangle is vertical and the base ab is horizontal. ab will be 
drawn parallel to a sloping axis. The two sides of the triangle are inclined. 
Hence they will not be drawn parallel to — IM" q p 
any isometric axis. In an isometric view, angles do PS 
not increase or decrease in any fixed proportion. P C Q 
They are drawn after determining the positions РА 
of the ends of the arms on isometric lines. 145% 60% 
Therefore, enclose the triangle in the rectangle А (iy B i m 
АВОР. Draw the isometric view abgp of the | | 
rectangle [fig. 17-9(ii)]. | FIG. 17-3 
Mark a point c in pg such that pc = PC. Draw the triangle abc which is the required 
isometric view. It can also be drawn in the other direction as D in fig. 17-9(iii). 


Problem 17-5. The front view of a 
quadrilateral whose surface is parallel to 


the VP. is shown in fig. 17-10(). Draw 
its isometric view. 
Enclose the quadrilateral in a rectangle XL es 
ABEF. 
(iii 


(i) Draw lines CP and CQ parallel to 
the sides РЕ and BE respectively. ae 17-10 


(ii) Draw the isometric view of the rectangle [fig. 17-10(ii)] and obtain the 
point d in fe as explained in problem 17-4. Draw the isometric view сред 
of the rectangle CPEQ. 


(iii) Draw the quadrilateral abcd which is the required isometric view. 


If the given view is the top view of a quadrilateral whose surface is horizontal, 
i.e. parallel to the H.P, its isometric view will be as shown in fig. 17-10(iii). 


Problem 17-6. If the view given in fig. 17-11(1) is 


(a) the front view of a hexagon whose 


surface is parallel to the V.P. or 
(b) the top view of the hexagon whose 
surface is horizontal, draw its 
(i) (iii) 


isometric views. 
(a) fig 17-11(ii). (b) fig 17-11 (iii). 7 Жы; 17-11 
In both cases, the views can be drawn іп the other direction also. 
Problem 17-7. Fig. 17-12(i) shows the front view of a circle whose surface is parallel 
to the УР. Draw the isometric view of the circle. 
This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 41 for the 
following problem. 
i, Method of points: 
(i) Enclose the circle in a square, touching it in points 1, 2, 3 апа 4. Draw 
the diagonals of the square cutting the circle in points 5, 6, 7 and 8. 
(i) Draw the isometric view of the square [fig. 17-12(ii) and [fig. 17-12(iii)] 
and on it mark the mid-points 1, 2, 3 and 4 of its sides. Obtain points 
5, 6, 7 and 8 on the diagonals as explained in problem 17-5. 
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Or, after determining the position of one point, draw through it, lines parallel 
to the sides of the rhombus and obtain the other three points. Draw a neat and 
smooth curve passing through the eight points viz. 1, 6, 2, 7 etc. The curve is 
the required isometric view. It is an ellipse. 


(ii) (iii) 
НС. 17-12 FIG. 17-13 


If the view given in fig. 17-12(i) is the top view of a circle whose surface is 
horizontal, its isometric view will. be as shown in fig. 17-12(iv). 

As the isometric views have been drawn with the true scale, the major axis of 
the ellipse is longer than the diameter of the circle. 

Fig. 17-13(ii), fig. 17-13(iii) and fig. 17-13(iv) 
show the isometric projection of the circle drawn 
with isometric scale. Note that when the length 
of the side of the rhombus is equal to the isometric 
diameter of the circle, the length of the major 
axis of the ellipse is equal to the true diameter of 4 
the circle. 
Н. Four-centre method: 


Draw the isometric view of the square 
[fig. 17-14()]. Draw perpendicular bisectors of the 
sides of the rhombus, intersecting each other on 
the longer diagonal at points p and q, and which 
meet at the 120°-angles b and d. FIG. 17-14 


Or, draw lines joining the 120°-angles b and d with the mid-points of the opposite 
sides and intersecting each other on the longer diagonal at points p and q. Two of these 
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lines will be drawn horizontal, while the other two will make 60°-angles with the 
horizontal. With centres b and d, draw arcs 3-4 and 1-2 respectively. With centres p 
апа д, draw arcs 1-4 and 2-3 respectively and complete the required ellipse. Fig. 17-14(ii) 
shows the ellipse obtained in the rhombus drawn in the direction of the other sloping 
axis. Fig. 17-14(iii) shows the isometric view of the circle when its surface is horizontal. 


The ellipse obtained by the four-centre method is not a true ellipse and differs 
considerably in size and shape from the ellipse plotted through points. But owing 
to the ease in construction and to avoid the labour of drawing freehand neat 
curves, this method is generally employed. 

Problem 17-8. To draw the isometric view of a circle of a given diameter, around 
a given point. 

let O be the given point and D the diameter of the circle. 

(a When the surface of the circle is vertical [fig. 17-14(i)]. 

() Through O, draw a vertical centre line and another centre line inclined at 
30* to the horizontal, i.e. parallel to a sloping isometric axis. On these 
lines, mark points 1, 2, 3 and 4 at a distance equal to 0.5D from O. 

(ii) Through these points, draw lines parallel to the centre lines and obtain the 
rhombus abcd of sides equal to D. 


(іі) Draw the required ellipse in this rhombus by the four-centre method. 

By drawing the second centre line parallel to the other sloping axis, the 
isometric view is obtained in another position as shown in fig. 17-14(ii). 

(b When the surface of the circle is horizontal [fig. 17-14(iii)]. 

Through O, draw the two centre lines parallel to the two sloping 
isometric axes, i.e. inclined at 30% to the horizontal. Draw the required 
ellipse as explained in (a) above. 

Note: This construction is very useful in drawing isometric views of circular holes in solids. 


Problem 17-9. Fig. 17-15(1) shows the front view of a semi-circle whose surface 

is parallel to the V.P. Draw its isometric view. 

(i) Enclose the semi-circle in a rectangle. Draw the isometric view of the 
rectangle [fig. 17-15(ii) and [fig. 17-15(iii)]. 

(ii) Using the four-centre method, draw the half-ellipse in it which is the 
required view. The centre for the longer arc may be obtained as shown or 
by completing the rhombus. : 

If the view given in fig. 17-15(i) is the top view of a horizontal semi-circle, 

its isometric view would be drawn as shown in fig. 17-16(i) and fig. 17-16(ii). 


(i) (ii) (iii) 
FIG: 17-15 FiG. 17-16 


Problem 17-10. Fig. 17-17() shows the front view of a semi-circle whose surface 
is parallel to the V.P. Draw the isometric view of the semi-circle. | 


(ii 
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See fig. 17-17(ii) and fig. 17-17 (iii) 


ШЫР a 


ii) 
ы pe FIG. 17-18 
If the view shown in fig. 17-17(i) is the top view of a semi-circle whose 
surface is horizontal, its isometric view will be as shown in fig. 17-18(i) or 
fig. 17-18(ii). | 
Problem 17-11. Fig. 17-19(i) shows 


the front view of a plane parallel to the 
VP. Draw its isometric view. 


() Тһе upper two corners of the 
plane are rounded with quarter 
circles. Enclose the plane in a 
rectangle. 


FiG. 17-19 


(ii) Draw the isometric view of the Ы 
rectangle. From the upper two corners of the parallelogram, mark points 
on the sides at a distance equal to R, the radius of the arcs. At these 
points erect perpendiculars to the respective sides to intersect each 
other at points p and q. With p and q as centres, and radii р1 and 
q3, draw the arcs and complete the required view. 


It is interesting to note that although the arcs are of the same radius, they are 
drawn with different radii in their isometric views. 


We have seen that the isometric view of a cube is determined from its orthographic 
view in a particular position. The three edges of the solid right-angle of the cube 
are shown by lines parallel to the three isometric axes. A square prism or a 
rectangular prism also has solid right-angles. Hence, lines for its edges are also 
drawn parallel to the three isometric axes. 


While drawing the isometric view of any solid, the following important points 
should be carefully noted: | 


() Тһе isometric view should be drawn according to the given views and іп 
such a way that maximum possible details are visible. 


(ii) At every point for the corner of a solid, at least three lines for the edges 
must converge. Of these, at least two must be for visible edges. 
Lines for the hidden edges need not be shown, but it is advisable to check 
up every corner so that no line for a visible edge is left out. 


(iii) Two lines (for visible edges) will never cross each other. 
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Problem 17-12. Draw the isometric view of a square prism, side of the base 
20 mm long and the axis 40 mm long, when its axis is (i) vertical and (ii) horizontal. 


(i) When the axis is vertical, the ends of the prism will be horizontal. Draw the 
isometric view (the rhombus 1-2-3-4) of the top end [fig. 17-20(i)]. Its sides 
will make 30°-angles with the horizontal. The length of the prism will be 
drawn in the third direction, i.e. vertical. Hence, from the corners of the 
rhombus, draw vertical lines 1-5, 2-6 and 3-7 of length equal to the length 
of the axis. The line 4-8 should not be drawn, as that edge will not be 
visible. Draw lines 5-6 and 6-7, thus completing the required isometric view. Lines 
7-8 and 8-5 also should not be drawn. Beginning may also be made by drawing 
lines from the point 6 on the horizontal line and then proceeding upwards. 


(ii) When the axis is horizontal, the ends will be vertical. The ends can be 
drawn in two ways as shown in fig. 17-20(11) and fig. 17-20(111). In each 
case, the length is shown in the direction of the third isometric axis. 
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Problem 17-13. Three views of a block are given in fig. 17-21(). Draw its 
isometric view. 


The block is in the form of a в C 


А В d 
rectangular prism. Its shortest edges Ин КИН 
are vertical. Lines for these edges will С R P Q a 
be drawn vertical. Lines for all other D C p c 


edges which are horizontal, will be drawn 
inclined at 30° to the horizontal in Ж 
direction of the two sloping axes as А В q 
shown іп fig. 17-21(ii). (i) (ii 


Methods of drawing non-isometric lines. НС. 17-21 


When an object contains inclined edges which in the isometric view would be 
shown by non-isometric lines, the view may be drawn by using any one of the 
following methods: 


() box method or 

(ii) co-ordinate or offset method. 

(i) Box method: This method is used when the non-isometric lines or their 
ends lie in isometric planes. The object is assumed to be enclosed in a rectangular 


box. Initially, the box is drawn in isometric. The ends of the lines for the inclined 
edges are then located by measuring on or from the outlines of the box. 
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Problem 17-14. Three views of a BE FC 


block are given in fig. 17-22(i). Draw ЛИК 
Q R 


its isometric view. 
(i) Enclose the block in a rectangular -— 
box. 
(ib Draw the isometric view of the | : 
box [fig. 17-22(ii)]. () 0 


si ? HM . Fic. 17-22 
(iii) Mark points e and f on the line bc 
such that be — BE and fc — FC. 


(iv) Complete the required view as 
shown. 
Problem 17-15. Draw the isometric ж 
(i) 


view of the plate shown in three views (i) 
in fig. 17-23(D. FIG. 17-23 

Obtain the required view as explained in problem 17-14 and as shown in fig. 17-23(ii). 
This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 42 for the 
following problem. 


Problem 17-16. Draw the isometric 
view of the frustum of the hexagonal 
pyramid shown in fig. 17-24(i). 


СМАКОТА д 


COGNIFRON 


6 t 2 3 


(i) Enclose the front view and the 
top view in rectangles. 


(ii) Draw the isometric view of the 
rectangular box [fig. 17-24(ii)]. 
Locate the six points of the base 
of the frustum on the sides of 
the bottom of the box. The upper 
six points on the top surface 
of the box are located by drawing 
isometric lines, e.g. P1 and Q1 
intersecting at a point 1. 


(iii) Join the corners and complete the 
isometric view as shown. 


(ii) Co-ordinate or Offset method: This method is adopted for objects in which 
neither non-isometric lines nor their ends lie in isometric planes. 


Perpendiculars are dropped from each end of the edge to a horizontal or a 
vertical reference plane. The points at which the perpendiculars meet the plane, are 
located by drawing co-ordinates or offsets to the edges of the plane. 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 43 for the 
following problem. 


НІС. 17-24 


CHAROTAR 


Problem 17-17. Draw the isometric view of the pentagonal pyramid, the projections 
of which are given in fig. 17-25(i). Е 
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(v) 


Fig. 


Enclose the base (in the top view) in an oblong. 
Draw an offset oq (i.e. pq) on the line ab. 
Draw the isometric view of the oblong and locate the corners of the base in 


it [fig. 17-25]. — — "s 


Mark a point Q on the line AB such that AQ - aq. From Q, draw a line 


ОР equal to go and parallel to 2C. At P, draw a vertical OP equal to ор". 


Join O with the corners of the base, thus completing the isometric view 
of the pyramid. m 


17-25(ii) shows the isometric view of the same pyramid with its axis in 


horizontal position. 


i 


0 


Problem 17-18. Draw the isometric view of the truncated triangular pyramid 
shown in fig. 17-264). | ! M" 


(i) 


(ii) 


(iii) 


(iv) 


Draw the perpendi- 
culars d' x', e' y and f 
2 the front view апа 
the offsets dq, er and 
fc in the top view. 


% 


10 


Draw the isometric view 
of the whole pyramid 
[fig. 17-26(ii)]. 

Transfer the offsets 
and the verticals to 
this view and obtain 
points D, E and F on 
the lines ОА, OB 
and OC respectively. 
Draw lines DE, EF and 


FD and complete the 
required isometric view. Fic. 17-26 


QX=qx ВҮ=гу CZ=cz 
ХО-ха ҮЕ=уе ZF =z'' 
(ii) 
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Problem 17-19. Draw the isometric view 
of the cylinder shown in fig. 17-27(i). 

The axis of the cylinder is vertical, 
hence its ends are horizontal. Enclose the 
cylinder in a square prism. 

Method 1: 

Draw the isometric view of the prism 
Пір. 17-27(11)1. In the two rhombuses, draw 
the ellipses by the four-centre method. Draw 
two common tangents to the two ellipses. 


(ii) (iii) 


ii 
FIG. 17-27 
ы 


Erase the inner half of the lower ellipse | 
and complete the required view. AD 
Method И: e а 75 
__ Draw the rhombus for the upper end of e NS 
the prism [fig. 17-27(iii)] and in it, draw the \ 
ellipse by the four-centre method. From the © КТ 
determining the centres for the lower ellipse. 
Draw the arcs for the half ellipse. Draw common. 
tangents, thus completing the required view. 

When the axis of the cylinder is horizontal, its 

Fig. 17-28(ii) shows the view drawn by method Il, 
but the axis is shown sloping in the other direction. 
Fig. 17-29 and fig. 17-30 respectively show 
the isometric views (drawn by method II) of a 


centres for the arcs, draw vertical lines of 
length equal to the length of the axis, thus 

isometric view is drawn by method I as shown in 

fig. 17-28(i). 

half-cylindrical disc with its axis in vertical and 

horizontal positions. FiG. 17-30 


Problem 17-20. Draw the isometric 
view of a cone, base 40 mm diameter 
and axis 55 mm long (i) when its axis is . 
vertical and (ii) when its axis is horizontal. 
(i) Draw the ellipse for the base [fig. 
17-31()]. Determine the position 
of the apex by the offset method. 
(ii) Draw tangents to the ellipse from 
the apex. Erase the part of the 
ellipse between the tangents and 
complete the view as shown. 


(iii) See fig. 17-31(ii) which is self-explanatory. 
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Problem 17-21. Draw the isometric 

view of the frustum of a cone shown 

in fig. 17-32(i). 


(i) Draw the ellipse for the base 
[fig. 17-32(ii)]. Draw the axis. 


(ii) Around the top end of the axis, 
draw the ellipse for the top. 


(iii) Draw common tangents, erase 
the unwanted part of the 
ellipse and complete the view 
as shown. 


FIG. 17-32 


The orthographic view of a sphere seen from any direction is a circle of diameter 
equal to the diameter of the sphere. Hence, the isometric projection of a sphere 
is also a circle of the same diameter as explained below. 


The front view and the top view of a sphere resting on the ground are shown 


in fig. 17-33(i). С is its centre, D is the diameter апа P is the point of its contact 
with the ground. 


/\SOMETRIC RADIUS 


(i) (ii) 
Fic. 17-33 
Assume a vertical section through the centre of the sphere. Its shape will be 
a circle of diameter D. The isometric projection of this circle is shown in fig. 17-33(ii) 
by ellipses 1 and 2, drawn in two different vertical positions around the same 
centre C. The length of the major axis in each case is equal to D. The distance 
of the point P from the centre C is equal to the isometric radius of the sphere. 
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Again, assume a horizontal section through the centre of the sphere. The 
isometric projection of this circle is shown by the ellipse 3, drawn in a horizontal 
position around the same centre C. In this case also, the distance of the outermost 
points on the ellipse from the centre C is equal to 0.5D. 


Thus, it can be seen that in an isometric projection, the distances of all the 
points on the surface of a sphere from its centre, are equal to the radius of the sphere. 

Hence, the isometric projection of a sphere is a circle whose diameter is equal 
to the true diameter of the sphere. 

Also, the distance of the centre of the sphere from its point of contact with 
the ground is equal to the isometric radius of the sphere, viz. CP. 

It is, therefore, of the utmost importance to note that, isometric scale must 


invariably be used, while drawing isometric projections of solids in conjunction with 
spheres or having spherical parts. 


ISOMETRIC RADIUS 


FIG. 17-34 


Problem 17-22. Draw the isometric projection of a sphere resting centrally on 
the top of a square prism, the front view of which is shown in fig. 17-34(i). 
(i) Draw the isometric projection (using isometric scale) of the square prism 
and locate the centre P of its top surface [fig. 17-34(ii)]. 


(ii) Draw a vertical at P and mark a point C on it, such that PC = the 
isometric radius of the sphere. 


(iii) With C as centre and radius equal to the radius of the sphere, draw a circle 
which will be the isometric projection of the sphere. 


The solutions given in the following typical problems are mostly self-explanatory. 
Explanations are however given where deemed necessary. Construction lines are left 
intact for guidance. Dotted lines for hidden edges have been shown in some views 
to make the construction more clear. Unless otherwise stated, all dimensions are 
given in millimetres. 

Problem 17-23. A hexagonal prism having the side of base 26 mm and 
the height of 60 mm is resting on one of the corner of the base and its axis 
is inclined to 30° to the Н.Р. Draw its projections and also prepare the isometric 
view of the prism in the above stated condition. 

(i) Draw the projections of the prism as shown in figure 17-35. 

(ii) Construct the isometric view as shown in fig. 17-36. 


[Ch. 17 
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Problem 17-24. (fig. 17-37): A cylindrical block of base, 60 mm diameter and height 
80 mm, standing on the H.P. with its axis perpendicular to the H.P. Draw its isometric view. 

The method shown in fig. 17-38 is self-explanatony. 

Problem 17-25. The projection of pentagonal pyramid is shown in fig. 17-39. 
Draw its isometric view. 

See fig. 17-40. 


4 


0 


FIG. 17-40 

Problem 17-26. The projection of the frustum of the cone is shown in fig. 17-41. 
Draw its isometric view. 

See fig. 17-42. 


FIG. 17-41 FiG. 17-42 
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Problem 17-27. The orthographic projections of the object is shown in fig. 17-43. 
Draw the isometric view of the object. 
See fig. 17-44. 
20 


60 


Е 


e 
e 
— 


| 60 | 


20 
Й 
е} 30° 30° 


НІС. 17-43 FIG. 17-44 


40 


20 


Problem 17-28. Draw the isometric view of the casting shown in two views in 
fig. 17-45. 
See fig. 17-46. Lines for the visible lower edges of the rectangular hole should 


be shown. 22 
m o d р. 
51 
г са. жен 


FIG. 17-45 FIG. 17-46 


а 


Problem 17-29. Draw the isometric view of the block, two views of which аге 
shown in fig. 17-47. | 

See fig. 17-48. Centres for the arcs for lower circular edges are obtained by 
drawing vertical lines from the centres for the upper arcs. 

Problem 17-30. Draw the isometric view of the casting, shown in three views 
in fig. 17-49. 

See fig. 17-50. 

Problem 17-31. Draw the isometric view of the casting, two views of which are 
shown in fig. 17-51. 

See fig. 17-52. 
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(Third-angle projection) 
FIG. 17-49 


(Third-angle projection) ҒІС. 17-52 
FIG. 17-51 


436 Engineering Drawing [Ch. 17 


Problem 17-32. The front view of a board fitted with a letter H and mounted 
on a wooden post is given in fig. 17-53. Draw its isometric view, assuming the 
thickness of the board and of the letter to be equal to 3 cm. Scale, half full size. 
(All dimensions are given in centimeters.) | 5 


See fig. 17-54. - 


FiG. 17-53 | FiG. 17-54 


Problem 17-33. Draw the isometric view of the casting shown in two views in 
fig. 17-55. 


See fig. 17-56. Е 


Eie 7655 | FIG. 17-56 
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2 Problem 17-34. Draw the isometric view. of the model of steps, two views of 
which. are: shown іт figs (17-57. час асили ды nb isses ПЫ крз кор 


See fig. 17-58. 


Fic. 17-57 FiG. 17-58 


Problem 17-35. Two pieces of wood joined together by a dovetail joint are 
shown in two views in fig. 17-59. Draw {һе isometric view of the two pieces 
separated but in a position ready for fitting. еле | 


See fig. 17-60. 


НС. 17-59 НС. 17-60 


Problem 17-36. The outside. dimensions. of а box made of 4 cm thick planks 
are. 90 ст х 60 cm..X.60.cm height. The depth of the lid on the outside is 
12 cm. Draw the isometric view of the box when the lid is (a) 90% open and 
(b) 120% open. 


Draw the orthographic view of the box with the lid in required positions as 
shown in fig. 17-61. 


(a This position is simple to draw in isometric view. Care must, however, 
be taken to deduct the thickness of the wood for the bottom and the 
top, when showing in the lines for the inside of the box and the lid 
(fig. 17-62). - "og 
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(b) In this position, points P, Q, R etc. for the lid are located by enclosing 
the lid in the oblong and transferring the same on the isometric view as 
shown in fig. 17-62. The view is left incomplete to avoid congestion. 


FiG. 17-61 FiG. 17-62 


Problem 17-37. Two views of a cast-iron block are shown in fig. 17-63. Draw its 
isometric view. 


See fig. 17-64. 


48 


НС. 17-63 НС. 17-64 


The slope of the lines for the grooves on the outer surface on all the four 
sides is different and is obtained as. shown by construction lines. The depth is 
measured along vertical lines. 


Problem 17-38. Draw the isometric view of the casting shown in two views in 
fig. 17-65. | | | 


See fig. 17-66. 


Problem 17-39. Draw the isometric view of the simple moulding shown in 
fig. 17-67. 


See fig. 17-68. 
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The points on the curve are located by co-ordinate method. The parallel curve 
is obtained by drawing lines in the third direction and equal to the thickness of 
the moulding. 5 


fic. 17-66 


ay 
| с 
ҒІС. 17-67 FIG. 17-68- 


Problem 17-40. The front view of three solids placed one above the other, 
with their axes in a straight line is shown in fig. 17-69. Draw the isometric view 
of the arrangement. 


See fig. 17-70. 


In this problem, isometric lengths must be taken for all dimensions except for the 
radius of the circle for the sphere. 


440 Engineering Drawing [Ch. 17 


Тһе centre C of the sphere is at a distance equal to the isometric radius 
from the centre P of the top face of the cone frustum. The circle for the sphere 
is drawn with the true radius. 


The ellipse for the section of the sphere is drawn within the rhombus constructed 
around the point Q on the axis. 


| SQ 80 | 


Fic. 17-69 | Fio 479705. 


Problem 17-41. Draw the isometric view of the clamping piece shown in 
fig. 17-71. | 


See fig. 17-72. 


Fede ^ СИ 3. o | FiG. 17-72... | v 
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Problem 17-42. (fig. 17-73): Draw the 
isometric view of a hexagonal nut for a 
24 mm diameter bolt, assuming approximate 
dimensions. The threads may be neglected | 
but chamfer must be shown. 7 


see fig. 17-74. 2 | 

Problem 1 7-43. Draw the isometric view — 
of the paper-weight with spherical knob 
shown in fig. 17-75. : s 


See fig. 17-76. Isometric scale should | | 
be used for all dimensions except for the FIG. 17-73 На, 17-74 
radius of the circle for the sphere. L 4^ M. Ша.” 


075 


FIG. 17-75 | ШЕЛ FIG. 17-76 
Problem 17-44. (Пр. 17-77): Draw the isometric view of а square-headed Бой 
24 mm diameter and 70 mm long, with a square neck 18 mm thick and a head, 
40 mm square and 18 mm thick. ES = i 


See fig. 17-78. 
5040 
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Problem 17-45. Draw the isometric view of the casting shown in fig. 17-79. 


See fig. 17-80. 


FiG. 17-80 


Problem 17-46. The projections 
of a casting are shown in fig. 17-81. 
Draw its isometric view. 


See fig. 17-82. 


FiG. 17-82 


Art. 17-7] isometric Projection 443 


Problem 17-47. Draw the isometric view of the bracket shown in two views in 
fig. 17-83. | 
See fig. 17-84. 


НІС. 17-84 


Problem 17-48. Draw the isometric view of the machine-handle shown in 
fig. 17-85. | | | 


See fig. 17-86. 


All measurements must be in isometric lengths except those for the diameters 
of spherical parts. 
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035 
— SPHERICAL 


(i) Draw an axis and mark on it the positions of points A, B etc. 

(ii) At points B, C, E and F, draw ellipses for circular sections of the conical handle. 
Ellipses at В and Е will be completely hidden. 

(iii) With points A, D and G as centres, draw circles for the spheres, with their 
respective true radii. ^ ^ О 

(іу) Mark points Н апа / on the vertical axes through D апа С respectively and 
draw ellipses for the respective sections of the spheres. 

(v) Around H, draw a rhombus for the square hole. 

(vi) The dotted lines for the depth of the holes are omitted. 


Problem 17-49. The front view of a stool having a square top and four legs is 
shown in fig. 17-87. Draw its isometric view. 


The legs lie along the slant edges of a frustum of a square pyramid (fig. 17-88). 


Positions of the connecting horizontal strips between the legs at the top and 
at the bottom are determined by marking the heights along the axis and then 
drawing isometric lines upto the line AB, which shows the slope of the face of 
the frustum. ЕБЕ 
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FIG. 17-97 


1. Projections of castings of various shapes are given in figs. 


Draw the isometric view of each casting. 


a | 
25 
ЕЗ 
| | 50 | | 


FIG. 17-80 _ Fic. 17-90 
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(Third-angle projection) FiG. 17-92 
FIG. 17-91 


(Third-angle projection) (Third-angle projection) 
FIG. 17-95 FIG. 17-96 


FIG. 17-97 FIG, 17-98 
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|. 16, | 26 | 
a 


ДИГЯИСИКСЯ 


FiG. 17-103 


100 


FiG. 17-104 (Third-angle projection) 
FIG. 17-105 


ІСІ. 17 
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angle projection) 


(Third 


17-106 


FIG. 


) 


angle projection 
FIC. 17-109 


(Third 


FIG. 17-108 


FIG. 17-111 


FIG. 17-110 
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(Third-angle projection) FIG. 17-113 
FIG. 17-112 


FIG. 17-114 FiG. 17-115 


2. Assuming unit length to be equal to 10 mm, draw the isometric views of 
objects shown in figs. 17-116 to 17-125. 


(Third-angle projection) FiG. 17-117 
FiG. 17-116 
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FIG. 17-118 i d£-bd FIG. 17-120 


(Third-angle projection) FiG. 17-122 
FIG. 17-121 


pu 17-123 (Third-angle projection) FiG. 17-125 
FiG. 17-124 


3. Assuming simple graph of 10 mm grid, draw the isometric views of objects 
shown in fig. 17-126 and fig. 17-127. 


Exe. 17] Isometric Projection 451 


MEM On UE EEE EE I ae et OE 
4—44 ОО ДО ОИ ПЕЕ Е О Е Е А Е E 
яш ик йш апа CEE SNe 
- + 4+} RENE ы E Е ` 
BEER REDE AO NNNNESEREENENEX KE ЕЛІН 
с к T FF EF TF L| SUE ВЕ 
ee eee pe eG | 
EB ER ER DE a SO ER DE ПИ RR B 8 GT BE EB ERE DB 2 UE ЕТІН ЕЛІНЕН 
ЕЕЕ eee ee EE EN c 

ШЖ ШЕШЕНЕ Sees EE IE шем ЕТЕ 


LEE 


е PEE Ee ГЕ 
ЖЕШИП Б БЕ ЖЕ И БЕЗИН ЁТЕ ШШЕ И ИЕ ШШ ШИ ЯК ЖЕЕ 

аа INEO TELETA -- 
ЖЕ ЖЕ ЖЕЛЕ БЕ ЕДЙ БЕТҮ БЕШ БИ ЖШ ШИКЕ ПШ eRe ШЕЙ 
БЕНЕН ЕЕЕ ЕЕЕ 
COM SAL ENC С ШП ШЕ ЖЕНШ ШЕ ШЫ | 
ү у INS ЕЕЕ ДЕ 
T кши кк акин шич шн к кинишыв ш HH 
NEC БИ ЗЕ БЕ ПЕ ГИЙ ЖЕ ЗЕЛ ES E Е 8 Е Е 


S 


FA 
әке 
A 
iz 


H 


S 
E 
ННІ 
ШШШ ининин ЕЕРЕЕ. 
BESPZEEEEENIIINNIIINSEEEESEEEEEER 
ишш р EEE 
Ев ЕЕЕ ЕЕЕ Pag ЕНТ Tonne 
л м eee DES 
TL BEZZCHEEENEENEEENENNZEONAE 
аа ах 
>К ЕЕ шшк шк ий Ши» «аси 
нү INNEN E ETE 
шша шше шш и аы шеш к RS 
ЕЕЕ YEERE На а 


= ЖШ 
ie ie BEL SER ЕЖЕ МІНІ НЕҢ H/C AA 
ЗЕЕ ЕЕЕ Еа: БЕРЗЕ Е АЕ MNA T 


ЕЗІНЕ 
F HEH 


I-A SERE НЕН БОЖЕ 
1-1-5 ШИНИЕРШЕИ МЕТУ ПИ TES 
ИОВ И ДЕ ЕР ЕЕЕ Go te жиымын 
Ее ЕЕЕ ЕЕЕ ЕЕ е" кин 
|TTLLLLLLAIN ИДО Е ИАА 
WENEEENENE ILS ишш ишь @ тик коды. ЕБЕ 
Иш FH Ж FN SEREN =A AH 
E 


DESENE Ss ЕЕ Ж ЖЕ nun синияни шиши 
LIO UE DLL ENE LL EEE ЕЕ ЕЕ РЕ EBEN 
ра ENENEN S VIENI 
P AME Oe ЖШ -AH /——- 


FIG. 126 


452 Engineering Drawing [Ch. 17 


CLELLEEEERCUAIKLEELELLEERALLELEELEEZEENLD 
СЕЕ ЕДУ 
ЕЕРЕЕ 
ЕТИ а 
BENEEEHEPZEB И SENERE 
ааа ааа ая а-ға 
шиши инни аа аа ааа 
“ТАН атты аа 
кач» E ааа а-а 
а-а а-а-а” ац 
ТНФ 
CEA PNA see CO иинин ин 
a a oS OH ШИ 
HR See KEEN SP LS КИ ЕЕ 
ү E лл 9 s - 
АЕ еа ЕНІН 


Ep NENNEN ni 
@ zu EA Hn 
IV ше BIB" "ЕЕЕ 
E BUB RN BM УА КЕШЕГЕ 
ЕНЕ -91-H-7H-H-94-H-4-H-H MEME EN E Ж ШИШ 

ШШ ШЕР ЕЕ CEE EEE Eee 


БИШ ИЙЕ БИ ШШ ШЕ ШШ И ШУ; ЕЕ 
ШЕ Шуа HHAH FFA А 
АЗАКЕ нана ЕЕЕ 
ИСЕМ ИШСЕН нии 10 
ТН Т 707 
ШАБЫСЫ ЫСЫ ӘП КЕЗЕ rans AHH- Cesar Tene 
FEE EERE ЕНЕ 
BEEN БЕ RES ТІРЕ ЖЕЛЕ 4 Ко» HA 


pere LU 


-H E EENRCHNER 

PE mmu 
ШЕЛШЕІН ЕЕН ШШЕН ИП ИНН ишә ён кт SHEER 
ШЕБЕШИЕР TU UE 


-> ии шшш _——©-———— ШЕН БЕН e яне 
ШТІ FETE 

m rop Sennen Ез BE d 
-- E 


T нах TERES 
1-3 АЕ 
КЕКЕНЕ КЕЕ ГІТ 


E 
HNH HHH ЕНЕНЕ KINNEN 
IG F 


isometric Projection 453 


xe. 17] 


2. w iy a Е with e #42. а dead 


4. Ort r Gi 
mis 7-128; Compte ie eis 2. shang: 
the 


ee fig. 17-194.] 


ia my 


de Pia Гір „2 
шш ЕЗ 
ond el aM ж ум 


454 Engineering Drawing [Ch. 17 


(Ex. 1. FiG. 17-89) 
FiG. 17-129 


(Ex. 1. FiG. 17-90) 
FiG. 17-130 
Yer 


(EX. 1. НІС. 17-91) 
| FiG. 17-131 


(Ex. 1. FiG. 17-92) 
FiG. 17-132 
Ny 
| ) 


(Ex. 1. FiG. 17-93 
FIG. 17-133 


(EX. 1. НС. 17-94) 
FIG. 17-134 


(Ex. 1. FiG. 17-95) (Ex. 1. FiG. 17-96) 
FIG. 17-135 FIG. 17-136 


Sol. іс Exe. 17] isometric Projection 455 


(Ex. 1. FiG. 17-97) (EX. 1. FiG. 17-98) 
FIG. 17-137 FIG. 17-138 


(Ex. 1. FiG. 17-99) (Ex. 1. НС. 17-100) 
FIG. 17-139 FiG. 17-140 


(Ex. 1. FiG. 17-101) (EX. 1. ҒІС. 17-102) 
FiG. 17-141 FIG. 17-142 
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(Ех. 1. Fic. 17-103) (Ex. 1. FIG. 17-104) 
FiG. 17-143 . FG 17-144 


(ЕХ. 1. НС. 17-105) (Ex. 1. Fic. 17-106) 
FiG. 17-145 FIG. 17-146 


Ny 


(ЕХ. 1. Fic. 17-107) (Ex. 1. Fic. 17-108) 
FiG. 17-147 FiG. 17-148 
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(Ex. 1. НС. 17-109) (Ex. 1. FIG. 17-1) (EX. 1. НС. 17-111) 
FIG. 17-149 FIG. 17-150 FIG. 17-151 


(ЕХ. 1. НС. 17-112) (Ex. 1. FiG. 17-113) 
2 FIG. 17-152 FIG. 17-153 


(EX. 1. FiG. 17-114) (EX. 1. FIG. 17-115) 
FiG. 17-154 FiG. 17-155 
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(Ex. 2. FiG. 17-116) (Ex. 2. FiG. 17-117) 
FIG. 17-156 FIG. 17-157 


(Ex. 2. FiG. 17-118) (Ex. 2. FiG. 17-119) 
FiG. 17-158 FIG. 17-159 


(ЕХ. 2. НІС. 17-120) (ЕХ. 2. FiG. 17-121) 
FIG. 17-160 FIG. 17-161 


(Ex. 2. FiG. 17-122) (Ex. 2. FiG. 17-123) 
FiG. 17-162 FiG. 17-163 
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(Ех. 2. НС. 17-124) (Ex. 2. НС. 17-125) 
FIG. 17-164 НІС. 17-165 


[Ex. 3. Fic. 17-126(1)] [Ex. 3. FiG. 17-126(2)] 
Fic. 17-166 FIG. 17-167 


[EX. 3. FiG. 17-126(3)] [Ex. 3. FiG. 17-126(4)] 
FIG. 17-168 FIG. 17-169 
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[Ex. 3. FIG. 17-126(5)] [Ex. 3. FIG. 17-126(6)] 
Fic. 17-170 Fic. 17-171 


(ЕХ. 3. НС. 17-126(7)] (ЕХ. 3. НС. 17-126(8)] 
FIG. 17-172 | FIG, 17-173 


ГЕ. 3. FIG. 17-126(9)] [Ex. 3. НС. 17-126(10)] 
ҒІС. 17-174 FiG. 17-175 
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[Ex. 3. НС. 17-126(11)] [ЕХ. 3. ЕС. 17-126(12)] 
НС. 17-176 FiG. 175177 


(ЕХ. 3. Fic. 17-126(13)] (ЕХ. 3. Fic. 17-126(14)] 
FiG. 17-178 FiG. 17-179 


[Ex. 3. Fic. 17-127(1)] [Ex. 3. ЕС. 17-127(2)] 
FIG. 17-180 Fic. 17-181 


[Ex. 3. FiG. 17-127(3)] (ЕХ. 3. НС. 17-127(4)] 
Fic, 17-182 FIG. 17-183 
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[Ex. 3. МС. 17-127(5)] [Ex. 3. ЕС. 17-127(6)] 
FiG. 17-184 ҒІС, 17-185 


[Ex. 3. НС. 17-127(7)] [Ex. 3. FiG. 17-127(8)] 
НС. 17-186 FiG. 17-187 


(ЕХ. 3. Ес. 17-127(9)] (ЕХ. 3. НС. 17-127(10)] 
FIG. 17-188 FIG. 17-189 
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(ЕХ. 3. НС. 17-127(11)] 
FIG. 17-190 


[Ex. 3. FiG. 17-127(12)] (ЕХ. 3. НС. 17-127(13)] 
НС. 17-191 FiG. 17-192 


ыл 


[Ex. 3. FIG. 17-127(14)] 
Fic. 17-193 


Pictorial projections are becoming popular due to the use of a computer іп а 
modern drawing office. An oblique projection like isometric projection is another 
method of pictorial projection. The oblique projection represents three dimensional 
object on the projection plane by one view only. This type of drawing is useful 
for making an assembly of an object and provides directly a production drawing 
(working drawing) of the object for the manufacturing purpose. 

This chapter deals with the following topics of oblique projection: 

1. Principle of the oblique projection 

. The oblique projection and the isometric projection 
. Receding lines and receding angles 
. Types of the oblique projection 
. Rules for the choice of position of an object 
. Steps for drawing the oblique projection 
. Oblique projection of pyramid 
. Oblique projection of circle 
. Oblique projection of cylinder 
. Oblique projection of prism. 


ооо NDN A шы Ww 


—} 


When an observer looks towards an object from infinity, the lines of sights (projectors) 
will be parallel to each other and inclined to the plane of projection, the resulting 
projection is known as the oblique projection. 


imagine that a cuboid is placed in front of a vertical plane as shown in 
fig. 18-1. In orthographic projection, the visual rays (edges) are perpendicular to 
the plane of projection and in oblique projection, the visual rays (edges) makes an 
angle of 60° with the plane of projection. 


The face PQRS which is parallel to the plane of projection, is projected in its 
true shape and size. The faces which are perpendicular to the plane of projection, 
are distorted in shape. The edges of perpendicular faces are inclined with the 
horizontal and projected to their true length. 
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The principal difference between the oblique projection and the isometric projection 
is that in case of the isometric projection all the three axes are inclined at an angle 
of 120° to each other whereas in the oblique projection third axis is inclined at an 
angle of 30% or 45? ог 60? with respect to two perpendicular axes. 


ORTHOGRAPHIC PROJECTION OBLIQUE PROJECTION 
FIG. 18-1 


The difference between the oblique projection and the isometric projection is given in 
table 18-1. 


TABLE 18-1 


EROR RUNE 


Art. 18-51 
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In oblique projection, the faces of object which are perpendicular to the plane of 
projection are projected in the distorted shapes. The perpendicular edges of such 
planes are drawn at an angle of 30? or 45? 
or 60? with the horizontal. These inclined 
lines are known as the receding lines and 
their inclinations to the horizontal is known 
as receding angles. 


RECEDING LINES 
UPWARDS 


G 


RIGHT SIDE 
RECEDING LINES 


The appearance of distortion of an object 
can be improved by shortening the length 
of the receding lines. Refer to fig. 18-3. 


RECEDING LINES 
LEFT SIDE 


The receding lines may be inclined either 
upwards or downwards, or to the left or 
right depending upon the necessity to show 
the details of an object effectively. Refer 
fig. 18-2. DOWNWARD 

RECEDING LINES 


FIG. 18- 


The oblique projection is based on scales by which the receding lines are drawn. 


(1) Cavalier projection: When the receding lines are drawn to full size scale 
and the projectors inclined at an angle of 30° or 45° or 60° to the plane of 
projection, such oblique projection is known as cavalier projection. Refer to fig. 18-3(i). 


(2) Cabinet projection: If the receding lines are drawn to half size scale such 
oblique projection is known as the cabinet projection. Refer to fig. 18-3(ii). 


(i) CAVALIER PROJECTION (і) CABINET PROJECTION 
НС. 18-3 
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In oblique projection, the object is assumed 
to be placed with one face parallel to the 
plane of projection. Hence, that face appears 
in its true shape and size (fig. 18-4). 


This gives two main dimensions of the 
object. The third dimension is shown by lines 
drawn at a convenient angle, generally 30? or 
45? with the horizontal. To give a natural 


appearance, these lines are drawn. З or 1 


the actual lengths. Thus, in an oblique projection 
also, there are three axes — a vertical, a 
horizontal and a third, inclined at an angle of 
30? or 45? with the horizontal. 


Rectangular surfaces and circles parallel 
to the third axis are shown parallelograms 
and ellipses respectively. When an object has 
curved surfaces or long edges, the face containing 
such surfaces or edges is usually so placed 
that it may appear in its true shape. By 
doing so, the drawing is simplified and the 
amount of distortion is considerably reduced. 
Fig. 18-5 shows the guide with its longer 
edges parallel to the inclined axis. Comparing 
fig. 18-4 with this view, it can be seen that 
the former gives a clear idea of the shape of | 
the guide. The choice of the position of an FIG. 18-5 
object should be such that minimum distortions of the object can occur. This can be 
achieved by observing the following rules: 


Rule 1. Keep the longest dimension parallel to the plane of projection. This 
may reduce the distortion effect of the object (fig. 18-6). 
Rule Il. The face of an object containing 


essential contours (i.e. circles 
and irregular shapes etc.) must 
be kept parallel to the plane of 
projection (fig. 18-7). 


PI A EEE ATA 


60° 


FIG. 18-6 FIG. 18-7 
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The steps for preparing an oblique projection from orthographic projections are illustrated 
in the following problem. 


Problem 18-1. (fig. 18-8 and fig. 18-9): The orthographic projections of a casting 
are given in fig. 18-8. Draw the oblique projection when the receding axis is inclined at 


an E of 30° to the horizontal. ў 


40 


а J | 
ЕСЕК ЖИЕН MT STEP 2 


50 


p 


290 | 
FiG. 18-8 | 


(i) Mark the point о and draw 
ox and oy mutually perpendicular 
axes. Draw receding axis oz 
at an angle of 30? with the 
axis ox (horizontal). Fig. 18-9(i). 


(ii) Construct a box by marking 
distances of 90 mm, 40 mm and 
50 mm along the axes ox, oy 
and oz respectively as shown in 
fig. 18-9(ii). 


* (iii) Mark a centre c of semi-circle 
| along the axis ох at a distance 
of 65 mm from the point o. 
With the point c as centre and 
radius equal to 15 mm, draw 
a semi-circle. Mark a distance 
of 50 mm on the line parallel 
to ox and draw an angle of 
30° as shown in fig. 18-9(iii). 


Complete the oblique view as 
shown in fig. 18-9(iv). 


S” 


(iv 
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2 Problem 18-2. (fig. 18-10): A frustum of a square pyramid has its base 30 mm, 

top 20 mm, side and height 40 mm. Draw the oblique projection of the pyramid 

when it rests on its base on the H.P. with one of the sides of the base perpendicular 

to the VP. 

(i) | Draw the front view and the top view of the frustum 
of the pyramid as per given conditions. 


(ii) | Draw axes ох, оу and oz as explained in problem 18-1 
[steps (i) and (ii)]. 


Complete the projection as shown in fig. 18-10(ii). 


40 


FIG. 18-10 


(1) Offset method (fig. 18-11): 


(i) Ав shown in fig. 18-11, draw 
square to enclose circle in the 
front plane and divide the circle 
into 12 divisions. 


(i) Through division points draw 
vertical and horizontal lines. 


Create rhombus in the side and 
top plane and transfer horizontal 
and vertical lines to get 12 
intersection points. 


(iit 


t — 


(iv) Join these points with smooth 
curve to get ellipse which 
represents the circle in the oblique (i 
projection. Fic. 18-11 
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. (2) Four centre approximate method (fig. 18-12): 
(i) Draw the rhombus ABCD in top and side plane with the length of side equal 
to the diameter of a circle. 
(ii) Mark P, Q, В and S as the mid points of the respective sides. 


(iii) From P and Q, draw line perpendicular to AB and BC respectively, such 
that they intersect at C4. 


(iv) Similarly draw perpendiculars from R and S to get С». 
(у) Also mark C4 and С, as the intersection points of perpendicular lines. 


(vi) With C4 and C; as centre and СІР and СР as radius draw arc РО and arc RS 
respectively. 


(vii) Similarly with C4 and C4 as centre and 
C3P and C4R as radius draw arc PS and 
arc RQ respectively. 


(viii) These four arcs forms the ellipse, which 
represents the circle in the oblique 
projection. 


(i) (1) 
ҒІС. 18-12 


Problem 18-3. (fig. 18-13): A cylinder of diameter of base 40 mm and height 
50 mm rests with its base on the H.P. Draw the oblique projection using the cavalier 
method. 
() Construct the box of 40 mm x 40 mm and height 50 mm. 
(ii) Using four centre approximate method, construct oblique circle on top and 
bottom face of box. 
(iii) Complete the projection as shown in fig. 18-13(ii). 
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. This book is accompanied by a computer CD, which contains an audiovisual 
^. animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 44 for the 
following problem. | 


Problem 18-4. A hexagonal prism, boss 50 mm side and axis 100 mm long, 
resting on its base on Н.Р. is cut by a section plane perpendicular to МР. and makes 
the angle of 45° with the Н.Р, passes through a point on the axis 20 mm from 
it’s top. Draw the oblique projection of the prism by the cavalier method with 
receding axis inclined at 45% with the horizontal when, (a) Two rectangular faces of 
the prism are equally inclined with V.P. (b) One rectangular face of the prism is 
parallel to V.P. 


(i) Draw the front view and top view of the hexagonal prism as shown in 
fig. 18-14 and fig. 18-17. 


(ii) Enclose the top views in rectangular box. 

(іі) Draw oblique projection as shown in fig. 18-15 and fig. 18-18 using box 
method as explained in problem 17-14, problem 17-15 and problem 17-16. 

(iv) Similarly using the Box method, draw sectional oblique projection as shown in 
fig. 18-16 and fig. 18-19. 
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ҒІС. 18-16 


FIG. 18-17... — Fic. 18-18 Fic. 18-19 


Problem 18-5. (fig. 18-20): Draw the development of an oblique square prism 
whose cross-section is a regular square of 20 mm side and the top and the bottom 
bases are parallel to each other. The axis is 50 mm long. It is inclined at an 
angle of 60° to the base. The edges of base are equally inclined with the V.P. 


(i) Draw the top view and the front view of the oblique prism as shown іп 
fig. 18-20(i). - ко. s 

(i) From the points а, Б, сапа d' and 1', 2', 3' and 4', draw the projectors. Mark 
80 mm (the perimeter length of the square) along the projector of the point a'. Divide 
this length (80 mm) into four equal parts. Draw the edges of prism a1, b2, c3 and d4. 
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(iii) Complete the development as shown in fig. 18-20(ii). 


FIG. 18-20 


Problem 18-6. (fig. 18-21 and fig. 18-22): The orthographic projections of a 
casting are shown in fig. 18-21. Draw the oblique projection when the receding axis 
is inclined at an angle of 30? with the horizontal. 


See fig. 18-22. | 


40 
16 
SERT 


НС. 18-21 FiG. 18-22 


Ехе. 
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Problem 18-7. (fig. 18-23 and йө. 18-24): The font view and sectional side view 


of a casting is shown in fig. 18-23. Draw the oblique projection when the receding axis 
is inclined at an angle of 45? with the horizontal. 


See fig. 18-24. 


FiG. 18-23 


Differentiate clearly between the oblique projection and the isometric projection. 
Explain the terms receding lines and receding angles. 


Explain the rules pertaining to the choice of position for drawing oblique projection 
with minimum distortions. 


Draw the oblique projection of a regular hexagonal prism, 25 mm side of the 
base and height 60 mm. When it rests on its base in the horizontal plane, the 
receding axis is inclined at an angle of 45*. 


A right cylinder of 60 mm diameter and an axis 70 mm long has a co-axial 
through square hole of 20 mm side. Draw the oblique view when the cylinder 
rests on its base on the horizontal plane. 


A cone of base 50 mm diameter and 60 mm long rests on its base оп 
the Н.Р. A section plane perpendicular to the V.P. and inclined at 75? to the 
H.P, cuts the axis at a point 20 mm above the base. Draw the oblique 
projection of the cone. Assume that the receding axis is inclined at an 
angle of 30? with the horizontal. 


Draw the oblique projection of two pieces of a mitre faced bridle joint made 
from the two wooden pieces of 160 mm x 65 mm x 75 mm by the cabinet 
method. The thickness of grooves is 18 mm. 


Two pieces of wood joined together by a dovetail joint are shown in two views in 


fig. 17-48. Draw the oblique projection of the two pieces separated but in a 
position ready for fitting. 
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11. 


Draw the oblique view of a square with a square pyramid placed on its top. 


A frustum of a hexagonal pyramid of 25 mm side of the top and 30 mm side 
of the base, and height 60 mm rests with оле of its base corners on the 
H.P. such that two of the base edges passing through the corner on which 
it rests make equal angle with the H.P. The axis of the pyramid is parallel to the 
Н.Р. and perpendicular to V.P. Draw the oblique projection by the cabinet method. 
The orthographic projections of few objects are shown in fig. 18-25, fig. 18-26 
and fig. 18-27. Draw the oblique projections. 


2-50 


FIG, 18-27 


Perspective projection or perspective drawing is the representation of an object on 


a plane surface, called the picture plane, as it would appear to the eye, when 
viewed from a fixed position. 


It may also be defined as the figure formed on the picture plane when visual 
rays from the eye to the object cut the picture plane. Perspective is mainly used 
in architecture. By means of perspective, the architect is able to show how an 
object would appear when constructed. 


It is essential to have full knowledge of the principles of orthographic projection 
(third-angle method) before the theory of perspective drawing can be studied. 


In this chapter, we shall deal with the topics of perspective drawing as follows: 
1. Principle of perspective projection 6. Methods of drawing perspective view 


2. Definitions of perspective elements 7. Types of perspective 

3. Station point 8. Distance points 

4. Angle of vision 9. Measuring line or line of heights 
5. Picture plane 10. Perspectives of circles and solids. 


In perspective projection, the eye is assumed to be situated at a definite position 
relative to the object. The vertical plane, which (in perspective) is called the picture 
plane, is placed between the object and the eye. 


Visual rays from the eye to the object converge to a point in the eye and are, 
therefore, inclined to the picture plane. The rays pierce the picture plane and form 
an image on it. This image is the perspective of the object 


This book is accompanied by a computer CD, which contains an audiovisual 
4, animation presented for better visualization and understanding of the 


subject. Readers are requested to refer Presentation module 45 for the 
definitions of perspective elements. 


Various elements used in obtaining the perspective view are defined below. Refer 
fig. 19-1. 
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(1) Ground plane (GP): It is a horizontal plane on which the object is assumed 
to be situated. 


(2) Station point. (5): It is the point where the eye of the observer is located 
while viewing the object. 


(3) Picture plane (РР): It is a vertical (айе arent plane located between the 
station point and the object which is to be viewed. It is the plane on which the 
perspective is formed. The front view of perspective elements and of the object 
(if necessary) is also projected on this plane. | 


(4) Horizontal plane (HP): This imaginary plane is at the level of the eye, i.e. 
the station point. It is a horizontal plane, above the ground plane and at right 
angles to the picture plane. 


(5) Auxiliary ground plane (AGP): It is a horizontal plane placed above the 
horizon plane. The top view of the object and of the perspective elements is 
projected on this plane. 


(6) Ground line (GL): The line of intersection of the picture plane with the 
ground plane is called the ground line. 


(7) Horizon line (HL): It is the line in which the horizon plane intersects the 
picture plane. It is parallel to the ground line. 


(8) Perpendicular axis (PA): It is the line drawn through the station point, 
perpendicular to the picture plane. It is, sometimes called the Line of sight or Axis 
of vision. 


(9) Centre of vision (O: The point in which the perpendicular axis pierces the 
picture plane is called the centre of vision. It lies on the horizon line. 


(10) Central plane (CP): It is an imaginary vertical plane, which passes through 
the station point and the centre of vision. It contains the perpendicular axis. It is 
perpendicular to both, the picture plane and the ground plane. 


AUXILIARY GROUND X 
PLANE - AGP 


CENTRE OF | 
VISION -C < 
(A. 


PERPENDICULAR | 
АХІ5-РА | 


5 
CENTRAL TOP VIEW 
PLANE - CP 


HORIZON PLANE - HP 
А 
HORIZON LINE -HL < 


OBJECT STATION POINT - S 


(EYE) == 
(A. 
©) 
| GL 


GROUND PLANE - GP 


PICTURE PLANE - PP 


P ANY CONVENIENT DISTANCE —- 


GROUND LINE - GL 
FRONT VIEW 


FIG. 19-1 FIG. 19-2 
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Fig. 19-2 shows the projections of the perspective elements. In the top view, 
the picture plane PP is seen as a horizontal line. The object X is above PP, while 
S the station point is below PP. The line SC is the perpendicular axis and represents 
the central plane also. The ground plane, the horizon plane and the auxiliary ground 
plane will be seen as rectangles, but are not shown. In the front view, lines GL 
(ground line) and HL (horizon line) represent respectively the ground plane and the 
horizon plane. The station point s' and the centre of vision c' coincide with each 
other on HL. The central plane CP is seen as a vertical line through s'. The picture 
plane will be seen as a rectangle, but is not shown. The perspective view (when 
drawn) will be seen above or around GL 


The position of the station point is of great importance. Upon its position, the 
general appearance of the perspective depends. Hence, it should be so located as 
to view the object in the best manner. 


For large objects such as buildings, the station point is usually taken at the eye 
level of a person of normal height as shown in fig. 19-1 i.e. about 1.8 metres. 
For small objects, the station point should be fixed at such a height as would give 
a good view of the top surface as well as side surfaces. 


The distance of the station point from the picture plane, when taken equal to 
about twice the greatest dimension of the object, usually gives good view in the 
perspective. 


For objects having heights and widths more or less equal, the location of the 
station point may be so fixed that the angle between the visual rays from the 
station point to the outer-most boundaries of the object is approximately 30*. 


The station point should be so situated in front of the object that the central 
plane passes through the centre of interest of the object. It may not, necessarily, 
be placed in front of the exact middle of the object. Refer fig. 19-1. 


Angle of vision is angle subtended by eye in horizontal or vertical direction in 
which one can visualize the things clearly. Horizontal and vertical angle of vision 
is generally 60% and 45% respectively. Refer fig. 19-3. 

| ! 


ANGLE OF VISION ; // HORIZONTAL ANGLE OF VISION |!) | VERTICAL ANGLE OF VISION; /i 
Fic. 19-3 | 
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The position of the picture plane relative to the object, determines the size of the 
perspective view. The perspective will show the object reduced in size when it is 
placed behind the picture plane. If the object is moved nearer the picture plane, 
the size of the perspective will increase. When the picture plane coincides with the 
object, the perspective of the object will be of its exact size. When the object is 
placed in front of the picture plane, its perspective, when projected back, will show 
the object enlarged in size. 


In fig. 19-4(), the line AB is behind the picture plane. Its perspective A'B' is 
shorter than AB. In fig. 19-4(ii), AB is in the picture plane; its perspective АВ! is 
equal to AB and coincides with it. Fig. 19-4(iii) shows the line AB placed in front 
of the picture plane; when projected back on the picture plane, its perspective A'B' 
is longer than AB. | 


The perspective view of an object may be obtained by either 


(1) Visual-ray method 

(2) Vanishing-point method. 

In the visual-ray method, points on the perspective are obtained by projecting 
() the top view and 

(ii) either the front view or the side view of the visual rays. 


Vanishing-point method is comparatively simple. In addition to the top view of 
the visual rays, use of vanishing points of straight lines is made in this method. 
A front view or a side view of the object is also required to be drawn, for 
determining the heights. 
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This method is explained by means of the following three illustrative problems: 
Problem 19-1. (fig. 19-5): A point A is situated 15 mm behind the picture 
plane and 10 mm above the ground plane. The station point S is 25 mm in front 
of the picture plane, 20 mm above the ground plane and lies in a central plane 10 
mm to the right of the point. Draw the perspective view of the point A. 


The pictorial view of the ground plane, the picture plane, the given point and 
the station point in their respective positions is given in fig. 19-5(i). The visual ray 
AS from the station point S to the point A is also shown. It passes through the 
picture plane. To mark the perspective of A, the point A' at which AS pierces the 
picture plane should be located. | | mE 


In fig. 19-5(ii), an auxiliary ground plane (AGP) is shown placed above the 
point A, and the visual ray AS is shown projected on it, as is the top view of AS 
and a, is the top view of the point A' at which AS pierces the picture plane. a, 
shows the position of the point A' along the length of the picture plane. When the 
auxiliary ground plane is revolved and brought in the same ріапе as that of the 
picture plane, the view will be as shown in fig. 19-5(iii). 
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To obtain the height of A' above the ground plane, an auxiliary vertical plane 
(AVP) perpendicular to both the picture plane and the ground plane is placed to the 
left of A and the side view of AS is projected оп it [fig. 19-5(iv)]. а" s" is the side 
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view of AS and a, is the side view of А. It shows the height of A' above the 
ground plane. Fig. 19-5(v) shows the orthographic view (side view) when AVP is 
revolved and brought in the same plane as that of the picture plane. 


Fig. 19-5(vii) shows the top view [fig. 19-5(iii)] and the side view [fig. 19-5(v)] 
combined together. A horizontal line drawn through a, and intersecting the vertical line 
through a4 gives the point A' which is the perspective view of the point A. It is quite 
clear from the pictorial view [fig. 19-5(vi)] that A' lies in the picture plane on the line AS. 

Steps in drawing the perspective view of the point A (йр. 19-5(vii)]: 

(i) Draw a horizontal line PP representing the picture plane in the top view. 

(ii) Mark a, the top view of A, 15 mm above PP. | 

(iii) Draw a line (representing the central plane) perpendicular to PP and 10 mm 

to the right of a. On this line, mark s, the top view of the station point, 
25 mm below PP | 


(м) Draw a line joining a with s and intersecting PP at a point aj. 
(v) At any convenient distance below PP, draw a horizontal line GL. It is the 
ground line and also represents the ground plane in the front view. 


(vi) Draw a line HL parallel to and 20 mm above GL. It is the horizon line 
and also represents the horizon plane in the front view. 


(vii) At any point on GL and to the left of a, draw a vertical line PP, (representing 
the picture plane in the side view). 


(viii) Mark a", the side view of A, 10 mm above GL and 15 mm to the left of РР,. 

(ix) Marks", the side view of the station point, on HL and 25 mm to the right of PP}. 

(x) Draw a line joining a" with s" and intersecting PP, at a point аҙ. 

(xi) Through а), draw a vertical line. Through aj, draw a horizontal line 
intersecting the vertical line at a point ЖА. 

Then A' is the perspective view of the point A. 


Alternative method: Instead of the side view of AS, its front view a's' may 
be projected on the picture plane (considering it as a vertical plane of projection) 
as shown in fig 19-6(i). The point A’ must lie on this line a's’. It can be located 
by combining the top view and the front view as shown in fig. 19-6(ii) and 
fig. 19-6(iii), and as described below. 


(i) Draw the line as in the top view [steps (i) to (iv)]. 
(ii) Draw the ground line GL at any convenient distance below PP and mark 


а, the front view of A, 10 mm above GL and in projection with a. 


(iii) Draw the horizon line HL, 20 mm above GL and on it, mark s', the front 
view of S, in projection with s. 


(iv) Draw a line joining a' with s'. 
(v) Draw a vertical line through a, intersecting ав at a point A. 
Then A' is the perspective view of the point A. 


This method is comparatively simple and is generally adopted. In case of large 
objects, the perspective view often partly overlaps the front view. This, sometimes, 
causes confusion. 
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Perspective view of a straight line by the visual-ray method is drawn by first 
marking the perspectives of its ends which are points and then joining them. 


() | 08) 
mE FIC, 19-6 


Problem 19-2. (fig. 19-7): А straight line AB, 40 mm long, is parallel to and 
15 mm above the ground plane, and inclined at 30° to the picture plane. The end 
A is 20 mm behind the picture plane. The station point is 40 mm above the ground 
plane, 50 mm in front of the picture plane and lies in a central plane which passes 
through the mid-point of AB. Draw its perspective view. 


--- ANY CONVENIENT DISTANCE 


FIG. 19-7 


(0 Draw a horizontal line РР. As AB is parallel to the ground plane, its top 
view will show its true length. Therefore, draw a line ab, 40 mm long, 
inclined at 30° to PP and the end a, 20 mm above РР. 
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(ii) Draw a vertical line through m, the mid-point of ab and on it mark s, the 
top view of the station point, 50 mm below PP. 

(іі) Draw lines joining s with a and b, and intersecting PP at points a, and b4 
respectively. 

(iv) Draw the ground line GL at any convenient distance below PP. Draw the horizon 
line HL parallel to and 40 mm above GL. Project s', the front view on HL. 

(у) From ab, project the front view a'b', parallel to апа 15 mm above СІ. 
Draw lines joining s' with a' and b'. | : 

(vi) Through a, апа b4, draw verticals to intersect a's' and b's' at points А” and В" 
respectively. | | | 

(vii) Join A' with B'. Then A'B' is the required perspective view of AB. 

. The perspective can also be obtained with the aid of the side view instead of the 
front view. Perspective view of any solid (by visual-ray method) can similarly be drawn 
by first obtaining the perspective of each corner and then joining them in correct 
sequence, taking care to show the hidden edges by dashed lines. 


Problem 19-3. (fig. 19-8 and fig. 19-9): A rectangular pyramid, base 30 mm x 20 mm 
and axis 35 mm long, is placed on the ground plane on its base, with the longer 
edge of the base parallel to and 30 mm behind the picture plane. The central plane is 
30 mm to the left of the apex and the station point is 50 mm in front of the picture 
plane and 25 mm above the ground plane. Draw the perspective view of the pyramid. 

| d C 


FiG. 19-8 


Fig. 19-8 shows the perspective view of the pyramid obtained by means of its 
top view and the side view. The pictorial view shows clearly that points on the 
perspective lie in the picture plane on respective visual rays. | 
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In fig. 19-9, the perspective view is drawn by means of its top view and the 
front view. It partly overlaps the front view. 


Vanishing points: These are imaginary points infinite distance away from the 
station point. In practice, the point at which the visual ray from the eye to that infinitely 
distant vanishing point pierces the picture plane is referred to as the vanishing point. 


If we stand between the rails of a long straight stretch of a railway track, it would 
appear as if the rails meet very far away at a point just at the level of the eye, i.e. on 
the horizon line. Even the telegraph and telephone wires running along the track at the 
sides of the track appear to meet at the same point. This point is a vanishing point. 


In fig. 19-10, ab is the top view of a line AB lying on the ground plane and 
inclined at angle 0 to the picture plane. When viewed from the station point s, its 
intercept on PP is a4b. 


If the line is moved along the ground to the right, keeping the same inclination 0 
with the picture plane, its intercept will go on decreasing. The intercept becomes zero, 
or the line vanishes in a point at v when ab and the visual ray fall in a straight line. 
The point v is the top view position of the vanishing point for the horizontal line AB 
and for all lines parallel to AB, irrespective of their positions. The front-view position 
V of the vanishing point is obtained by projecting v, vertically on the horizon line. 


Therefore, the vanishing point for any horizontal line is found by drawing a line 
parallel to the top view of that line from the top view of the station point. The 
point at which this line intersects the top view of the picture plane is then projected 
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on the horizon line. This point on the horizon line is the front-view д of the 
vanishing point. | 


FIG. 19-10 FIG. 19-11 FiG. 19-12 


In fig. 19-11, abcd is the top view of a rectangular block placed on the ground 
plane so that a vertical face is inclined at angle Ө to the picture plane. 

The vanishing point for the line ab and for lines cd, ef and gh (which are 
parallel to ab) is obtained by drawing a line through s, parallel to ab and intersecting 
PP at a point v. Through v5, a vertical line is drawn to meet HL at a point V5. 

Then У; is the front-view position of the vanishing point. In perspective view 
of the block, edges AB, CD, EF and GH will converge to this point V5. 

Similarly, V4 is the vanishing point to which edges AD, BC, ЕН and ҒС will converge. 

Thus, perspectives of all horizontal lines, if produced, pass through their respective 
vanishing points on the horizon line. Perspectives of all horizontal parallel lines 
converge to a vanishing point on the horizon line. 

Vanishing point for lines perpendicular to the picture plane is obtained by 
drawing a line through the top view of the station point, and perpendicular to the 
picture plane. It lies on the horizon line and coincides with the centre of vision. 
It is the front-view position of the station point. 

In fig. 19-12, V is the front-view position of the station point and the vinti 
point, at which perspectives of lines AD, BC, EH and FG will converge. Thus, 
perspectives of all lines perpendicular to the picture plane converge to the centre 
of vision on the horizon line. 

Lines which are parallel to the picture plane will have no vanishing points. They 
vanish at infinity. Therefore, perspectives of vertical lines are vertical; perspectives 
of horizontal lines which are parallel to the picture plane, remain horizontal; and 
perspectives of lines inclined to the ground plane and parallel to the picture plane 
will be inclined in the same direction (see fig. 19-13) 


This book is accompanied by а computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 46 for the 
parallel or one point perspective. 

(1) Parallel perspective or one point perspective: When an object has its one 
or more faces parallel to the picture plane, its perspective is called parallel perspective 
also called one point perspective as the edges converge to a single vanishing point 
of the parallel faces. 


CHAROTA р 


COGNIYRON! 


Art. 19-8] 


Fig. 19-13 shows the perspective view of a hut 


having its front face in the picture plane. The front - 


face is seen in its true size and shape, while the 
back parallel face is of the same shape but reduced 
in size. As the lines AF, BG, CH, DJ and EK are 
perpendicular to the picture plane, their perspectives 
A' F', B' G' etc. converge to the centre of vision с 
on HL. Note that vertical lines AE, CD etc. remain. 
vertical in perspective. Similarly, horizontal lines ED 
and KJ, and sloping lines АВ, BC, FG and GH (which 
are all parallel to the picture plane) remain respectively 
horizontal and sloping in perspective. 


This book is accompanied by a computer 
CD, which contains an audiovisual animation 
presented for better visualization and 
understanding of the subject. Readers are 
requested to refer Presentation module 


“LAROTA p 


EC s 


COGNTFRON 


47 for the angular or two point perpective. 


(2) Angular perspective or two point 
perpective: When an object has its two 
faces inclined to the picture plane, its 
perspective is called angular perspective 
also called two point perspective as the 
edges of the object converge to two 
vanishing points. 


Problem 19-4. (fig. 19-14): A rect- 
angular block, 30 mm x 20 mm x 15 mm, 
is lying on the ground plane on one of 
its largest faces. А vertical edge is іп 
the picture plane and the longer face 
containing that edge makes an angle of 
30? with the picture plane. 


The station point is 50 mm in front 
of the picture plane, 30 mm above the 
ground plane and lies in a central plane 
which passes through the centre of the 
block. Draw the perspective view of the 
block. 
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E D' 
FIG. 19-13 


FIG. 19-14 


(i) Draw the top view abcd with a in PP and the longer edge ab inclined at 
30? to PP. Mark its centre o. Mark s, the top view of the station point, 
on a vertical line through o and 50 mm below PP. . 


(ii) Draw lines joining s with corners b, с and d, and intersecting PP at points 


b4, c4 and d4. 


(iii) Draw the ground line GL at any distance below PP and the horizon line 


HL, 30 mm above СІ. 


488 Engineering Drawing [Ch. 19 


(v) Through s, draw lines parallel to ad and ab cutting PP at points v, and 
уҙ respectively. Project v4 to V4 and уҙ to У, оп HL. V4 and V4 are the 
vanishing points. Perspectives of edges AD, EH, BC and FC will converge 
to V4 and those of edges АВ, CD, EF and GH will converge to V3. ы 
of vertical edges AE, ВЕ, СС and DH will remain vertical. 


(v) As AE is in the picture plane, its perspective will be equal to the true length 
and the end £ will lie on GL. Therefore, through a, draw a vertical line toa 
point E' on GL and оп it, mark A' so that А' Е = AE. 

(This length may be measured directly or may be projected from the front view 
as shown.) 


(vi) Draw lines joining А and E' with V, and Vs. Through by draw. а vertical 
line to intersect A’ V; at B' and Е' У, at Е". Similarly, draw a vertical 
through d} and obtain points D' and Н". C 

(vii) Draw lines joining В' and F' with 
V4 and D' and H' with V5, intersecting 
at points C' and C' respectively. 
They must lie on the vertical line 
through c4. Note that lines meeting 
at G' are all hidden and therefore, 
shown dotted. 


In fig. 19-15, the ground line GL has been 
so drawn that HL coincides with PP. Hence, 
V4 and V, coincide with у; and v, respectively 
on PP. The perspective view is obtained in 
the same manner as described above. HG. 19-15 Ж 
This book is accompanied Ву a computer CD, which contains an audiovisual 
animation presented for better visuaiization and understanding of the 

әз Subject. Readers are requested to refer Presentation module 48 for the 
oblique or three point perspective. 

(3) Oblique perspective or three point perspective: When an object has its 
three faces inclined to the picture plane, its perspective is called oblique perspective 
also called three point perspective as edges of the object converge to three vanishing 
points, as shown in fig. 19-16. 

Problem 19-5: Draw the perspective view of a cube of 80 mm side having its one 
corner of the edge on the ground plane and the other corner of the edge resting on the 
picture plane such that the edge is inclined at 30? to the picture plane. The other two 
edges of the corner are equally inclined with the picture plane. The station point is 
100 mm in front of the picture plane, 150 mm above the ground plane and lies in a 
central plane which passes through the centre of the cube. 

Refer fig. 19-16. 


() Draw projection plane lies PP and PP. Берел. to баб. other. 

(ii) Draw side view on PP, from auxiliary top view. be 

(іі) Draw top view оп РР by taking projection from side view. | 

(iv) Mark the station point s for ЕУ. and s, for S.V. at a distance of 100 from PP 
and PP, respectively and 150 from G.L. 

(у) Obtain the three vanishing points V4, V; and V3 and complete the perspective 
view as shown. 


AROTAR 
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Oblique perspective or three point perspective 
FIG. 19-16 


1 
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Vanishing points for all horizontal lines inclined at 45° to the picture plane are 
given special name of distance points on account of their definite positions. 

They are equidistant from the centre of vision, the distance of each from the 
centre of vision being equal to the distance of the station point from the picture plane. 

In fig. 19-17, рус = рәс = sc. Thus, perspectives of all horizontal lines 
inclined at 45° to the picture plane converge to distance points on the horizon line. 

Problem 19-6. (fig. 19-17): Draw the perspective view of a cube of 25 mm 
edge, lying on a face on the ground plane, with an edge in the picture plane and 
all vertical faces equally inclined to the picture plane. The station point is 50 mm 
in front of the picture plane, 35 mm above the ground plane and lies in a central 
plane which is 10 mm to the left of the centre of the cube. 
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(i) Draw the top view of the cube and of 
the station point. 

(ii) Draw lines GL and HL. Obtain distance 
points P4 and Р; in the same manner as 
the vanishing points. Or, project s to c' on 
HL and mark points P4 and Р; such that 
P4c' = Рус' = sc. Draw the perspective 
view as described in the previous problem. 

Problem 19-7: Fig. 19-18 shows the two point 

perspective of model of steps with the base on 
ground plane and vertical edge in picture plane 
and inclined at 45? to 
picture plane. The station 
point is 2 m in front of 
vertical edge and 1 m from 


ground plane. 

Observe that ура = 

Vou E бе К cx 2.0. 
See fig. 19-18. f 
е 4 РР 
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ALL DIMENSIONS ARE IN METRE 
FIG. 19-18 A 


Art. 19-10] Perspective Projection 491 


We have seen that when a line is in the picture оис 
plane, it is seen in its true length in perspective. 
When a line is behind the picture plane, it is foreshortened 
in its perspective view. 


In fig. 19-19, ab is the top view of a rectangle 
ABCD whose surface is vertical and inclined to the 
picture plane, the edge DC is on the ground plane 
and the edge AD is in the picture plane. 

In its perspective view A'B'C'D' A'D' is equal 
to the true length AD, while B'C' is shorter. A'D' 


lies on a vertical line drawn through a. The length B 
ВС" is derived from АО. Let us now consider 

the rectangle EBCF within the rectangle ABCD. E'B'C'F' Қ 

"OP : ; fen i F GL 

is its perspective view. ҒҒ is shorter than EF or В D F C 


AD. lts length has been derived from A'D'. FiG. 19-19 


Thus, aD' is the measuring line or the line of heights for points E, F, B and C. 
It is obtained by producing be to intersect PP at the point a; through a, a perpendicular 
is dropped to meet GL at a point D'. In other words, if we imagine that the 
rectangle EBCF is moved along the line eb to meet the picture plane, its edge EF 
will strike it at the line A'D' showing its true length. 


Thus, the measuring line or the line of heights is the trace or the line of 
intersection with the picture plane, of the vertical plane containing the point or points 
whose heights are to be determined. Heights of points lying in different vertical 
planes can be measured from their respective lines of heights. Heights on this line 
may be measured directly with a scale or may be projected from the front view. 

Problem 19-8. (fig. 19-20): Determine the line of heights for points lying in the line 
ac which is the top view of a regular hexagon ABCDEF (the front view of which is shown 
on GL) and then, draw its perspective view from the given position of the station point. 

As ac is behind the picture plane, all the sides 
of the hexagon will be foreshortened. 


(i) To determine the measuring line, produce ca to 
meet PP at a point ^; through 4, draw a vertical to 
meet GL at a point H. Then hH is the measuring 
line for heights of all points in the hexagon. 

(ii) To draw the perspective view, determine the 
vanishing point V. Project horizontally, points 

А, В etc. from the front view to points а, 
b' etc. on hH. Draw lines joining these points 
with V. Draw lines joining s with a, b and c. 
Through the points of intersection of these 
lines with PP, draw verticals to meet the 
corresponding lines converging to V at points 
AU aote F'. Join these points in correct 
sequence. The resulting figure is the perspective Н E 
view of the hexagon. FiG. 19-20 
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A circle will appear as a circle in its perspective view when it is parallel to 
the picture plane. In other positions its perspective will be an ellipse (except 
when it lies in the central plane). | 


To obtain points for the ellipse, the circle is enclosed or crated in a square. 
The mid-points of the sides of the square are the four points for the ellipse. 
Points of intersection of the diagonals with the circle are the other four points. 
Lines are drawn through these points, parallel to the sides of the square. Perspective 
of the square along with the parallel lines is then drawn, locating the eight points 
for drawing the ellipse. 


Problem 19-9. (fig. 19-21): Draw the perspective view of a circle of 50 mm 
diameter, lying on the ground plane and touching the picture plane. The station 
point is 80 mm in front of the picture plane and 60 mm above the ТОШНИ 
plane. The central plane passes through the centre of the circle. | 


(i) With o as centre, draw the circle touching PP. Enclose it in a square 

| abcd with ab in PP. Draw the horizontal and vertical diameters and the 
diagonals of the square. Mark points 1 to 8 as shown. Through the 
points on the diagonals, draw lines ef and gh parallel to ad. 


(ii) Draw lines GL and HL, and mark s, the top view of the station point. 
Project s to c' on HL. c' is the centre of vision to which the perspectives 
of lines perpendicular to PP will converge. 


. (ii) Draw the perspective view of the square. Draw the diagonals, intersecting 
| each other at O'. Through O', draw horizontal and vertical lines, intersecting 
the sides at points 7, 2, 3' and 4. Draw perspectives of lines ef and 
gh, cutting the diagonals at points 5, 6, 7' and 8. Draw the ellipse 
through points 1', 5', 2'....... 8' The ellipse is the required perspective 

view of the circle. 


(iv) It may be noted that the centre of the ellipse does not coincide with 
O', the centre of the perspective of the square. 


Perspectives of concentric circles are not concentric ellipses as can be seen 
from fig. 19-22. The circles are on the ground plane. The station point is away 
to the left of the centre of the circles. 


Fig. 19-23 shows perspectives of circles inscribed in the faces of a cube resting 
on the ground plane with an edge in the picture plane and all vertical faces 
equally inclined to the picture plane. The central plane passes through the centre 
of the cube. The ground line GL has been so placed that HL coincides with 
PP. Hence, distance points P, and P also lie on PP. 


Curve of any shape can similarly be drawn in ПР тА by enclosing it 
in a rectangle and then drawing horizontal and vertical lines through a number 
of points on the curve. Fig. 19-24 shows the perspective view of a moulding, 
the front view of which is shown on the right-hand side. ан is the line of 
heights. 
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Problems 19-10 іс 19-15: Draw perspective views of a straight line AB, 30 mm 
long, in the given positions. The station point is 40 mm in front of the picture plane (PP), 
30 mm above the ground plane (GP) and lies in a central plane (CP) in the given positions. 
Problem 19-10. (fig. 19-25): AB in GP and inclined at 6 to PP; A in PP; СР, 
10 mm to the right of А. | 
(1) Visual-ray method - by means of the top view and the front view 
(fig. 19-25(i)]: 
(0 Draw the top view ab with a in PP. 


(ii) Draw the front view a'b' in GL. Mark s, the top view and s', the front 
view of the station point. 


(iii) Join s with а and b, and s' with а and Б. As A is in PP and on СР 
its perspective A’ will coincide with а. B' will lie on s'b' on a vertical 
through b4. | 


(iv) Join A’ with B'. Then АВ" is the perspective view of АВ. 
(2) Visual-ray method ~ by means of the top view and the side view 

fig. 19-25(ii)]: 

(i) Draw the top view ab and the side view a"b". Mark s, the top view 
and s" the side view of the station point. 

(i) Join s with a and Б, and s" with a" and b". As A is in PP and on GP 
its perspective A' will lie on GL on the vertical through a. B' will lie 
at the point of intersection of the vertical through b4 and the horizontal 
through b». АВ! is the required perspective view. 

(3) Vanishing-point method (йо. 19-25(iii)]: 
(i) Draw the top view ab and mark s, the top view of the station point. 
(ii) Draw sv parallel to ab. Through v, draw a vertical and mark V, the vanishing 
point on HL. A' will lie on GL on a vertical through a. Join A' with V. 
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(iii) Draw a vertical through b4 and obtain B' on A' V. A' B' is the required 
perspective view. 


FIG. 19-25 


Problem 19-11. (fig. 19-26): AB parallel 
to GP and 5 mm above it; inclined at 30? 
to PP; A, 10 mm behind PP; СР, 10 mm 
to the right of A. 


(i) Draw the top view ab, mark s and 
obtain the vanishing point V. 


(ii) Join s with a and b. As A is behind 
PP, the line of heights will be 
necessary. 


(iii) Produce ba to h on PP. Draw the 
line of heights hH. Mark a point 
a’ on hH, 5 mm above GL. Join a’ 
with V. Obtain points A’ and В" on 
the line a V as shown АВ” is the 
required perspective view. | EE 
Problem 19-12. (fig. 19-27): AB, perpendicular to РР; 
А, 10 mm behind PP and 5 mm above GP. CP, 20 mm 
to the right of AB. 


(i) Draw the top view ab, and the front view a’. 
Mark s and 5. 


(ii) Join s with a and b, and s' with a’. 


(iii) Obtain the perspective A'B' as shown. This is 
the visual-ray method. 


The same figure can be interpreted as the solution by 
the vanishing-point method. As the line is perpendicular to 
PP, its vanishing point will be at the centre of vision c', i.e. 
at s' on HL. The vertical through a is the line of heights. а', 
marked 5 mm above GL, shows the height of A and B both. | 
The perspective АВ" lies оп ае, i.e. оп ас. FIG. 19-27 
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Problem 19-13. (fig. 19-28): AB, parallel to both PP 
and GP; 5 mm above GP and 15 mm behind PP; CP 
15 mm to the left of A. 


As the line is parallel to РР, it will have no vanishing 
point. The perspective view A'B' is drawn by means of 
the top view and the front view (visual-ray method). It 
is parallel to a'b'. (See note at the end of problem 19-15.) 


Problem 19-14. (fig. 19-29): AB, parallel to and 
15 mm behind PP; inclined at 30? to GP; A, 5 mm 
above GP; CP 15 mm to the left of A. 


As AB is parallel to PP it will have no vanishing 
point. The perspective A'B' is obtained by means of the 
top view and the front view (visual-ray method). It is 
parallel to the front view a'b'. (See note at the end of 
problem 19-15.) 


Problem 19-15. (fig. 19-30): AB, perpendicular to 
GP апа 10 mm behind РР: A, 5 mm above GP; СР 
20 mm to the right of AB. 


As AB is parallel to РР, it will have no vanishing 
point. a is the top view and a'b' is the front view. The 
perspective АВ" is obtained by visual-ray method. It is 
perpendicular to СІ. 


Note: Problems 19-13, 19-14 and 19-15 may also be 
interpreted as solved by vanishing-point method. The 
ends A and B of the line may each be assumed to 
be the ends of two separate lines perpendicular to 
the PP and which in perspective view would vanish 
at the centre of vision c', i.e. at s'. 


These problems may also be termed as cases of 
parallel perspective. Horizontal, inclined and vertical lines 
are each parallel to the PP. In their perspective views 
they remain respectively horizontal, inclined and vertical. 


Problem 19-16. (fig. 19-31): A rectangle ABCD, 30 mm 
x 20 mm, has its surface parallel to and 10 mm above 
the ground plane. Its shorter edge AD is inclined at 60° 
to the picture plane which passes through the rectangle 


FIG. 19-30 

so that the corner A is 10 mm іп front of it. The station point is 70 mm in front 
of the picture plane, 40 mm above the ground plane and lies in a central plane 
which passes through A. Draw the perspective view of the rectangle. 


() Draw the line PP and the top view abcd in the given positions. Mark s 


and join it with the corners a, b, c and d. 


(ii) Obtain the vanishing points У; and V. Through h (the рот at which РР 


cuts ad), draw the line of heights hH. 


(iii) Draw the front view of the rectangle. It is the line AB, parallel to and 
10 mm above СІ. Project the line to a point H' on hH. 
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(iv) Draw a line through H' and V4 and on it, obtain points A' and D' as shown. 
(v) Draw lines joining V5 with A' and D', and on them, obtain points В' and C'. 


(vi) Join B' with C'. Then A'B'C'D' is the perspective view of the rectangle. 
Note that B'C', if produced, will pass through V4. 


eA —À 
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It may also be noted that H' can be marked directly 10 mm above H. Hence, 
it is not absolutely essential to draw the front view in this particular case. (A line 
of heights may also be drawn through the point of intersection of ab with PP. In 
that case, H' will be joined with V, and the point В” obtained on H' V5.) 


Problem 19-17. (fig. 19-32): Draw the perspective view of a circle of 40 mm 
diameter, having its surface vertical and inclined at 45? to the picture plane. The 
centre of the circle is 25 mm above the ground plane. The positions of the station 
point and the horizon level are as shown in the figure. 


(i) Draw the top view of the circle. 3 
Obtain the vanishing point V. 6 


(ii) Draw the front view of the circle 
(on the right-hand side) with its 
centre 25 mm above GL and mark 1ANR \ 
eight points on it. Mark these "М/Х! 
points on the top view also. КЕРІ 


MN! РА 
... а + HL V 
(iii) Draw the line of heights АН DEN i a 


and on it, project horizontally, E E EN 


the eight points from the front И AZ : 
* + з в А : 5% ұз 
мек інім the pois in| | SMA DS А 


pp v 


the top view, and join V with PP a | | 
the points on AH. 2Ж2 \ Мм 
(ім) Draw verticals through the points е. ЕА БЕЛГЕ 

of intersection of 51, 55, etc. ыыы C A 


with PP, and obtain points 1’, д 
5' etc. | FIG. 19-32 
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. (v) Draw the ellipse through these points. It is the perspective view of the 
circle. Note that points 5, 6, 7' and 8' lie on the diagonals of the perspective 
_ view of the square in which the circle is enclosed. 


Problem 19-18. (fig. 19-33): Draw the perspective view of. a pentagonal prism, 
lying on the ground plane on one of its rectangular faces, the axis being inclined 
at 30° to the picture plane, and a corner of the base touching the picture plane. 
The station point is 65 mm in front of the picture plane, and lies in a central plane 
which bisects the axis. The horizon is at the level of the top edge of the prism. 


FiG. 19-33 


(i) Draw the top view and the front view of the prism. Mark s and obtain the two 
vanishing points И; and V5. Through c, draw the line X which is the line of - 
heights for points A, В... . E. Join s with all the points in the top view. 


(ii) Project horizontally, all the corners in the front view to points on the line 
X and join these points with V4. Obtain points A', B'. . . . Е on these 
lines. Draw lines joining В, С' and D’ with У and obtain points Вң, Cy 
and D'; on these lines. Complete the perspective view as shown. The 
vanishing point V} is not shown in the figure. Hidden edges б) the prism 
are also not shown in the perspective view. 


Problem 19-19. (fig. 19-34): Draw the perspective view of the frustum of a hexagonal 
pyramid (top 15 mm side, base 25 mm side and axis 40 mm long), the top view of which 
is given in the figure, along with the positions of the station point and the horizon. 

(i) Enclose the two hexagons in two rectangles as shown in the figure. 

(They can be enclosed in different ways also.) 

(i) Determine the vanishing points М; and V5. Draw the perspective of the 

larger rectangle. Note that the corner a is projected back on PP. 

(iii) Draw hH the line of heights for points p and д. On this line, mark the 


length of the axis viz. h'H. Join h' with V5 and obtain the perspective of 
the line pg and the whole (small) rectangle. 
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(iv) Mark the corners of the top of the frustum and complete the perspective 
view as shown. Hidden edges have not been shown. 


The data in the problem on perspective view is generally given in the form of 
a figure showing the top view and the front view of the object together with the 
position of the station point or the observer. 


In the following more advanced problems, the data of each problem along with 
the solution is given in the same figure. All construction lines are shown to make 
the solutions self-explanatory. Hints are given only where deemed necessary. 


Students are advised to copy only the data of each object, draw its perspective 
view and then compare with the given solution. Lines of heights are marked with 
letter X. 


FIG. 19-34 
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Problem 19-20. (fig. 19-35): Letter P. 


Perspectives of semi-circles are drawn by enclosing the outer semi-circle in 
a rectangle and then marking points at which the diagonals cut the semi-circles. 


À x 
See 
{a oe S| 


FIG. 19-35 
Problem 19-21. (fig. 19-36): Guide-block. 


This is a problem on parallel perspective. The front face is in PP and hence, it 
is seen in its true shape and size. It is above the ground plane and therefore above GL. 
Circles appear as circles. Lines perpendicular to PP converge to the centre of vision с'. 
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Problem 19-22. (fig. 19-37): Mile-stone. . 

PP passes through the stone. 
Hence, the perspective of the front 
part will appear bigger. A separate 
line of heights is needed for the 
front vertical edge. 


The station point and vanishing 
points are not shown in the figure. | 
HL is shown coinciding with PP. 

Problem 19-23. (По. 19-38): 
A square prism with a square 
pyramid placed centrally on its top. 

This is also a case of parallel 
perspective, but some portions 
of the solids are in front of PP. 
The front corners are projected 
back on PP. Hence, these portions 
appear bigger in size. 


Two lines of heights have been 
used for the prism (though even 
one is sufficient). Corners of the 
base of the pyramid are at the © 
mid-points of the sides of the 
top of the prism. A separate line ·. 
of heights is needed for the apex. 
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Problem 19-24. (fig. 19-39): Window-frame placed in a wall. 


Two lines of heights — one for the frame and the other for the wall — have 
been used. 
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m Fic. 19-39 

Problem 19-25. (fig. 19-40): Casting. | 

GL has been so placed that HL coincides with PP. It may be taken lower. 
A separate line of heights is required for the central rib. 


Problem 19-26. (fig. 19-41): Ogee arch in a wall. MEME 
A number of points are marked on the arch and the curves are drawn through 
the perspectives of these points. | | | Е 
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(fig. 19-42): H 


Note that a corner of the roof 
Four lines of heights are needed. 


Problem 19-27. 
door and a side window. All dimensi 


metres. 
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Problem 19-28. (fig. 19-43): Sign-post. 


ed. Vanishing p 
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FIG. 19-43 
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Problem 19-29. (fig. 19-44): Model of steps. 
This is also a problem on parallel perspective, but the front face is behind PP. 
Hence, that face will be smaller in size. 
600 
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Problem 19-30. (fig. 19-45): Lamp-post. 
All faces of the lamp casing are of glass (except the bottom). The base is cylindrical. 


The back edges (of the lamp casing) which are visible through the glass are 
shown thinner. 


507 


Perspective Projection 
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5. 


А man stands at a distance of 5 m from a flight of four stone steps having 
а width of 2 m, tread 0.3 m and rise 0.2 m. The flight makes an angle of 
45° with the picture plane and touches the same at a distance of 2 m to the 
right of the centre of vision. Draw the perspective view of the flight. 


Draw the perspective view of a square pyramid of base 100 mm side and height 
of the apex 120 mm. The nearest edge of the base is parallel to and 30 mm behind 
the picture plane. The station point is situated at a distance of 300 mm from the 
picture plane, 60 mm above the ground plane and 200 mm to the right of the apex. 


Draw the perspective view of the model of steps shown in fig. 17-57. The 
position of the steps relative to the picture plane is shown in fig. 19-47. The 
station point is 200 mm from the picture plane. Take horizon level to be 
100 mm above the ground level. ! | 


Draw the perspective view of the memorial shown in fig. 19-48. The horizon 
level is 8 m above the ground plane, while the observer is stationed at a 
distance of 12 m from the picture plane. (All dimensions are in metres.) 


E 
ELEVATION | 
НІС. 19-47 FIG. 19-48 | | 5% 2 НС. 19-49 


Fig. 19-49 shows the top view of а square prism of 
40 mm thickness with a square pyramid of 60 mm long 
axis, placed centrally on it. The station point is 160 mm 
from the picture plane and 100 mm above the ground 
plane. Draw the perspective view of the solids. 


Draw the perspective view of the box shown in fig. 17-61. 

The top view of the box with the lid 90° open, along 

with the picture plane and the station point is shown in| 
fig. 19-50. Assume horizon level to be 200 mm above - 
the ground level. 


| FIG. 19- 50 
Draw the perspective view of a semi- -circular arched opening in a wall having 
the length of 4 m, thickness 0.5 m and height 3.5 m. The opening is 1.5 m 
wide and the springing points are at a height of 2 m. The wall makes an angle 
of 45° with the picture plane. Select a suitable position of the spector. 
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8. 


10. 


11. 


12. 


Draw the perspective view of the wooden cabinet shown іп fig. 19-51. Тһе 
thickness of wood is 20 mm. The cabinet is placed with one edge touching the 
picture plane and 1000 mm to the left of the centre of vision. The station point 
is 2500 mm away from the picture plane and 1500 mm above the ground plane. 


1080 


ELEVATION 


FIG. 19-51 


Draw the perspective view of the pedestal for a statue (neglecting the sphere) 
shown in fig. 17-127(5). The edges of the base, as shown in fig. 19-52, are 
equally inclined to the picture plane. 
Assume the horizon plane to be 
150 mm above the ground plane. 


The casting shown in fig. 17-127(2) 
is placed behind the picture plane 
as shown in fig. 19-53. Draw its 
perspective view, assuming the 
horizon plane to be 80 mm above 
the ground plane. 


Draw the perspective view of the 
model of a memorial shown in 
fig. 19-54. The station point is 
200 mm in front of the picture 
plane and 160 mm above the ground 
plane. 


FIG. 19-53 
SQ30 


Draw the perspective view of a 


со 
vertical steel cup-board 1 m x x: 
2 m X 0.35 m deep, having four 
shelves. One shutter is open. The 
front of the cup-board makes an 
angle of 30% with the picture plane, © 


with a vertical edge touching it. 
Assume suitable position of the 
spectator at a height of 4 m above S ELEVATION 
the ground. FIG. 19-54 


(0120 


Orthographic reading is the ability to visualize the shape of ап object from its 
drawing in orthographic views. Every engineer or technician connected with the work 
of construction should possess this ability. Without it, it would be difficult for him to 
execute, independently, any work according to a given drawing. 


An engineering drawing is not read aloud. It is read mentally. The whole 
drawing cannot be read or interpreted at a glance. It should be read systematically 
and patiently. The easiest way to learn reading such a drawing is to learn how to 
prepare one. | 


However, it is not impossible to know how to read it without learning how to 
draw. In either case, a sound knowledge of the principles of orthographic projection 
is quite essential for reading the drawing without hesitation. 


We studied in chapter 8 that in orthographic projection, any one view shows only 
two dimensions of a three dimensioned object. Hence, it is impossible to visualize the 
shape of the object from a single view. The second view shows the third dimension. 
Thus, at least two views are necessary to determine its shape. Sometimes, a third view 
is also necessary to completely visualize an object. 


Every object may be imagined as consisting of a number of components having 
forms of simple solids such as prisms, cylinders, cones, etc. with some additions or 
subtractions or both. The additions may be in the form of projections, while the 
subtractions may be in the form of holes, grooves, cavities, etc. It is not possible to 
determine from only one view whether there is an addition or subtraction. The other 
view or views must be referred to. 


For example in fig. 20-1(i), the meaning of lines AB and CD can be determined 
only after referring to the other view. They might represent a projection as shown 
in figs. 20-1(ii) and (iii) or a cavity as shown in figs. 20-1(iv) and (v) or a cavity 
made by projections as shown in fig. 20-1(vi). 


Note that one front-view represents six different types of objects whose top-view 
are different as shown in fig. 20-1. 
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A: C 
B D 


EN 
FiG. 20-1 | Fic. 20-2 


Similarly, the two circles in fig. 20-2fi) may either represent additions 
[figs. 20-2(ii) and (iii)] or holes [figs. 20-2(iv) and (v)] or both [figs. 20-2(vi) and (vii)]. 
Thus, every point and every line in an orthographic view has a meaning. A point 
may represent a corner or an edge. A line may represent an edge or a surface. The 
meaning of each point or line should be interpreted by systematically referring back 
and forth from one view to the other. Simultaneously, the shape of the object as 
a whole should be visualized. 


Practice in reading a drawing can be had by either projecting one or more 
views from the given views, or by converting one or both the given views into 
sectional views. | | | 


Most of the students in Engineering Drawing course find it difficult to visualize 
an object from two orthographic views. To overcome this difficulty, assume the 
object as basic geometrical solids such as prisms, cylinders, pyramids, cones and 
so on. It is impossible to determine whether the shape is addition or subtraction 
by observing only one view. Therefore, the each orthographic view of an object 
must be referred systematically back and forth. Sound knowledge of projections of 
points, lines, planes and solids is required in solving the problems of missing lines 
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or missing views. In orthographic views, if a line or lines are not drawn in order 
to test the understanding of students, such lines are known as missing lines. 
Similarly, if amongst the three views, only two views are > given then third view will 
be known as missing view. 


Following procedure can be adopted in order to identify missing lines or missing 
views. 


(i) From the given orthographic views, ty to visualize an object and prepare 
-а pictorial view. 


(ii) From pictorial view, prepare e orthographic views and compare with given views. 
© Read carefully each line in each view and find out corresponding projection 
from another view. | 


Following conclusion from the projections of lines and planes will be useful for 
identification of lines and planes in the given views. 


(a When a line is perpendicular to a plane, its projection on that plane is 
point, while its projection on the other plane is a line equal to its true 
length. 


(b When a line is inclined to both the planes (Н.Р. and М.Р), its projections 
are shorter than the true length in both the plane and inclinations to 
xy line are greater than true inclinations. 


(c) When a line is parallel to a plane, its projection on that plane will show 
its true length and true inclination with the other plane. 


(d) When a plane is perpendicular to a reference (principal planes H.P. and 
V.P.) plane, its projection on that plane is a straight line. 


(e When a plane is parallel to a reference plane, its projection on that plane 
shows its true shape and size. 


(f) When a plane is perpendicular to one of the reference plane and 
inclined to the other, its inclination is shown by the angle which its 
projection on the plane to which it is perpendicular, makes with 
xy line. Its projection on the plane to which it is inclined, is smaller 
than the plane it self. 


(iii) Remember that each line in one view, | 
represents a plane in another view 
depending upon the position of the 
plane with reference to the plane Е 
X 


of projection. When a line is observed 
in any two views, it will be plane 


in third view. e x 
Study carefully following problems of pec 


missing lines or missing views. 

Problem 20-1. In fig. 20-30) two views 
are given. Draw its missing view and show 
missing lines. 


See fig 20-3(11). 


FIG. 20-5 
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Problem 20-2. In fig. 20-4(i) two views are given. 
Draw its pictorial view and missing view. 


See fig 20-4(11). 


Problem 20-3. In fig. 20-5(1) two 
views are given. Draw its missing view 
and show missing lines alongwith its 
pictorial view. 


See fig 20-5(ii) 


Problem 20-4. In fig. 20-6(i) L | () 
two views are given. Draw its 
pictorial view and missing view. 


See fig 20-6(ii). 


X 
"S y 
25 |25 | 25 


—ÀÓY 
— 9 
——Á 

—" 


НІС. 20-6 


Art. 20-4] Orthographic Reading and Conversion of Views 515 


Problem 20-5. Two views (front view and top view) are given in fig. 20-7(D. 
Draw third view (side view) and identify each plane. 


See fig. 20-7(ii) along with pictorial view. Read each line and the plane in different 


Views. 
f " р" 


НС. 20-7 
Problem 20-6. Two views of a casting are shown in fig. 20-8. Using both first 
angle projection method and third angle projection method, draw the given views 
and add following views 
(i) the side view looking from the right and 
(ii) a sectional side view, section А-А. 
step 1: The shape of the casting may be visualized by imagining it to be broken up in three 
components B, C and D. 


Fic. 20-8 FIG. 20-9 


Step 2: After referring to both the views, it can be visualized that the part B is in the 
form of a rectangular block with one corner rounded, and having a circular hole. 
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The component C has a semi-circular cavity at its top, while the part D is a 
wedge-shaped piece of uniform thickness. The side view of each part may be 
imagined separately and then projected from the two views as shown in fig. 20-9. 


Step 3: The sectional side view is obtained by imagining the block to be cut in two 
parts through the line A-A. The portion that is cut is shown in section by 
means of section lines. Note that the curved surface of the cavity behind 
the cutting-plane line is also shown as a rectangle in the sectional view. 
Dashed lines for hidden features may not be shown in the sectional view. 

Fig. 20-10 shows the four views of 
the casting drawn according to the third- 
angle projection method. There is no change 
in shape or size of the views. Only their 


positions are changed. 


SECTION AA 


FIG. 20-10 
Problem 20-7. Two views of a shaft support are given in fig. 20-11. Draw, scale full size, 
(i) Sectional front view on А-А. 
(ii) Sectional top view on B-B. 
(iii) Side view from the left. 
The object is composed of two cylinders and two ribs. Follow step 1, step 2 
and step 3 of problem 20-6. 


See fig. 20-12. Note that, although the cutting-plane line A-A passes through the 
rib, it is not shown cut in the front view according to the convention. 


FiG. 20-11 
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Having grasped the principles of orthographic and isometric projection, we proceed 
to deal with the application of the same to conversion of pictorial views of objects, 
for preparing the orthographic views. 


Conversion of a pictorial view into orthographic views requires sound knowledge 
of the principles of pictorial projection and some imagination. A pictorial view may 
have been drawn according to the principles of isometric or oblique projection. In 
either case, it shows the object as it appears to the eye from one direction only. 
It does not show the real shapes of its surfaces or the contour. Hidden parts and 
constructional details are also not clearly shown. All these have to be imagined. 


For converting a pictorial view of an object into orthographic views, the direction 
from which the object is to be viewed for its front view is generally indicated by 
means of an arrow. When this is not done, the arrow may be assumed to be 
parallel to a sloping axis. Other views are obtained by looking in directions parallel 
to each of the other two axes and placed in correct relationship with the front 
view. 


When looking at the object in the direction of any one of the three axes, only 
two of the three overall dimensions (viz. length, height and depth or thickness) will 
be visible. Dimensions which are parallel to the direction of vision will not be 
seen. Lines which are parallel to the direction of vision will be seen as points, while 
surfaces which are parallel to it will be seen as lines. 


While studying a pictorial view, it should be remembered that, unless otherwise 
specified: 


() А hidden part of a symmetrical object should be assumed to be similar to 
the corresponding visible part. For example, in fig. 20-49, the back rib is 
assumed to be similar as the front rib. 


(ii) АП holes, grooves etc. should be assumed to be drilled or cut right through. 
Refer fig. 20-18 and fig. 20-19. 


(iii) Suitable radii should be assumed for NT curves of fillets etc. 


An object in its pictorial view may sometimes be shown with a portion cut 
and removed, to clarify some internal constructional details. While preparing its orthographic 
views, such object should be assumed to be whole, and the views should then be 
drawn as required. 


(i) It is comparatively easy to prepare a drawing from an actual object. The 
object is carefully examined and then placed in a suitable position for the 
front view. The front view of the object is selected in such a way that the 
maximum details of the object are visible so that the minimum dotted lines 
are required. 


(ii) All the necessary views are then sketched eadi in a sketch book or on 
a pad. 
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(iii) Measurements of all its details and overall sizes are taken and inserted іп 
the views, along with important notes and instructions. 


(iv) Finally, a scale-drawing is prepared from these sketches. 


A pictorial view of a rectangular plate is given in fig. 20-13(i). Its front view 
when seen in the direction of the arrow X, side view from the left, i.e. in the 
direction of the arrow Y and the top view in the direction of arrow Z, are shown 


in fig. 20-13(ii). 7 


БЕЛЕК eee 


| 
| 


The same plate is shown іп fig. 20-14(i) with its longer edges vertical. Its front 
view looking in the direction of the arrow X, side view from the left and the top 
view are shown in fig. 20-14(ii). These three views are similar in shape and size 
to the views shown in fig. 20-13(i). Only their positions and conditions have 
changed. Even when the front view is drawn looking in the direction of the arrow 
Y [fig. 20-14(111)], the three views remain similar in shape and size. 


ү 


FIG. 20-13 


(i) (ii) (ii 
FiG. 20-14 


The same plate is shown cut in various shapes in fig. 20-15. The front view 
and the side view in each case will be the same as in fig. 20-13(i). The changed 
shapes will be seen in the top view of each plate. If these plates are kept in the 
position shown in fig. 20-14(i), the front view in each case (looking in direction 
of the arrow X) will show a different shape, while the side view and the top view 
will be rectangles. | 


A plate cut in three different ways is shown in fig. 20-16. The front view in 
each case is the same, viz. a rectangle with a vertical line ab for the edge AB. The 
side view from the right in each case will be a rectangle with a vertical line cd 
for the edge CD. The top view in each case shows the shape of the cut. 


In the front view of the plate having different shapes of grooves (fig. 20-17), 
two vertical lines are drawn for the edges of rectangular as well as semi-circular 
grooves. | 
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In case of the triangular groove, three vertical lines are required. Although 
edges AB and CD are cut, they are seen as continuous lines ab and cd. In the top 
view, shapes of the grooves are seen. The grooves are not visible in the side view 
and hence, they are shown by a hidden line. 


FiG. 20-15 


FiG. 20-16 


на. 20-17 FIG. 20-18 


Two plates having grooves in upper and lower surfaces are shown in fig. 20-18. 
The shapes of the grooves are seen in the front views. In top views, two lines for 
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the edges of rectangular as well as semi-circular grooves are drawn. For the 
triangular grooves, three lines are required. The tapered groove in the bottom 
surface is assumed to be cut throughout the width of the plate. It is not visible 
from above and hence, its four edges are shown by four hidden lines in the top 
view. In their side views, each groove should be shown by a horizontal hidden line. 
Therefore the side view in this case is not necessary. 


A plate having holes of different shapes. 
is shown in fig. 20-19. These shapes 
are seen in the top view. Holes are assumed 
to be cut or drilled right through. They 
are shown by hidden lines in the front 
and the side views. Here also the right OH [| 
side view is not necessary. 

The semi-circular groove in the block FiG. 20-19 
shown in fig. 20-20 does not extend upto 
the opposite surface. Therefore, although 
the edge AB is broken, ab is seen as a 
continuous line in the front view. The 
groove is shown by hidden lines in the 
side view. In the top view it is drawn as 
a rectangle. 


a | D 
[S | 


Fig. 20-21 shows a block in the shape 
of steps, along with its three views. In 
fig. 20-22, its face ABCD is inclined. Hence, | қ | 
in the top view, two lines ab and cd are Fic. 20-20 
drawn for that face. 


ср 
FiG. 20-21 FIG. 20-22 FIG. 20-23 FIG. 20-24 © 


The front and back faces of the upper step are shown inclined in fig. 20-23. 
Their inclinations are shown in the side view. In the front view, the line ра for the 
edge PQ is drawn. In the top view, lines ef and gh for edges EF and GH are shown. 


In fig. 20-24, all the four side-faces of the upper step are inclined. Their 
inclinations are seen in the front view and in the side view. In the top view, two 
rectangles are seen for the upper step. Lines (for the four sloping edges) Joining 
the corners of the rectangles should also be shown. 
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A casting having a hollow cylinder 
supported by a vertical rib is shown 
in fig. 20-25. The width of the rib is 
equal to the diameter of the cylinder. 
Hence, in the front view, vertical lines 
for the rib are tangential to the circle 
for the cylinder. 


In the side view, the line showing 
the thickness of the rib vanishes just 
at the centre line. The rib is not visible 
when seen from top. Hence, it is 
shown by a hidden line in the top view. 
Note that the third view (top view) is 
a ‘necessary’ view to show the shape 
of rectangular slot. 


A 
FIG. 20-25 


In the bearing block shown in fig. 20-26, the line for the rib is inclined and 
tangent to the semi-circle in the front view. Vanishing points for the lines for the 
rib in the side view and the top view are obtained by projecting the tangent-point 


from the front view. 


From the above discussion, the following important points are to be noted: 


(i) Ап object can be observed from 
six sides such as 


(а) front side 
(b) back side 

С (с) left-hand side 
(d) right-hand side 
(е) top side and 
(f) bottom side. 


FIG. 20-26 


(ii) 
(11) 


(iv) 


It is not necessary to draw all the possible six views to describe completely 


the shape of the object. In practice, only those views which are necessary 


to describe the shape of the object should be drawn. 


The view should be selected in such a way that minimum dotted 
lines are necessary to show internal details. The object which has both the 
right-hand side and left-hand side symmetrical shape requires only two views. 


One of the views must be such that it completely describes the shape 


of the object. Refer fig. 20-16, fig. 20-32, fig. 20-47 and fig. 20-48. 


Three views are necessary for the object which is not symmetrical. Refer 
fig. 20-22 and fig. 20-24. mE s | 


The view should not be drawn out of place. That is the side view and top 
view are not aligned with the front view. This should be avoided. 


Dotted lines must be drawn correctly as shown in table 20-1. Incorrect 
points are indicated by circle. 
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TABLE 20-1 


INCORRECT CORRECT INCORRECT CORRECT INCORRECT CORRECT. 


(a When a visible line coincides with either a dotted line or a centre line, 
the visible line is shown and a centre line is extended beyond the 
outlines of the view. 

(b When a section-plane line coincides with a centre line, the centre line . 
is shown and the section-plane line is drawn outside the out-lines of 
the object at the ends of centre line by thick dashes. 

(c) When a dotted line coincides with the centre line, the dotted line 
should be shown. 


A scale-drawing must always be prepared from freehand sketches initially prepared 
from a pictorial view or a real object. In the initial stages of a drawing, always use a 
soft pencil viz. HB, and work with a light hand, so that lines are thin, faint and easy 
to erase, if necessary. 


1. 


Determine overall dimensions of the required views. Select a suitable scale 
so that the views are conveniently accommodated in the drawing sheet. 


2.Prepare the sheet layout as described in illustrative problem 20-8. Draw 


о с 


rectangles for the views, keeping sufficient space between them and 
from the borders of the sheet. 


Draw centre lines in all the views. When a cylindrical part or a hole is seen 
as a rectangle, draw only one centre line for its axis. When it is seen as a circle, 
draw two centre lines intersecting each other at right angles at its centre. 


Draw details simultaneously in all the views in the following order: 
(i) Circles and arcs of circles. 

(ii) Straight lines for the general shape of the subject. 

(iii) Straight lines, small curves etc. for minor details. 


After the views have been completed in all the details, erase all unnecessary 
lines completely. Make the outlines so faint that only their impressions exist. 
Fair the views with 2H or 3H pencil, making the outlines uniform and 
intensely black (but not too thick). For doing this, adopt the same working 
order as stated in step 4 above. 


Dimension the views completely. Keep all centre lines. 

Draw section lines in the view or views which are shown in section. 
Fill up the title block and furnish all other necessary particulars. 

Check the drawing carefully and see that it is complete in all respects. 


Art. 20-8] Orthographic Reading and Conversion of Views 523 


This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 49 for the 
following problem. 


Problem 20-8 [fig. 20-27(i)]. A 
pictorial view of bearing block is shown 
in fig. 20-27(0. Draw the front view, 
left-hand side view and top view according 
to the First-Angle projection method. 

The procedure of preparing the 
orthographic views is illustrated in the 
following steps: 

Step 1 Пір. 20-27(i)]: 
(i) Take а half imperial size drawing 
paper of 560 mm x 380 mm. 


(ii) Draw the border lines taking A 
= 30 mm and B = 10 mm as 


shown in fig. 20-27(ii). |... fic. 20-27(1) 
Now clear space in the drawing paper is 520 mm x 360 mm. 


(іі) The scale of drawing is decided from the size of object and number of 
views required to draw. Let 1, W and Н be the length, width and height 
of the object. The spacing between two views can be calculated as under: 


If these distances F and F are less than 20 mm, adopt the suitable standard 
scale. Іп the above illustrated problem Е and F аге 95 mm and 75 mm respectively. 


Select suitable scale approximately and draw required blocks depending 
upon the number of views (three in this problem). 


Step 2 Пір. 20-27(iii)]: 

(i) Mark centres for circles. 

(ii) Draw centre lines passing through these centres and extend in other views also. 
Step 3 Пір. 20-27(iv)]: 

(i) Draw circle of required diameter in the front view as well as in the top view. 


(ii) Draw the other lines in the front view and project them in the side view as 
well as in the top view. 


(іі) Erase construction lines. Refer fig. 20-27(iv). 
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Step 4 [fig. 20-27(v)]: 
(i) Clean the drawing paper. Fair first circles. Complete the views by fairing various 
lines. The thickness of different types of lines should be as suggested in 
fig. 3-1, table 3-2 and table 3-3. The lines should be clean, dense and uniform. 


Fic. 20-27(iv) 


Art. 20-8] Orthographic Reading and Conversion of Views 525 


(ii) Draw extension lines. 


(iii) Draw dimension lines. Insert 
dimensions. Observe that 
the height of numerals should 
not be more than 3 mm. It 
should be written freehand. 
Aligned method of writing 
dimensions is recommended. 
Follow 15:11669 (1986) for 
dimensioning. 


(iv) Complete title block бу 
specifying unit of 
dimensions, symbol for 
method of projection and 
scale adopted. 


(v) Fair boundary lines by 2H 

pencil. 

Problem 20-9, Draw the front view 
and a side view of the wedge-shaped 
piece shown in pictorial view in fig. 
20-280). 


The edge AB is parallel to the 
isometric axis oz and hence, it will 
be seen as a horizontal line in the 
front view [fig. 20-28(i)]. The edge 
CD will be seen as an inclined line. 

Problem 20-10. Draw the front view 
and a side view of the wedge-shaped 
piece shown pictorially in fig. 20-29(i). 


It can be seen from the shape of 
the circular hole that the pictorial view 
is drawn according to oblique projection. 
Hence, the front view [fig. 20-29(ii)] 
will be similar to the front face shown 
in the pictorial view. 


It is interesting to note that the 
two pictorial views [figs. 20-28() and 
20-29()] look very much similar. But 
from their orthographic views we find 
that in fig. 20-29, the piece is in an 
inverted (upside-down) position. 

Problem 20-11. Draw the front view 
and a side view of the wedge-shaped 
piece shown pictorially in fig. 20-30(i). 


See fig. 20-30(i). Note that the 
bottom edge is horizontal. 


FIG, 20-27(v) 


^K А В 
0 
4» 
D 
D C 
(i) (ii) 
FIG. 20-28 


FiG. 20-30 
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Note: The three axes are shown along with the pictorial views, only for the purpose of 


explanation of the above problems No. 20-9, 20-10 and 20-11. 


. . Problem 20-12. Draw the following views of the object shown pictorially in fig. 20-31(1). 
(i) Front view. (ii) Top view. (iii) Side view from the right. 


See fig. 20-31 (ii). 


FIG, 20-31 


Problem 20-13. Draw the following views of the block shown pictorially in 
Не. 20-32(i). Use third-angle projection method. (i) Front view. (I) Top view. (iii) 
Both side views. 


See fig. 20-32 (ii). 


Pictorial views of objects are shown in fig. 20-33 to fig. 20-70. Draw, scale full 
size, views of each object as stated below. The front view in each case, should be 
drawn as seen in the direction of the arrow X. Unless otherwise specified, use 
first-angle projection method. Insert all dimensions in the views. 


Solve each exercise independently and then, compare your answer with the 
given solution. 
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1. Fig. 20-33: (i) Front view. (ii) Side view. (iii) Top view. 


FiG. 20-33 FiG. 20-34 
2. Fig. 20-34: (i) Front view. (ii) Side view from the left. (iii) Top view. Use third-angle 


projection method. 
3. Fig. 20-35: (i) Front view. (ii) Side view. (iii) Top “2 
À on 


FIG. 20-35 FIG. 20-36 


4, Fig. 20-36: (i) Front view. (ii) Side view from the left. (iii) Top view. 
5. 


ҒІС. 20-37 НІС. 20-38 
6. Fig. 20-38: (i) Front view. (ii) Side view. (iii) Top view. 
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7. Fig. 20-39: (i) Front view. (ii) Side view from the left. (iii) Top view. 


Fic. 20-40 


N X 8. Fig. 20-40: (i) Front view. (ii) Both side 
EU views. (iii) Top view. 
FiG. 20-39 | 9. Fig. 20-41: (i) Front view. (ii) Both side 


views. (iii) Top view. 


A. | 
E Use third-angle projection method. 
“a 


FiG. 20-41 На. 20-42 
10. Fig. 20-42: (i) Front view. (ii) Both side es 
| ка ; es 
views. (iii) Top view. 
11. Fig. 20-43: (i) Front view. (ii) Both side P" us 
views. (iii) Top view. Use third-angle 
projection method. 


Мм c 
| 
7 
TER 
Ж | 
Fic, 20-43 Гк 20-44 


12. Fig. 20-44: (i) Front view. (ii) Side view from left. (iii) Top view. 
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13. Fig. 20-45: 
(i) Front view. 
(i) Side view. 
(ІІ) Top view. 
14. Fig. 20-46: | 
All the six views. 


DEAZ 


Use third-angle 
projection method. 


FIG. 20-45 FIG. 20-46 
15. Fig. 20-47: (i) Front view. (ii) Side view from the right. (iii) Top view. 


0 


FiG. 20-48 С БС. 20-49 
16. Fig. 20-48: (i) Front view. (ii) Side view. (iii) Top view. 
17. Fig. 20-49: (i) Front view. (ii) Side view. (iii) Top view. 
Use third-angle projection method. 


FIG. 20-50 НІС. 20-51 
18. and 19. Fig. 20-50 and fig. 20-51: 
(i) Front view. (ii) Side view from the right. (iii) Top view. 
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20. Fig. 20-52: 
() Front view. 
(ii) Both side views. 
. A (ii) Top view. 
21. Fig. 20-53: 
(0 Front view. 
(ii) Both side views. 
(ili) Top view. 


НІС. 20-52 FIG. 20-53 
22. Fig. 20-54: (i) Front view. (ii) Both side views. (iii) Top view. 


FIG. 20-54 FiG. 20-55 
23. Fig. 20-55: (i) Front view. (ii) Side view from the left. (iii) Top view. 
Use third-angle projection method. 
24. Fig. 20-56: АП the six views. 


FIG. 20-56 FIG. 20-57 
25. Fig. 20-57: (i) Front view. (ii) Side view from the right. (iii) Top view. 
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26. Fig. 20-58 (i) Front view. (ii) Side view from the left. (iii) Top view. 


244 


Fic. 20-58 Fic. 20-59 


| BOSSES 028,3ТНІСК 
27. Fig. 20-59: _—~ 


(i) Front view. 
(ii) Side view from the right. pig (5229 
(іі) Тор міеуу. 


Use third-angle projection eur. 
method. 


2 HOLES 210 


2 BOSSES 225, 
3 THICK 


FIG. 20-60 


28. Fig. 20-60: 
(i) Front view. 
(ii) Side view. 
(iii) Top view. 
29. Fig. 20-61: 
(i) Front view. 


(ii) Side view from the right. 


(ili) Top view. 
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30. Fig. 20-62: (i) Front view. (ii) Side view from the right. (iii) Top view. 
Use third-angle projection method. 


FiG. 20-62 


31. Fig. 20-63: (i) Front view. (ii) Side view from the left. (iii) Top view. 


32. Fig. 20-64: (i) Front view. (ii) Left-hand side view. (iii) Top view. 
Use third-angle projection method. 


FIG. 20-64 FIG. 20-65 


33. Fig. 20-65: (i) Front view. (ii) Left-hand side view. (iii) Top view. 
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34. Fig. 20-66: (i) Front view. (ii) Right-hand side view. (iii) Top view. 
mt 


bs: 


FIG. 20-66 FIG. 20-67 
35. Fig. 20-67: (i) Front view. (ii) Left-hand side view. (iii) Top view. 
36. Fig. 20-68: (i) Front view. (ii) Side view. (iii) Top view. 


FIG. 20-68 FIG. 20-69 


37. Fig. 20-69: (i) Front view. (ii) Left-hand side view. (iii) Top view. 
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38. Fig. 20-70: (i) Front view. (ii) Left-hand side view. (iii) Top view. 


FIG. 20-70 


(Ex. 1. FiG. 20-33) (Ex. 2. Fic. 20-34) (Ех. 3. Fic. 20-35) 
FiG. 20-71 FIG. 20-72 FiG. 20-73 


-— Ыш 


i 
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(EX. 4. Fic. 20-36) (Ex. 5. Fic. 20-37) (Ex. 6. Fic. 20-38) 
FiG. 20-74 IG. 20-75 FIG. 20-76 


Ea wr 
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(Ех. 7. НІС. 20-39) (Ex. 8. Fic. 20-40) (Ex. 9. FiG. 20-41) 
FIG. 20-77 FIG. 20-78 FIG. 20-79 


(ЕХ. 10. Fic. 20-42) (EX. 11. Fic. 20-43) (Ex. 12. FiG. 20-44) 
FIG. 20-80 НІС. 20-81 FIG. 20-82 


(Ex. 13. FiG. 20-45) (EX. 14. FiG. 20-46) (EX. 15. FiG. 20-47) 
FG. 20-83 FIG. 20-84 FIG. 20-85 


(EX. 16. FiG. 20-48) (EX. 17. FiG. 20-49) (Ex. 18. Fic. 20-50) 
FIG. 20-86 FiG. 20-87 ҒІС. 20-88 
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(EX. 19. НС. 20-51) (EX. 20. Fic. 20-52) 
FiG. 20-89 | FiG. 20-90 


(Ex. 21. FiG. 20-53) (Ex. 22. Fic. 20-54) 
FiG. 20-91 FiG. 20-92 


_ (Ех. 23. Fic. 20-55) 
Fic. 20-93 


inrer 


(Ex. 24. НС. 20-56) 
FiG. 20-94 


(Ex. 25. FiG. 20-57) (EX. 26. Fic. 20-58) 
FIG. 20-95 FIG. 20-96 
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(Ex. 27. FiG. 20-59) | (Ex. 28. Fic. 20-60) 
НС. 20-97 Fic. 20-98 


(Ex. 29. Fic. 20-61) (Ex. 30. Fic. 20-62) 
Fic. 20-99 Fic. 20-100 


(Ex. 31. Fic. 20-63) (Ex. 32. НС. 20-64) 
FIC. 20-101 Fic. 20-102 
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Sei 


(Ex. 33. FiG. 20-65) (EX. 34. FiG. 20-66) (ЕХ. 35. Fic. 20-67) 
FiG. 20-103 FIG. 20-104 . Fic. 20-105 


(Ex. 36. НС. 20-68) (EX. 37. FiG. 20-69) 
FiG. 20-106 FIG. 20-107 


di 
"LC ER 


(Ex. 38. FiG. 20-70) 
Fic. 20-108 


Centres of gravity and moments of inertia of areas of plane surfaces are frequently 
used in engineering practice. Therefore, we shall study in this chapter, about these two 
parameters as shown below: 


(1) Centre of gravity of symmetrical and unsymmetrical areas 


(2) Moment of inertia of plane surfaces. 


A body consists of numerous particles on which the pull of the earth, i.e. the 
forces of gravity act. The resultant of these forces acts through a point. This point 
is called the centre of gravity of the body. It can also be defined as a point about 
which the weights of all the particles balance. It may not necessarily lie within the body. 


In case of an area, the figure is assumed to be a lamina of negligible thickness 
so that its centre of gravity will be practically on the surface. As the area has no 
weight this point is also called the centroid. 


When an area is symmetrical about both its axes, the centre of gravity will be at 
the point of intersection of these axes. Thus, the centre of gravity of a square, 
rectangle, parallelogram or rhombus will be at the point of intersection of its 
diagonals. The centre of gravity of a circle will be at the point of intersection of 
its any two diameters, i.e. at its centre. 


When an area is symmetrical about one axis, the centre of gravity will lie on 
that axis. 


The centre of gravity of a triangle lies at the point of intersection of its 
medians (fig. 21-1). The centre of gravity of a quadrilateral is determined by 
dividing it into triangles and as explained in problem 21-1. 


Problem 21-1. Find the centre of gravity of the quadrilateral ABCD shown in fig. 21-2. 
(i) Draw the diagonal BD and locate the centres of gravity G4 and С» of triangles 


BCD and ABD respectively. Similarly, draw the diagonal AC and determine 
the centres of gravity G4 and С, of triangles АВС and ADC respectively. 
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(ii) Draw lines joining Сі with em and с, with G4. С, the point of 

intersection of lines СС and G3G, is the centre of gravity of the 
quadrilateral ABCD. 


НІС. 21-1 | Fic. 21-2 


A simple method of finding the centre of gravity of a trapezoid is illustrated 
in problem 21-2. It can also be located as explained in problem 21-3. 


Problem 21-2. Determine the position 
of the centre of gravity of the trapezoid 
ABCD shown in fig. 21-3. 

(i) Draw a line joining the mid-points P 

and Q of the parallel sides AB and 
DC respectively. 


(ii) Produce AB to a point E so that BE 
= DC. Similarly, produce CD to a 
Saint F so that FD — AB. 


(iii) Draw the line EF intersecting the line 
PQ at a point С. Then С is the required 
centre of gravity. FIG. 21-3 


For locating the position of the centre of gravity of an area of unsymmetrical 
shape, it is first divided into a number of smaller areas of symmetrical shapes 
such as triangles, squares, rectangles, trapezoids etc. so that the centre of gravity 
of each such area is easily determined. Each small area is then treated as a force 
proportional to the area and acting at the centre of gravity of the area. 


A resultant of these forces acting in one direction in the plane of the area is 
first determined. It will pass through the centre of gravity of the whole area. 
Another resultant of the same forces acting in the same plane but in another 
direction is then found out. This will also pass through the centre of gravity of the 
whole area. The point of intersection of these two resultants will be the centre of 
gravity of the whole area. The position of the resultant of parallel forces acting in 
a plane is graphically determined by means of polar diagram and funicular polygon 
or link polygon as explained in the following illustrative problems. 
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This book is accompanied by a computer CD, which contains an audiovisual 
animation presented for better visualization and understanding of the 
subject. Readers are requested to refer Presentation module 50 for the 
following problem. 


Й 5; > T p RO ч v 


Problem 21-3. Find graphically the centre of gravity of the I-section shown in fig. 21-4. 
As the section is symmetrical about its vertical axis yy', the centre of gravity 
must lie on that axis. 


FIG. 21-4 


(i) Draw the given section to a convenient scale. Divide it into three rectangles 
viz. 1, 2 and 3 and locate their centres of gravity G4, Gə and Сз respectively at 
the points of intersection of their respective diagonals. Through these points, 
draw parallel lines of action of forces representing the area of each rectangle. 
These lines may be drawn in any direction except vertical, as the centre of gravity 
lies in the vertical axis. Name these forces as AB, BC and CD respectively 
according to Bow's Notation. This figure is called the space diagram. 


(ii) Calculate the areas of the rectangles 1, 2 and 3. Hey will be 6000, 4000 
and 2000 sq. mm respectively. 


(іі) Draw a line parallel to the lines of action of forces and on it mark a 
point a. Select any convenient scale, say 1 cm - 1000 sq. mm and cut-off 
lengths ab = 6 cm, bc = 4 cm and cd = 2 cm in the direction of the 
forces. The line ad is called the load line or force diagram. 


(iv) Mark a point о at any convenient position either above or below the line 
ad and draw lines ao, bo, co and do. The point o is called the pole and 
the whole figure is called the polar diagram. 


(v) Mark any point а! on the line of action of the force AB and draw а line parallel 
to ao. Through the same point, draw a line parallel to bo to intersect the line of action 
of the force BC at a point b'. Through Б, draw a line parallel to co to intersect 
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the line of action of the force CD at a point c'. Through c', draw a line parallel 
to do to intersect the line drawn parallel to ao at a point d'. Through d', draw 
a line parallel to the lines of action to intersect the axis yy' at a point C. This 
line is the line of action of the resultant R of the forces and G is the centre of 
gravity of the section. Figure a'b'c'd' is called the funicular polygon or link polygon. 


Problem 21-4. Find graphically the centre of gravity of the channel section 
shown in fig. 21-5. 


FIG. 21-5 


As the section is symmetrical about its horizontal axis xx', the centre of gravity 
must lie on this axis. 


(i) Draw the section to any convenient scale. Divide it into three rectangles 1, 
2 and 3 and locate their centres of gravity G4, С» and G3 respectively. 
Through these points, draw (in any direction except horizontal) parallel 
lines of action of forces representing the area of each rectangle. 


(i) Draw the polar diagram and funicular polygon as explained in 
problem 21-3 and obtain the point G where the line of action of the 
resultant R of the forces intersects the axis хх. С is the centre of gravity 
of the section. | 


Note that the line of action of the resultant is drawn through d the point of 
intersection between the lines drawn through points on the first and the last lines 
of action and parallel to ao and do respectively. 


Problem 21-5. Determine graphically the position of the centre of gravity of 
the Z-section shown in fig. 21-6. 


As the section is not symmetrical about any axis, it will be necessary to obtain 
two resultants. 


(i) Draw the section to a convenient scale and divide it into three rectangles 
1, 2 and 3. (The division can also be done in a different way.) 
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(ii) 


Mark the centres of gravity G4, Gz and Сз of these rectangles. Through 
these centres, draw lines of action of the forces in any one direction, say 
vertical. Calculate the areas of the three rectangles and draw the polar 
diagram and funicular polygon as explained in problem 21-3 and obtain the 
position of the resultant R. 


Similarly, through points C4, С» and Сз, draw horizontal or inclined parallel 
lines of action of forces and determine the position of the resultant R4. The point 
of intersection С, between the lines of action of the resultants R and R4 is the 
required centre of gravity of the section. 


FIG. 21-6 


Problem 21-6. Find graphically the centre of gravity of the plate PORS of 
negligible thickness having a circular hole in it as shown in fig. 21-7. 


(i) 
(ii) 


(iii) 


Draw the plate to a convenient scale. Complete the rectangle PTRS. 


Find the centres of gravity of the circle, the rectangle PTRS and 
the triangle QTR and name them as С), С: and Сз respectively. 
Through these points, draw vertical lines of action of forces representing 
the areas. | 


As the areas of the circle and the triangle are removed from the area of 
the rectangle, the direction of action (i.e. the sense) of the forces representing 
them, viz. AB and CD will be opposite (as shown by the arrows) to that 
of the force BC representing the area of the rectangle. Calculate the areas 
of the circle, the rectangle and the triangle. They will be 707, 6000 and 
1200 sq. mm respectively. 


Draw a line parallel to the lines of action. Select a convenient scale, say 
1 cm = 1000 sq. mm, апа on this line mark a length ab = 0.7 cm in 
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direction of the force AB, i.e. upwards. Cut-off a length bc — 6 cm in 
direction of the force ВС, i.e. downwards. Again mark a length cd - 
1.2 cm in direction of the force CD, i.e. upwards. Mark a suitable point 
o and draw lines ao, bo, co and do, thus completing the polar diagram. 


0; 


FIG. 21-7 


(iv) Mark any point a' on the line of action of the force AB and through it, 
draw a line parallel to ao. Through the same point, draw another line a'b' 
parallel to bo and intersecting the line of action of the force BC at a 
point b'. Similarly through Ы, draw a line b'c' parallel to co and intersecting 
the line of action of the force CD at a point c'. Through c', draw a line 
parallel to do and intersecting the line drawn parallel to ao at a point d'. 
Through d', draw a line parallel to the lines of action. This line is the line 
of action of the resultant R. 


(у) Similarly, through point Сі, Сә and Сз, draw inclined (or horizontal) 
parallel lines of action and determine the position of the line of action 
of the resultant №; as explained above. Note that this line passes through 
а, the point of intersection between the lines drawn through points 
on the first and the last lines of action and parallel to a404 and 030; 
respectively. 


G, the point of intersection between the lines of action of the resultants 
is the required centre of gravity of the plate. 


. Note: instead of subtracting the triangular part QTR from the plate PTRS, the 
plate PQRS may be divided into two parts, viz. a square and a triangle. 


Problem 21-7. Find graphically the centre of gewy of the thin circular plate 
having holes in it as shown in fig. 21-8. 


Adopt the same method as explained in problem 21-6. Тһе point С is the 
required centre of gravity. 
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b, 


ay 


FIG. 21-8 


Problem 21-8. Determine graphically the centre of gravity of the quarter-circle 
POR shown in fig. 21-9. 


ж Y (о -- «D [en e cr оз 
о 


FIG. 21-9 


The centre of gravity must lie on the bisector of the quarter-circle, viz. the 
line SQ. | | 


(i) Divide the quarter-circle into a number of equal sectors, say 8. Greater the 
number, each sector will tend to become an isosceles triangle. 
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(ii) Assuming the sectors to be isosceles triangles, mark the centre of gravity 
(the point 1) of any one sector, say the end sector. It will lie on the 


altitude, at a distance of = the altitude from the apex О. 


(iii) With Q as centre and Q1 as radius, draw an arc to cut the other altitudes 
at the centre of gravity of each sector. Name these points as 2, 3,...8. 
Through points 1, 2...8, draw vertical lines of action of forces. 


(ім) Draw the polar diagram taking ab, bc etc. of equal lengths, as all the 
sectors are of the same area. 


(v) Complete the funicular polygon and draw the line of action of the resultant 
R through the point К. С, the point of intersection between this line and 
the line SQ is the required centre of gravity. 


Problem 21-9. Find graphically the centre of gravity of the segment of the circle 
shown in fig. 21-10. 


(i) Divide the chord PQ into a number of equal parts and through the division-points, 
draw lines perpendicular to РО, thus dividing the segment into a number 
of smaller parts. The centre of gravity of the segment must lie on the line 
ST which bisects the segment. 


(ii) Draw the mid-ordinates of each part and find the mid-point of each mid-ordinate. 
These points will approximately be the centres of gravity of the respective 
parts of the segment. 


FiG. 21-10 


(iii) Through these points, draw inclined parallel lines of action of forces representing 
the area of each section. It is rather difficult to accurately determine the 
area of each part. But it would be approximately correct if the lengths ab, 
bc etc. in the polar diagram are taken in a fixed proportion, say 1:2, of 
the corresponding lengths of the mid-ordinates. 


(iv) Draw the polar diagram and the funicular polygon. 
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(v) Through the point С, draw the line of action of the resultant R. C, the point of 
intersection between this line and the line 57 is the required centre of gravity. 


Note: This is an approximate and quick method. More accurate method would be to 
.(i) consider the end parts as triangles and the remaining parts as trapezoids, 
(ii) determine their centres of gravity, (iii) calculate their areas and then (iv) draw 
the polar diagram and funicular polygon. 


Problem 21-10. Find graphically the centre of gravity of the section of a retaining 
wall shown in fig. 21-11. 


Adopt the same method as explained in problem 21-5. The point C is the required 
centre of gravity. The section has been divided into two triangles and one rectangle. 
It can also be divided into two trapezoids and one square by drawing horizontal lines. 


04 


Fic. 21-11 


Moment of inertia of an area of a plane figure about an axis in the plane of the 
area is a frequent requirement in engineering practice. The graphical method of 
determining the moment of inertia of areas gives fairly accurate results speedily. It 
is more useful in case of areas of irregular shapes. 


(1) Definition: The moment of inertia of an area about an axis in the plane 
of the area is the sum of the products of the areas of its elements and the 
squares of the perpendicular distances of the centres of gravity (centroids) of these 
elements from the axis. 


It is obtained by multiplying the whole area by the mean value of the squares 
of perpendicular distances of the centroids of its elements from the axis. An axis 
passing through the centroid of the whole area is called centroidal axis. 


(2) Unit: When the area is calculated in centimetre units, i.e. in square centimetres 
(cm2) and the distances are also measured in centimetres, i.e. the squares of the 
distances will be square centimetres (cm2) the unit of moment of inertia (area x distance?) 
will be in centimetres raised to the fourth power, i.e. cm‘. 
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In 5.1. Units, the area is calculated in square metres (m?) апа the distances 
are also measured in metres. Therefore, the unit of moment of inertia (area x distance?) 
will be in metres raised to the fourth power, і.е. т. 


(3) Graphical method: The moment of inertia is graphically determined by 
Culmann's method with the help of space diagrams, force diagrams, polar diagrams 
and funicular polygons as explained in the following illustrative problems. 


This book is accompanied by a computer CD, which contains an audiovisual 
„ animation presented for better visualization and understanding of the 
4 subject. Readers are requested to refer Presentation module 51 for the 
following problem. 


Probiem 21-11. Find graphically the moment of inertia of the rectangular section 
10 cm wide x 20 cm deep shown in fig. 21-12, about the axis уу passing through 
its centre of gravity. 


“НС. 21-12 
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(i) 


(ii) 


(iil) 


(iv) 


(v) 


(vi) 


Draw the given rectangle to a suitable scale, say 1 cm - 2 cm and draw 
the axis уу passing through its centre of gravity. 


Divide the rectangle into a number of equal strips, say 8, рағы to the 
axis. | 


Draw lines of action of forces representing the area of dd strip, parallel 
to the axis and passing through the respective centres of. graviy of the 
strips. This is the space diagram. 


Calculate the area of each strip. Select a convenient scale, Say 
1 cm = 20 sq. cm and draw the load line ak as explained in problem 21-3. 
Lengths ab, bc etc. will each be equal to 1.25 cm each. Mark the pole o 
at any convenient polar distance D,, say 5 cm, from the line ak and 
complete the polar diagram Р; by joining o with points a, b,.....k. 


Draw the funicular polygon А; as explained in problem 21-3. Produce all 
the sides of the polygon to intersect the axis at points a4, b4....k4. Note 
that in this problem points а), b4, cq and d4 coincide with points k4, hy, 
бі and Қ respectively. 


Measure the intercepts a, b4, b4 c4 etc. Assuming these intercepts to be 
forces and selecting a convenient scale, say 1 cm = 0.333 cm, draw the 
second load line. While drawing this line it should be noted that the 
intercepts for the strips on one side of the axis should be drawn in one 
direction, while those for the strips on the other side of the axis should 
be drawn in the opposite direction. 


Thus the intercepts from аң to ең coincide with those from K'4 to ең. 
Note that according to the selected scale, length аңең is three times the 
length a4e4. Select a pole o4 at a suitable distance D$, say 6 cm, and 
complete the polar diagram P;. 


Draw the corresponding funicular polygon F». The intercept а; К of this 
polygon on the axis yy' is the moment of inertia of the rectangle about the 
axis уу to the moment scale which is determined as shown below: If, 


(i) the scale of the space diagram is 1 ст = n cm 
(ii) the area scale for the first load line is 1 cm = n4 cm? 


(iii) the intercepts from the funicular polygon F4 are represented on the second 
load line to the scale 1 cm = n, cm 


(iv) the polar distances in polar diagrams Р; and Р» аге D4 cm and D, cm 
respectively, 


n? x n X m х Dı x 0, 
22x 20 x 0.333 X 5 X 6 
800 ст. 

The length of the intercept akọ is 8.4 cm. 


then the moment scale 


| 


H 


The moment of inertia = length of the intercept a kə іп cm 
x the moment scale 


= 8.4 x 800 = 6720 ст4. 
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Problem 21-12. Find graphically the moment of inertia of the isosceles triangle, 
base 9 cm long and altitude 9 ст, shown in fig. 21-13, about the vertical centroidal 
axis yy. | 

Adopt the same method as explained in problem 21-11. The areas of the strips 
are unequal. The scales and distances selected are as under: 


(i) Тһе scale for the space diagram is 1 cm = 1 cm. 


| 


(ii) The scale for the first load line is 1 cm - 4 sq. cm. 
(іі) The scale for the second load line is 1 cm = 0.2 cm. 


. (iv) The polar distances D, and D; are each 6 cm. 


Тһе moment scale = 12x 4x02x6x6 
3 | = 28.8 cm4. 
| The length of the intercept ag) = 6.3 cm. 
The moment of inertia = 6.3 x 28.8 
= 181.4 ст4. 


FIG, 21-13 


Problem 21-13. Determine graphically the moment of inertia of the semi-circle 
of 6 cm radius shown in fig. 21-14, about the vertical axis yy' passing through its 
centre of gravity. 
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See fig. 21-14. Adopt the same method as explained in problem 21-11 and 
obtain the intercept аҙ рә. The scales and distances selected are as under: 


(i) Тһе scale for the space diagram is 1 ст = 1 cm. 
(ii) The scale for the first load line is 1 cm - 5 sq. cm. 
(іі) The scale for the second load line is 1 cm - 0.2 cm. 
(iv) The polar distances D4 and D, are each 6 cm. 
The moment scale = 12x 5x 0.2 X 6x 6 
= 36 ст. 
The length of the intercept аҙ gy is equal to 3.9 cm. 
The moment of inertia = 3.9 x 36 
= 140.4 cm4. 


FiG. 21-14 


Problem 21-14. Determine graphically the moment of inertia of the T-section 
shown in fig. 21-15, about the axis yy' situated at a distance of 15 cm from the 
centre of gravity of the section. 


() Draw the polar diagram P4 and the funicular polygon F4 and locate the position 
of the centre of gravity C. 
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(ii) 
(iii) 


(iv) 


Draw the axis yy' at a distance of 15 cm from C. 


Obtain the intercepts a4b4, b4c4 etc. by О the lines ag, a'b' etc. to 
intersect уу” at points a4b,, etc. | 


Draw the polar diagram P, and the funicular polygon А as explained in 
problem 21-11 and obtain the intercept ag, on уу. Measure its length and 
calculate the moment of inertia as shown below: 


scales and distances selected in the figure are as under: 


The scale for the space diagram is 1 cm - 2 cm. 
The scale for the first load line is 1 cm - 4 sq. cm. 
The scale for the second load line is 1 cm = 1 cm. 


The distances О; and D, are each 8 cm. 
The moment scale = 22 x 4x 1x 8x 8 = 1024 сті. 
The length of the intercept ag, is 9 cm. 


Тһе moment of inertia = 9 x 1024 = 9216 ст. 


ГС. 21-15 
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80 


FiG. 21-25 FiG. 21-26 Fic. 21-27 


13 to 20. Find graphically the moments of inertia of areas shown in fig. 21-28 to 
fig. 21-33, fig. 21-17 and fig. 21-19, as stated below: 


Fig. 21-28, fig. 21-29 and fig. 21-30: About the vertical centroidal axis 
of each area. 


Fig. 21-31 and fig. 21-32: About the horizontal centroidal axis of each area. 
Fig. 21-33: About the base AB. 


Fig. 21-17: About the horizontal axis situated at a distance of 100 mm 
below the centroid of the area. 


Fig. 21-19: About the horizontal axis situated at a distance of 60 mm 
above the centre of gravity of the area. 


НІС. 21-30 
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Note: Dimensions in fig. 21-28 to fig. 21-33 are in centimetres. 


The term nomography is derived from the Greek words nomos (law) and graphein 
(to write) which refers to the graphical representation of mathematical laws or 
relationships. The law or relationship so represented is away: in the form of a 
mathematical equation. 


The nomographs which provide quick graphical answers where numerical data 
are substituted into formulae and empirical equations which are the mathematical 
expressions of data plotted in the form of curves. 


A working knowledge of nomographs is useful not only to engineers but also 
to physicists, doctors and other scientific and professional groups. Applications of 
nomographs may be found in many phases of industry, such as production, management, 
sales, research and development. The nomographs are most advantageous when 
only an approximate answer, say within a few per cent is needed and the same 
equation is repeatedly required for several sets of values of the variables. 

In this chapter, we shall learn about nomographs as shown below: 

(1) Types of nomographs 

(2) Definitions of various terms 

(3) Principle of construction of nomographs of three variables 

(4) Layout of nomographs 

(5) Z-type nomographs 


Nomographs are combination of more than two straight or curved scales aligned 
in a definite way so that when a straight line drawn across the scales intersects 
them at values satisfying the represented equation. This straight line is known as 
index line. The nomographs are classified as shown below: 


(i) Parallel scales nomographs 
(ii) Z-type nomographs 

(iii) Circular nomographs 

(iv) Combination of nomographs. 


The discussion of last two types of nomographs is beyond the scope of this book. 
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The various terms used in the construction of nomographs are defined as under: 


(i) Constant: A constant is any quantity that always has the same value. For 
— Ж Cox X ! 


= 3x + 4y, z = ax? + by? where 3, 4, a and b are constants. 


(ii) Variable: A variable is any quantity that always has the different values. 
For example 


= 3x + 4y, z = ax? + by? where x, y апа z are variables. 


(iii) Scales: A graphical representation of physical quantity on a straight or a 
curve line of a selected length. The scales are further classified as follows: 


(a) Uniform scales or linear scales or natural scales are scales on which 
Һе spaces between division marks are constant. 


(b) Logarithmic scales or non-linear scales are scales in which the spaces 
between division marks are not uniform but vary according to the 
logarithms of the numbers that are represented on the scales. 


v) Function: This is a mathematical equation which expresses the relationship 


of a group of variables and constants. For example y = x4 + FE The 
variable x and constant term 3 are related with y. In short form, we can 
write as y = f (x). 


ЕЕ? Functional. modulus: This is defined as the length of the scale for a unit 
value of the functional variable. Mathematically, we can write as 


Ге = eee, C che Wek ЗЫН E (22-1) 
f (Xmax ) > 


where m is the functional modulus 
L = scale length. 


Xmax and Xmin represent the values of the variable x corresponding to 
the maximum and minimum values of the function respectively. 


In equation (22-1), a convenient modulus can be chosen to simplify 
the construction of the scale and the length can be determined, which 
is a preferred procedure. Sometimes, it is difficult to select a functional 
modulus that will result in a scale length long enough or short enough 
to fit the paper size to be used. [Based on A4 (210 mm x 297 mm) 

size of paper] In such cases, a suitable scale length can be assumed. 


(vi) Scale modulus (M): This is defined as the product of functional modulus 
and common constant coefficient of a function variable. 


i.e. Scale modulus M - Constant coefficient of function x Functional modulus 
For example = 2x + 2y = 2 (x + y) 
М = 2 х т. 
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In chapter 4, we have discussed how equation involving two variables can be 
represented in a graphical form by a chart of two scales side by side, one for each 


variable. Such a chart of two scales is also known as comparative scales or 
conversion scales. (Refer to chapter 4.) 


For equations containing three or more variables, a graphical solution must have 
three or more scales, one for each variable. These scales are properly matched and 
spaced. Such charts are known as Nomographs or Alignment charts. The construction 
of nomographs for the equation with three variables, involving the sum, difference or 
multiplication of two variables, is based on the following geometrical derivation. 


Consider the general equation of three variables 
(ГОР Sedi ed ecco Mudo Ed ЛЛК ЛОГ [22-2 (a)] 
ІШ ТЕЛИДІ prc CUPIT PETER TCR [22-2 (b)] 


Equation of type (ii) is required to transform into type (i) by taking logarithms 
of the functions. 


i.e. f (z) =f (x) x f (y) 
; logf (2) = logf (x) + logf (y). 
The ranges of values are given for the variables x and y. 


m, f (x) 


X= 


| Я d b ju 


FIG. 22-1 


|n fig. 22-1, РО, SR and UT represent three parallel scales. The origins аге 
aligned by the horizontal line PU and an index line Q7 crosses the three scales in 
any direction. Lines QV and RW are drawn parallel to the horizontal line (base line) PU. 
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From similar triangles ОУК and RWT 


VR МТ 
QV RW 
Ж SR - SV _ UT- UW 
| | a b 
ie 2.2: - ЗЕ РО = HR, (as SV = РО and UW = SR) 
а 


‘Substituting values of PQ, SR and UT from fig. 22-1 
т, f(z) = m, f(x) ту fly)-m, F(z) 


where my, ту and т, are functional moduli. 


bm, f(z)-~bm, f(x) =a my f (у) - a m, f (z) 
b m, f (z) + am, f (z) - am, f (y) + b my f (x) 
Divide both sides by b 


m, f(z) + m,f) = р my fy) + mfo 


a 
т; ( i 3 f (z) = т, f (xX) + s My Ё (у) .................. (22-3) 
But f (x) + f (y) = f (z) only if the coefficients of the three terms іп eq. (22-3) are equal. 
i.e. m, ( * 3 S Г neers (22-4) 
From equation (22-4), we have 
a а Е 
my = рту ke b ^ т, ———  Á——— ЕГ (22-4a) 
and m, = » 3 "-—————Q--——— (22-4b) 


Substituting eq. (22-4a) in eq. (22-4b), we have 


my + ту 
ту = le. т, = Hn ‚т, 
y 


Е так КТГ ТТТ КТК (22-5) 
РА + а 
Again from equation (22-4) we have 
a a 
m, ( B 3 Tp ту ............................... (22-5а) 


Replacing value of m, from eq. 22-5 іп eq. 22-5a, we һауе 


m, x m, Е 4 
pio ынын EE ек. 
(т mj ( 3 b y 
Ы t т, (a + b) 
A ae ON экавфиеккесна жығыла ea 
(т, + my) š 


Equation (22-5) is used to determine the edulis of the centre-scale. Equation (22-6) 
represents the relationship for spacing scales s and UT after selecting. moduli for 
these scales. | 
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For illustrations, following three types of х 2 y 
equations are considered here: 10 20 10 
(1) Addition of two functional values, ? = 18 9 
say 2 = х + y, where x and y vary 8 16 8 
from 0 to 10. 7 14 7 
(2) Subtraction of two functional values, 6-- 12 6 Е 
say z -х-у, where both x and y 9 5 x 
variables vary from O to 10. 4 4-і 
(3) Multiplication of two functional values, 3 3 
sayz = х X y, where both x and y 2 2 
variables vary from О to 10. 1 1 
The problems of type-1 and type-2 are 0 0 
in the required standard form for three 85901 b=5cm 
parallel scales. In such cases linear or natural "х= 1 mz = 0.5 my = 1 
scale can be used. Fic. 22-2 (Refer table 22-1) 


While the equation z = x x y of problem 22-3 is not in the required form of 
parallel scales. Therefore, it is necessary to transform in the required form by taking 
logarithms of the functions. That is z = x X y, is transformed to logz = logx + logy. 
Instead of, the natural scale, the logarithmic scale is used. The steps of construction 
of nomographs for above three types of problems are described in table 22-1, 
table 22-2, table 22-3 and corresponding fig. 22-2, fig. 22-3, fig. 22-4 respectively. 


In plotting parallel scales nomographs following important points must be noted. 


() When positive values of variable are laid out in one direction (upward), 
negative values must be laid out in the opposite direction. 

(ii) Note that a function with a negative sign has an inverted scale and the 
origins are in alignment. 


X 2 у X 2 y 


10 10 o 10 100 10 

9 81 9 

9 1 8 64 8 

7 49 7 

8 2 6 36 6 

7 3 5 25 5 

Z=XXY 
4 16 4 
5| ° i log z = log x + log y 5 

3 7 2 2 
2 8 
1 9 

- 1 1 

: | а= 5 ст | PE | 10 ! а= 5 ст | b=5cm 
my z 1 mz = 0.5 ту-1 ту = 10 її; = 5 ту = 10 


Fic. 22-3 (Refer table 22-2) Fic. 22-4 (Refer table 22-3) 
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TABLE 22-1 (Fig. 22-2) 


Tere Eee ems - КУЕУПИНТЕ ОАЫ TOS THEN 
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TABLE 22-2 (Fig. 22-3) 
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Following illustrations of different types of nomographs reveal the application of 
principle of construction and layout of the nomographs. 


Problem 22-1. Construct the nomograph to read the velocity of free-failing body for 
whicn the equation of motion is 


V; — Vg + gt 
where V; = velocity of free-falling body 
V, = initial velocity (0 to 10 m/sec) 


/ 
Q 
g = acceleration due to gravity (9.81 m/sec) 


rc 
[| 


time taken to attain Ур (0 to 10 sec). 
(i) Equation V; = У, + gt can be expressed in the standard form 
f (Và =f (Vg) + gf (0. 


(ii) Choose convenient lengths for parallel scales for both the variables V, and t, 
say 20 cm. 


(iii) Determine the functional moduli and scale moduli, my, ту, М, and M, for Vo 
and t scales. Use equation (22-1). 


L 
al MS (Volnay Е f (Vo min 
"Eo 
[10 ~ Ol 
My -1 X т, 
шел x2 ud 
ox = ZUM WERE 
y Б 10) max = (min! 
2-20 — 
9.81 [10 — 0] 
= 0.2038. 
М, = 9.81 x ту 


= 9.81 х 0.2038 = 2 
(c) Equation (22-5) can be used to determine the functional modulus m, for 
the variable V;. 
жазшы ee 2 х 0.2038 
m, = z ы. 
(т, + my) 7 2 + 0.2038 
М, =1 x m, = 1 X 0.185 = 0.185. 


2 


= 0.185. 


(d Тһе maximum range of М; is determined by substituting maximum 
values of variables V, and t in the equation 


Ve = Vg + gt = 10 + (9.81 x 10) = 108.1 m/sec. 
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(iv) Distance of V,-scale and t-scale from the centre scale (V;-scale) is determined 
by equation (22-6). Assume (a + Б) = 10.81 cm. 
m, (a + b) 
(т, т my) EE 
2 x 10.81 


ee 2 “ғ 981; 
(2 + 0.2038) 


^ а = 9.81 ст and b = 1 cm; 


(v) Prepare table 22-4 as shown below: 
TABLE 22-4 


(vi) Calculate plotting length for each variable taking suitable values within 
given ranges of the variables as shown in table 22-5: 


TABLE 22-5. 


(vii) Draw three parallel lines of 20 cm representing V,-scale, V;-scale and 
t-scale separated at a distance of a = 9.81 cm and b = 1 cm from 
V;-scale as shown in fig. 22-5. 


(viii) Mark divisions on V,-scale, t-scale and V;-scale, using columns 2, 4 and 6 
of table 22-5. | | | 


(х) Complete the nomogram as shown in fig. 22-5. Note that a base line is 
the horizontal line passing through origins. 
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V, - SCALE 
Va- SCALE f t- SCALE 
i sec m/sec Sec 
10 108.1 10 
100 
9 | 9 
90 
8 Ip 8 
80-- 
7 - 7 
70 
6 6 
60 B 
5 5 
50 
2 V, = + gt 
4 4 
40 
3 Now к z 3 
V^ an 30 
NAT 
2 20 2 
1 10 1 
ees =т= 0 
| а = 9.81 ст | | | b=1cm 
FIG. 22-5 2 


Problem 22-2. Prepare a nomograph for finding moment of inertia of rectangular 
cross-section for which the equation is 
bd? | 
| нта кал ciis cou атака та ала мое Ж 1) 
where I = moment of inertia of rectangular cross-section, cm? 
b = breadth of the cross-section which varies from 1 cm to 30 cm 
d = width of the cross-section which varies from 1 cm to 30 cm. 
Above equation (i) contains the product of two functions rather than the sum of 
two functions. In this form, it does not fit the parallel scales nomographs. However, 
above equation can be transformed into the required form by taking logarithms. 


log? t 10812 -= лора F3 ЈОВО ои hm ure np Ep re кта rien ccs (ii) 
Equation (ii) is a standard form of three variable functions 
i.e. Ё (z) =f (x) + Ту) 
where f (x) = f(logb), f (y) = 3 f(logd) 
and f (z) = f(log/ + log12) 


^ "(i Choose scale length say 15 cm, for variables b and d. 


(ii) Тһе minimum and maximum range of variable J can be calculated by substituting 
minimum and maximum values of b and d in equation (i). 
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1 1 
Lmin = 1з bd3 = ту (1) (3 = 0.0833 ст. 
1 1 
Imax) = 79 bd3 = 12 (30) (30)3 = 67500 cm^. 
(iii) Determine the functional moduli and scale moduli for b and d. 
L 15 15 
(а) m, = = = ——— = 
[f (6) ax = f(D) pin! log30 - log! [1.4771 - 0] 
= 10.155 
M, =1 x m, = 1 x 10.155 = 10.155. 
(b) Similarly, 
—— ee, же 15 
Y, "APO “Тара 3 log30 - 3 log1 4.4313 – 0 
= 3.385 
My = Э ту = 3 x 3.385 = 10.155. 
(c) The functional modulus for the functional variable f (7) is determined 
as under: 
m xm _ È о гышы 
ы. Бы ме т, = los f loe f (I 
mz = tm. 4 m.) og f (gay — 1061 (min 
: И 15 
7 (10.155 + 3.385) pr ^u 
= 2.5387 = 


M, =1 х т, = 1 х 2.5387 = 2.5387. 


(iv) To compute the horizontal distances of b-scale and d-scale from the center 
I-scale. 


Let a be the distance between b-scale and 7-scale 
Let b be the distance between d-scale and /-ѕсаіе 


and assume (a + b) = 15 ст 


m, (a + b) 

5 d mmo ee gh ad eei dde d ess sa (USING gation. 22-6) 
(m, + my) 
10.155 x 15 


= = 11.25 cm. 
10.155 + 3.385 


2 a = 11.25 cm, b = 3.75 cm. 
(v) Prepare table 22-6 as shown below. 
| TABLE 22-6 
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(vi) 


(vii) 


(УШ) 


(ix) 


(X) 


b - SCALE 


30 
25 


20 


2.5 


Calculate plotting length for each variable taking suitable values within 
given range, as shown in table 22-7. 


Draw three parallel lines of 15 cm representing b-scale, 1-са!е and d-scale 
separated at a distance of a = 11.25 and b = 3.75 cm from I-scale as 
shown in fig. 22-6. 


Draw a horizontal base line through the initial marks 1, 0.0833 and 1 


of b-scale, /-ѕсаіе and d-scale respectively as shown in fig. 22-6. 


Mark division on b-scale, J-scale and d-scale from initial marks by taking 
distances from columns 3, 5 and 7 of table 22-7, than write values as 
given in columns 2, 4 and 6 of table 22-7 against the each division mark 
respectively. Note that the scale generated is logarithmic scale in which 
the spaces between division marks are not uniform. 


Using above steps complete the nomograph as shown in fig. 22-6. 


I -SCALE d- SCALE 
67500 30 
30000 25 
20000 
20 
10000 
15 
н. 12.5 
Г =z, bd = 
75 
= 
100 = 
5 н 
— 
26.04 
10 
2.5 
1 
0.5 
0.083 1 


b = 3.75 cm 


а = 11.25 ст 


FIG. 22-6 
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Certain nomographs for three variables can be plotted on non-parallel scales. For 
the equation of the type 


f (x) 
Ал = f (y) or f(x) = f(y) x f(z), in which Z is the dependent variable, a 


nomograph in the shape of Z can be prepared by using non-logarithmic scales. 


The equation f (x) = f(y) x f(z) can be transformed into a form similar to 
equation (22-2) by taking logarithms. A method of constructing nomograph for 
such equations is illustrated as follows. 


Problem 22-3. Construct a nomograph to read a section modulus of beam for 
which the equation is 


a= Op 
а М = Bending moment (0 to 2 х 106 Nm) 
Gp = Maximum fibre stress (0 to 1.8 х 105 Ním?) 


Z = Section modulus in cubic metre. 


Remember that in the Z-shape nomograph, the scales for the variables must 
begin at zero, otherwise, a different and more complicated relationship would have 
been produced. The function is expressed as 


f (М) 
f (z) = f (сь): 
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(i) Select suitable length for variables М and oy, say 18 cm. The functional 
moduli for variables M and op are determined by using the following equations: 


СИНОБИ ККЕ тте; RR 
іс Som Мук М 02 х 108 – 0] = 9 х 105 
18 
D my = (fone - Борт ^ [18 x 105 - 0] : 
M 
(0 “таз б, = 0 
М 2x105 
сы ccs igne 
та“ 6, = 18х106 — 11" 


(ii) Before plotting final nomograph, it is necessary to prepare temporary scale 
to obtain diagonal scale. The method of constructing temporary scale is 
described as follows. 


TEMPOTARY M- SCALE op- SCALE 
4 z O (ORIGIN) 
E i 
| LJ 
О 
= 
E 
92 
ta 
>= 
844 
Ge 
= 
E or 
o < 
с 
H 
~ Б 
di со 
~ X7 
a 
| 
0.5 2 
0.25 
ps > ARBITRARY DISTANCE SAY 12 cm jU 
Construction of the temporary scale 
FIG, 22-7 
(a) The plotting equation for temporary M-scale is 
т, 
х= — xdxZ 
m 
where d = Distance from the origin of o5-scale (3 cm selected here) 
x 10-6 
ga ЗІП жауы 272 


1 x 10 
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(6) Draw two parallel lines PQ of 18.9 cm long and UT of 18 cm long 
for temporary M-scale and ср-ѕсаіе with arbitrary distance say 12 cm 
between them. Join them by diagonal line PT to generate final scale for 
2 as shown in fig. 22-7. 


(c) Mark divisions on line of temporary M-scale. One unit will measure 

2.7 cm. Join the division points to the L-point as shown in fig. 22-7. 

‚ Intersections of these lines with the diagonal PT gives the required 
final scale for the variable Z. 


Prepare table 22-8 and table 22-9 as shown below. 


Redraw two parallel lines of 18 cm long for M-scale and o,-scale, 12 cm 
apart. Mark divisions оп M-scale and op-scale by taking distances from 
column 3 and 5 of table 22-9. 


Redraw diagonal scale for z from fig. 22-7. 


Complete the nomograph as shown in fig. 22-8. 
TABLE 22-8 


TABLE 22-9 
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M - SCALE O, - SCALE 
(Nm) (Nim?) 
2.00 x 108 0 
1.75 x 108 0.225 x 109 
1.50 x 108 0.45 x 109 
1.25 x 108 0.675 x 106 
5 
1.00 x 108 090x109 £ 
b. 
0.75 x 108 1.125 x 108 
0.50 x 108 1.35 x 108 
0.25 x 106 1.575 x 108 | 
0 1.8 x 109 21 


1. Construct а nomograph to read the velocity of free-falling body for which the 


equation is 
2 un 
V = 285 
where Ұр = final velocity, m/sec 
V, = initial velocity (3 to 15 m/sec) 
С = gravitational constant = 9.81 m/sec? 


S = displacement of body, 2 m to 16 m. 


2. Prepare parallel scales Өнор to read rectangular moment of inertia for 
circular hollow cylinder 


I = 0.049 [D^ ~ а]. 

I = Moment of inertia, cm4- 

D - Outside diameter (1.5 to 15 cm) 
d 


= Inside diameter (1 cm to 14 cm). 


where 
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3. Prepare parallel scales nomograph to determine voltage through transmission line 


з= ГЕ 
where V — Potential (volts) 
I = Electric current (0.1 to 10 amperes) | 


R - Resistance, 1 to 100 ohms. 


4. Arailway wagon runs at a speed of v m/sec. Its kinetic energy can be expressed as 


d 2 

K.E. — ) MM 
where M = Mass of wagon 
v — Speed of wagon. 


Prepare alignment chart to read kinetic energy when mass T the wagon and the 
speed vary from 1000 kg to 50000 kg and 6 m/sec to 12 m/sec respectively. 


5. Construct alignment chart (Z-type) to read coefficient of friction for which the 


| 


equation is 
ii 

where F = Frictional force, N 
H 


Coefficient of friction (0.15 to 0.6) 
N = Normal force (25 N to 750 N). 
6. Kinetic energy of rotating disk is given by 


1 
K.E. — pd . 2 
5 Г.о 


where I = mass moment of inertia (kg-m2) 
w = angular velocity, rad/sec. 


I and о vary from 10 to 80 kg-m? and 5 rad/sec to 30 rad/sec Бы 
Construct alignment chart. 


7. Frequency of compound pendulum is given by expression - 


еке EH 
| 2m \k2 + h? 
where f — frequency cycle/second 


g = gravitational constant = 9.81 m/sec? 


h = distance of the centre. of gravity from “ше Suspension 
point (0.1 m to 0.5 m) o EET 


К = radius of gyration (0.5 m to 1.2 m) 


Prepare a nomograph to read frequency. 


If a cylindrical rod is rotated at а constant speed, and simultaneously, if a pointed 
tool, just touching the rod is moved parallel to the axis of the rod at a constant 
speed, the cut made by the tool on the rod will be continuous and of a helical 
form. A screw thread is formed by cutting a helical groove on a cylindrical surface. 
The threaded rod is called a screw. It engages in a corresponding threaded hole 
inside a nut or a machine part. The screws are used for joining two parts temporary. 
Therefore such a joint is known as the detachable joint or temporary joint. 


Threads are generally cut on a machine called a /athe. On a small-size screw, 
thread is often cut by means of a tool called a die. A small-size hole is threaded 
by means of a tool called a tap. Such a hole is called a tapped hole. 


Various parts of a screw thread are shown in fig. 23-1 and defined below. 


(1) Crest: The crest is the outer-most part of a thread. 
(2) Root: The root is the inner-most portion of a thread. 


(3) Flank: The surface between the crest and the root is called the flank of 
the thread. 


(4) Angle: It is the angle between the flanks, measured on an axial plane. 


(5) Depth: The depth is the distance between the crest and the root, measured 
at right angles to the axis. It is equal to half the difference between the outside 
diameter and the core diameter. 


(6) Nominal diameter: It is the diameter of the cylindrical piece on which the 
thread is cut. The screw is specified by this diameter. 


(7) Outside or major diameter: It is the diameter at the | crest of the reu 
measured at right angles to the axis of the screw. 


(8) Core or minor diameter: It is the diameter at the core ог root of the 
thread. It is the smallest diameter of the screw and is equal to ч outside 
diameter minus twice the depth of the thread. | | а. 
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(9) Effective diameter: It is equal to the length of the line, perpendicular to 
and passing through the axis, and measured between the points where it cuts the 
flanks of the thread. 


(10) Pitch: It is the distance measured parallel to the axis, between a point on 
one thread form and. а corresponding. point on the adjacent thread form, i.e. from 
crest to crest or root to root. It may also be described as the reciprocal of the 


1 
number of thread forms per unit length, i.e. p = n 


(11) Lead: |t is the distance measured parallel to the axis from a point on a 
thread to a corresponding point on the same thread after one complete revolution. 
it can also be described as the distance moved by a nut in the axial direction in 
one complete revolution. The lead is equal to the pitch in case of single-start 
threads. See table 23-5. 


(12) Slope: The slope of a thread is equal to half the lead. 


E DIA. DEPTH 
,ROOT OR CORE DIA, | | 


Screw thread 
FG. 23-1 


The two main forms of screw threads are 
(i) triangular or V thread [fig. 23-2(i)] and 
(ii) square thread [fig. 23-2(ii)]. 


Other forms are either modified forms of a square thread or a combination of the 
two forms. A thread, cut on the surface of a rod, is called an external thread, while 
that cut in a hole, is called an internal thread. 


Threads should be cut so accurately that nuts having a particular form and size 
of thread, freely engage with screws having the same form and size of thread. The 
thread-cutting tool should, therefore, be shaped in an exact manner according to 
the dimensions of the required thread form. 
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INTERNAL EXTERNAL INTERNAL EXTERNAL 
(i) TRIANGULAR OR V THREAD (ii) SQUARE THREAD 


FIG. 23-2 


The figures accompanying the description of the various forms of screw threads 
are shown in section and on an enlarged scale, e.g. fig. 23-4 and fig. 23-7 show, 
. on an enlarged scale, the sectional portions (marked X in fig. 23-2) of the V thread 
d th d ivel 


(1) Unified thread (fig. 23-3): In 1947, the International Organization for 
Standardization (1.5.О.) of which India, U.S.A., United Kingdom, Canada and а 
number of other countries are members, came into being. It decided to adopt the 
Unified screw thread profile as the 1.5.0. basic profile. It also decided to recognize 
two separate 1.5.О. series based on inch and metric systems of measurement, with 


this common basic profile for threads. 


LE 


= 0.86 Р 


.86 PSY 
SS EXTERNAL 


NNNNNNNNS 


Unified thread 
FIG. 23-3 
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In this form of thread, the external thread (on a screw) varies slightly in shape 
from the internal thread (inside a nut) as can be seen from fig. 23-3. The angle 
of the thread is 60%. Roots of both — internal and external threads are rounded, 
while the crests are cut parallel to the axis of the screw. The root of the internal 


thread is rounded within the depth of в 85 shown in the figure. See table 23-1. 
TABLE 23-1 - | 


The maximum depth of engagement between the external and the internal 


threads 15 8 D. 


Table 23-2 gives useful data of Unified screw thread based on inch system: 


(2) Metric thread (fig. 23-3): The Bureau of Indian Standards has recommended 
the adoption of the Unified screw thread profile based on metric system as a 
standard form for use in India, and has designated it as Metric screw thread with 
115.О. profile. In this system, the pitch of the thread (instead of the number of 
threads per unit length) is fixed. 


Metric thread is designated by the letter M followed by the nominal diameter, 
e.g. M 20, where 20 is the nominal diameter of the screw in millimetres. Refer 
to 15: 4218:1976 and 15: 11698:1986. 


Table 23-3 gives the values of pitch and core diameters for screws of 6 mm 
to 39 mm diameters: 


(3) Whitworth thread (fig. 23-4): This form of thread is also known as British 
Standard Whitworth (B.S.W.) thread and has been adopted as a standard form in 


the United Kingdom. lect Ojo 
^ | = ме 


r—————— 


The angle is 55°. The theoretical depth 
D = 0.96P, where P is the pitch of the 


thread. 1 of the theoretical depth is rounded 
off at the top and at the bottom. 
Therefore, the actual depth d = 0.64P. 


| ~ 
Table 23-4 gives useful data of B.S.W. 


" Whitworth Manes 


threads for screws of diameters 4 to 2": Fic. 23-4 


(4) British Standard Fine (В.5.Е) and British Standard Pipe (Б.5.Р.) threads: 
These have the same Whitworth profile but their pitches are finer and hence, the 
depths smaller. Thus, they have large effective and core diameters than the B.S.W. 
threads. B.S.F. threads are generally used in automobile and aircraft work. B.S.P. 
threads are used for gas, steam or water pipes. They are specified by the bore of 
the pipe and not by the outside diameter. Thus, the outside diameter of a threaded 
pipe having a bore of 1" nominal diameter is 1.309". Pipes of 1" to 6" diameters 
have the same number of threads per inch, viz. 11. The Bureau of Indian Standards 
recommends pipe threads according to 15: 2643:1975. 
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Knuckle thread 
F 


23-9 НС. 23-1 


The true form of а screw thread is helical and it would take considerable time and labour 
to draw the same. In actual practice, threads are usually shown by conventional methods. 


Method 1: 


This conventional method is recommended for use by the Bureau of Indian 
Standards for Metric screw threads and square threads for which Standards have 
been published. 


(1) External threads: These threads in outside view [fig. 23-11(i)] are shown 
by means of two continuous thin lines drawn parallel to the axis, thus indicating the 
minor or root diameter of the threads. The limit of the length of the thread is shown 
by a continuous thick line drawn perpendicular to the axis and upto the major or 
outside diameter of the threads. The runout of the thread is shown by lines drawn 
at an angle of 30? or 45? to the axis. The runout may not be shown if there is 
no likelihood of any misunderstanding. 


3 ҒАҒАҒАЛҒАКАҒАҒ АН ДЇР" ағам UP АШАР Ж" 


_ pe 


y FAN де РЫЛ өкі көб АЕР AUI UR Р АЕР UE ARCUP 


ы 


FIG. 23-11 Fic. 23-12 


External thread in section (fig. 23-12) is shown in the same manner, except that 
the limit of the length of the thread is shown by a medium dashed line. The section 
lines (hatching) are drawn crossing the thin lines. 


(2) Internal threads: These threads in 
outside view [fig. 23-13(i)] are shown by 
medium dashed lines indicating major and 
minor diameters. 


Internal thread in section [fig. 23-13(ii)] 
is shown by continuous thick and thin lines суутту 


indicating respectively the minor and major % УФ 


diameters. The section lines are drawn crossing (i) (ii) 
the thin lines. Fic. 23-13 
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In the side view of the external thread [fig. 23-11 and fig. 23-12] the minor or root 
diameter is represented by a part of a continuous thin-line circle about three quarters 
of the circumference; while in the side view of the internal thread (fig. 23-13) the major 
or outside diameter is shown in the similar manner. 


In sectional views where threaded parts are assembled together, externally threaded 
parts are always shown covering the internally threaded parts as shown in fig. 23-14. 


FIG. 23-15 FIG. 23-16 


The method of designating and dimensioning 
Metric screw threads is shown in fig. 23-15 and 
fig. 23-16. In case of square thread (fig. 23-17), 


FiG. 23-14 the type, size and pitch are clearly indicated. 
SQ. 40 x3 | 
0] vM 
Ld 0 MAN) ШШ 
| ж 
FIG. 23-17 i FIG. 23-18 


Method Н: 


(1) External V thread: This thread in its outside view is shown by sloping 
straight lines alternately thin and thick, and spaced one-half the pitch apart [fig. 23-18()]. 
The slope is kept equal to half the lead. The thick lines are drawn shorter than 
the thin lines by a distance equal to one-half the pitch on each side, thus indicating 
the roots of the thread. 


(2) Internal V thread: In its outside view, this thread is shown as described 
in method І. In its sectional view, it is shown by thick and thin lines [fig. 23-18(ii)], 
the slope of the lines being opposite to that of the external thread, because the 


other side is visible. 
(3) External square thread: This thread is , T1 
represented by sloping parallel lines spaced one-half 1 N \\ ИШ 
) ТШ 
Ж 


the pitch apart as shown in fig. 23-19(i). The depth ІШІН 
of the thread is also equal to one-half the pitch. In 

case of a square thread of large size, the back 

portion of the thread is also drawn as shown in (i) 

fig. 23-20. FIG. 23-19 
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(4) internal square thread: In its outside view, this thread also is shown as 
described in method 1. In its sectional view [fig. 23-19(ii)] it is shown by parallel 
lines sloping in opposite direction. The depth of the thread is shown at right 
angles to the axis. | | { | | 


The present practice is to follow В.1.5. recommendations. Students must show 
threads in their drawings by method ! only. | 


In a single-start thread, the pitch is equal to the lead [fig. 23-20(i)]. Since the 
depth of the thread is dependent.on the pitch, greater the lead, greater will be the 
depth of the thread and smaller will be the core diameter. When a nut is required 
to move a considerably long axial distance in one revolution (i.e. when the lead is large), 
the core diameter of the screw, in a single-start thread, will be so much reduced 
as to make the screw too weak [fig. 23-20(ii)]. This is avoided by cutting what are 
known as multiple-start threads, in which two or more threads having the same 
pitch as in a single-start thread, but with increased lead, run parallel to one another. 


(i) (il) (iii) (iv) 
Single-start and multiple-start threads 
Fic. 23-20 


The pitch being the same, the depth of the thread remains the same as in a 
single-start thread and the core diameter also remains unaffected. The depth of the 


thread in each case remains the same, i.e. D = я P, while the slope S is equal 


to one-half the corresponding lead L. The relationship between lead and pitch is 
shown in table 23-5. 
TABLE 23-5 
SS SQ. 20x 4 
DOUBLE START 


| егіз tod | | 


Cy... NC чан | wer | FIG. 23-21 


Conventional method of designating and dimensioning multiple-start threads is 
shown in fig. 23-21. 
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if a nut, when turned in clockwise 2 direction screws on a bolt, the thread 
is a right-hand thread; but if it screws off the bolt when turned in the same 
direction, the thread is said to be a left-hand thread. Both these types of 
threads are shown in fig. 23-22. Note that when the axis of the screw is 
vertical, the lines slope downwards from right to left in case of the right-hand 
thread. They slope in the reverse direction, i.e. from left to right downwards 
when it is a left-hand thread. For indicating a left-hand thread, an abbreviation 
L.H. is used. Unless otherwise stated, a thread should always be assumed to 
be a right-hand one. | 


RIGHT HAND LEFT HAND 
FiG. 23-22 


Conventional method of designating and dimensioning a left-hand thread is shown 
in fig. 23-23. 


Practical application of these threads is made in a 
coupler-nut or turn-buckle shown in fig. 23-24. The ДЕ е 
length of a tie-bar can be adjusted by this nut. Looking | — 
from the right, if the nut is turned in clockwise 2 
direction, the ends of the rods will move closer to 
each other. They will move further apart when the nut FIG. 23-23 
is turned in anti-clockwise 9 direction. 


M20 LH 


Coupler-nut 
FIG. 23-24 


Ехе. 


О; 
10. 
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. Define the following terms used in connection with a screw thread: 


Core diameter; outside diameter; crest; flank; depth; pitch. Show each on a 
sketch of the threaded end of a screw. 


Sketch neatly, any three types of profiles of triangular threads. State the angle 
of the thread in each case and dimension the depth, assuming a pitch of 10 mm. 


Give dimensioned sketches of the following forms of screw threads: 
Acme, Buttress; Unified; Whitworth. 


Show by means of neat and dimensioned sketches, the difference in profiles of 


internal and external Unified threads. 


State the difference between a right-hand and a left-hand thread. Illustrate by 
means of a sketch, the use of both on the same piece. 


What is the lead in a screw thread? How does it differ from pitch in a double- 
start thread? Illustrate your answer by means of a sketch of a square-threaded 
Screw. 


Show by means of neat sketches, the following threads conventionally: 
(a) External V thread. 

(b) External V thread in section. 

(c) Internal V thread in section. 


Show by means of sketches, conventional methods of showing the following 
screw threads: 


(a) Metric thread, nominal diameter 12 mm. 

(b) Square thread, nominal diameter 20 mm and pitch 3 mm. 

(c) Left-hand square thread, nominal diameter 20 mm and pitch 3 mm. 

(d) Double-start square thread, nominal diameter 40 mm and pitch 3 mm. 
Prepare a neat sketch of a coupler-nut connecting a tie-bar of 25 mm diameter. 


Fill-up the blanks in the following sentences with appropriate words selected 
from the list of words given below: 


(a) A screw thread is formed by cutting a _ groove on a cylindrical 
surface. 

(b Тһе thread cut on the surface of a rod is called | . |... thread, while 
that cut on the surface of a hole is called |. . . . thread. 


(c In a small-size hole the thread is cut by a tool called 
(d) Large-size threads are cut on a machine called 


(е) The diameter of the screw at the crests is called |... diameter, 
while that at the roots is called |... diameter. 


( The depth of the thread is equal to half the difference between the 
diameter and the |... diameter. 
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(g) 
(h) 


(i) 


(m) 


(n) 


The slope of the thread is equal to one-half its i 
In a double-start thread the lead is equal to |... the pitch. 


The angle between the flanks of Whitworth LT is.  , while 
that in case of Unified thread is | Жү” 


The ________ of Unified threads are rounded while its ||... are 
cut parallel to the axis of the screw. 


The square thread is used for . — іғапѕтіѕѕіоп. Its flanks make 
angles with the axis. | 


thread is used in the lead screw of the lathe. 
Knuckle thread is a modified form of .... thread. 


The combination of square and V threads is made in... thread 
which is used in the screw of 


List of words for Exercise 10: 


Acme; Bench-vice; Buttress; Conical; Crests; Die; Drill; Effective, External; Flanks; 


Half; 


Helical; Internal; Lathe; Lead; Major; Minor; Nominal; Pitch; Power; Roots; 


Sellers; Slope; Square; Tap; Twice; Unified; V; 29% 47.5°; 55°; 60°; 90°. 


А machine is ап assembly of different parts arranged in definite order and is used 
to transform energy for doing some useful work. The connection between two 
parts can be either temporary or permanent. The temporary joints are (i) Screwed 
joints, (Н) Keys, cotter and pin joints, (iii) Pipe joints. As the parts thus connected 
can be easily separated by screwing off the nut or removing the cotter or the pin, 
the fastening is said to be temporary. in permanent joints, the connected parts 
cannot be easily separated. They are riveted and welded joints. 


HEAD 


THREAD 
А 


BOLTED JOINT 


screw pair 

Fic. 24-1 

A nut and a screw or a bolt comprise what is- known as a screw pair (fig. 24-1). 
Such a pair is used for fastening together, parts used in engineering construction. 


Nuts are generally in the form of hexagonal or square prisms. Besides these, cylindrical 
and other forms are also used to suit particular requirements. 


Between the hexagonal and the square nuts, the former is generally given preference. 
The spanner used for turning the nut can have better hold on a square nut than on a 
hexagonal nut, but the angle through which the spanner will have to be turned to get 
another hold is only 60? in case of a hexagonal shape, while it is 90? in case of a square shape. 
Hence, it is more convenient to screw-on a hexagonal nut than a square nut. An 
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octagonal nut would require only à turn, but there would be greater tendency for the 


spanner to slip. Hence, this shape is seldom used. Nuts of forms other than the above 
two are usually provided with special facilities for screwing them on or off the bolts. 


The upper corners of this nut are rounded-off or chamfered. The chamfering 
generally conical. The angle of chamfer is 30? to 45? with the base of the nut. Due 
to chamfering, an arc is formed on each vertical face, and a circle is formed on 
the top surface of the nut. 


The dimensions of the hexagonal nut cannot be expressed exactly in terms of 
the nominal diameter of the bolt. 


The standard proportions for nuts and bolt-heads may be obtained from the 
standard tables published by В.1.5. For elementary work, the following approximately 
standard dimensions may be adopted (fig. 24-2(i)]. See table 24-1. 

Let D = the nominal diameter of the bolt. 


TABLE 24-1 TABLE 24-2 
APPROXIMATE с ЫА ААЫА E к RULE T DIMENSION a 


Very often, and especially when a nut is shown in one view only, the rough- 
rule dimensions are used [fig. 24.2(ii)]. See table 24-2. 


Hexagonal nut 
FIG. 24-2 
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Problem 24-1. То draw three views of a hexagonal nut for a bolt diameter D, 
by approximately standard dimensions (table 24-1) (fig. 24-3). 


Step 1: Begin with the top view. Draw a circle of diameter W equal to 1.5D + 3 mm. 
Circumscribe a regular hexagon about this circle with two sides horizontal. Project 
the front view of the hexagonal prism, taking 7 equal to D. Project the circle to 
points A-A on the upper face. Through points A-A, draw lines AB inclined at 30? to 
the upper face. Draw the line BB cutting the edges of the central face at points C-C. 


Step 2: Draw the central arc passing through points C-C and touching the line AA, 
as shown by construction lines. Its radius R will be approximately equal to 1.4D. 
Similarly, draw arcs passing through points B and C and touching the line AA. The 
radius R; and the centre for these arcs may be found by trial. 


Step 3: Project the side view. Only two faces of the nut will be seen. The distance 
between the outer edges will be equal to W. Project the line BB and obtain points Е-Е 
on the vertical edges. Draw arcs in each face passing through points Е-Е as shown. 


Step 4: Finalise the three views by adding two circles in the top view and dashed 
lines for the screwed hole in the front and side views. The diameter of the inner circle 
will be equal to the core diameter. The outer circle is kept thinner and partly cut, 
approximately 75% according to convention. 


CHAMFERED CORNERS SQUARE CORNERS 


НЕ | | | | 
| E d d 


(i) (ii) (iii) (iv) 
FiG. 24-3 


Note carefully that in the front view where three faces of the nut are seen, the 
upper outer corners should be shown chamfered. When only two faces are visible, 
as in the side view, the corners must be shown square. The remaining vertical 
edges are seen terminated at the arcs on the chamfered face. 


Alternative method (assuming R = 1.4D): 


Draw the top view and project the three faces of the prism in the front view. 
With radius R, draw an arc CC in the central face. Draw a line through points C-C, 
cutting the outer lines at points B-B. Draw arcs in each outer face, passing through 
the points B and C and touching the upper line. Complete the front view by 
drawing chamfer lines AB at an angle of 307. Project the side view as already 
described. 


Problem 24-2. To draw three views of a hexagonal nut by rough-rule dimensions 
(table 24-2) (fig. 24-4). 
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Step 1: Draw a circle of diameter equal to 2D and inscribe a regular hexagon in 
it, with two sides horizontal. Inscribe the chamfer circle inside the hexagon. Its diameter, 
and the width W, across the flat sides will be equal to -/3 x D. Project the front view 
and draw arcs as described in problem 24-1. The radius R will be approximately equal 
to 1.5D. 


Step 2: Complete the three views as shown in the Шаа 
Alternative method (assuming R = 1.5D): 


As the distance across corners is equal to 2D, the width of the central face 
in the front view will be equal to D. 


Beginning can therefore be made with the front view taking the distance between 
the outer lines to be equal to 2D and that between the inner lines to be equal to 
D. Draw the central arc with radius R equal to 1.5D and then complete the front 
view as explained in the alternative method of problem 24-1. Draw the top view 
and the side view as shown іп fig. 24-4(ii). Й 


НІС. 24-4 FIG. 24-5 


Fig. 24-5 shows three views of the nut having 45? chamfer and drawn according 
to the alternative method. Note that the radius R for the arc in the central face 
is equal to D. 


The upper corners of the square nut TABLE 24-3 
are also chamfered in the same manner сш мит DIMENSIONS 
as those of the hexagonal nut. The gems — — 
widths across flats of a square nut | 
and a hexagonal nut, for the same p 
size of bolt, are also equal. 

Let D — the nominal diameter of 
the bolt. 


Problem 24-3. To draw the front 
view and the top view of a square 
nut. Use table 24-3. 
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Step 1: When its two faces are 
equally seen in the front view [fig. 24-6(i)]. 


Draw a square in the top view with 
a side equal to W, i.e. 1.5D + 3 mm, 
and all sides equally inclined to the 
horizontal. Complete the top view by 
drawing the chamfer circle and circles 
for the screwed hole. 


Project the two faces in the front 
view and complete the view as explained 
in case of the hexagonal nut. 


Step 2: When only one face of the 
nut is seen in the front view [fig. 24-6(11)]. 


The top view is the same except 
that two sides of the square are 
horizontal. 


Project the rectangle in the front 
view and draw the chamfer arc with 
radius R equal to 2D 


The following different types of nuts are used for special purpose: 


(1) Flanged nut (fig. 24-7): This is a hexagonal nut with a washer, i.e. a flat 
circular disc attached to it. It is thus provided with a larger bearing surface. A bolt 
can be used in a comparatively large-size hole with the help of this nut. It is 
widely used in automobiles. | x 


(2) Cap nut (fig. 24-8): It is also a hexagonal nut provided with a cylindrical 
cap at the top to protect the end of the bolt from corrosion. It also prevents 
leakage through the threads. 


2.2D ' 
Flanged nut Cap nut 
НІС. 24-7 НІС. 24-8 


(3) Dome nut (fig. 24-9): It is a form of a cap nut having a spherical dome 
at the top. 


(4) Cylindrical or capstan nut (fig. 24-10): This nut is cylindrical in shape. 
Holes are drilled in the curved surface, for turning it with a tommy bar. Sometimes, 
holes are drilled in the upper face, for use of a pin-spanner for turning it. 
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Capstan nut Ring nut 


Wing nut 
FIG. 24-10 FIG, 24-11 


FIG. 24-12 
(5) Ring nut (fig. 24-11): It is in the form of a ring provided with slots in 


the curved surface for a special C-spanner. These nuts are generally used in pairs, 
one nut acting as a lock-nut for the other. 


(6) Wing nut (fig. 24-12): This nut can be easily operated by the thumb and a finger 
and is used where it is required to be adjusted frequently. It is used in а hacksaw. 


А washer is a cylindrical piece of metal placed below the nut to provide smooth bearing 
surface for the nut to turn on. It spreads the pressure of the nut over a greater area. 
It also prevents the nut from cutting into the metal and thus, allows the nut to be 
screwed-on more tightly. It is sometimes chamfered on the top flat surface. 

Let D = the nominal diameter of the bolt. 


Fig. 24-13(i) shows two views of a plain washer. A chamfered washer is shown 
in fig. 24-13(ii). See table 24-4. 


Washers can also be applied as locking 
arrangements for nuts. Fig. 24-63 to 
fig. 24-65 illustrates the spring washer 
in the art. 24-7 of this book. | 


TABLE 24-4 
APPROXIMATE DIMENSIONS OF А WASHER 


2D «3 


(i) PLAIN (ii) CHAMFERED 
Washers 
FIG. 24-13 
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A bolt comprises of two parts — a shank and a head. The shank is cylindrical Me 
is threaded at the tail end for a sufficient length so as to effectively engage with 
a nut. The shape of the head depends upon the purpose for which the bolt is 
required. While considering the length of the bolt, the thickness of the head is not 
taken into account. 


Methods of preventing rotation of a bolt while screwing a nut on or off it: 
When it is not possible to hold a bolt-head by means of a spanner, the bolt is prevented 
from rotating by the provision of one of the following, below the bolt-head: 


(i) а square neck (ii) a pin (iii) a snug. 


These are shown and described below while dealing with various forms of bolts. 


(1) Hexagonal-headed bolt (fig. 24-14 and fig. 24-15): This is the most common 
form of a bolt. The hexagonal head is chamfered at its upper end. To prevent rotation 
of the bolt while screwing the nut on or off it, the bolt-head is held by another spanner. 


и | uz 


Hexagonal-headed bolt Ee bolt 
- rough-rule dimensions - approximately standard dimensions 
FiG. 24-14 FIG. 24-15 


The dimensions of the bolt-head are the same as those of the hexagonal nut, 
except for the thickness. For elementary work, the thickness is taken as 0.8D to 
D. Fig. 24-14 and fig. 24-15 show two views each of a hexagonal-headed bolt 
drawn according to rough-rule dimensions and approximately standard dimensions 
respectively. Note that the length of the face of the bolt-head is equal to D in 
fig. 24-14, while it is less than D in fig. 24-15 and X is the length of thread. 


Problem 24-4. To draw three views of a hexagonal-headed bolt, 24 mm diameter 
and 100 mm long, with a hexagonal nut and a washer. 


(i) Assume rough-rule dimensions (fig. 24-16). 


(ii) Determine the dimensions of the nut and the washer as shown below by 
refering table 24-2, table 24-4 and fig. 24-13. 


Dimensions for the nut: І Dimensions for washer: 

Thickness of the nut, T Q 24 mm Diameter of the washer Q 2D +3 = 51 mm 
Distance across diagonally Thickness Q 0.12D - 2.88 Q 3 mm 
opposite corners = 48 mm Diameter of the hole Q D+ 0.5 = 24.5 mm. 


30? 
36 mm. 


i 


Angle of chamfer 
Radius of chamfer arc, R 


1 
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Step 1: Draw the horizontal centre line and around it construct a rectangle 100 
mm Xx 24 mm for the shank. 


.. Step 2: Add the view of the bolt-head and the nut шз three faces. Тһе 
distance between the outer edges will be 48 mm. 


Step 3: Draw the chamfer arcs etc. as explained in TM 24-2. 
Step 4: Draw the rectangle for the washer, 52 mm х 3 mm, attached to the nut. 


Step 5: The end of the bolt is usually rounded. It is drawn by a radius equal to 
the diameter of the bolt. 


Step 6: Project the side view and the top view. The width W across the flats will 
be equal to /3 x 24 mm. 


(iii) When drawing the views according to approximately standard dimensions, 
beginning must be made with the hexagon in the side view and the other views 
must then be projected from it. The distance W between the flat sides of the 
hexagon should be equal to 1.5D + 3 mm. Note that the diameter of the hole 
is slightly bigger than the thickness of the boit. 


Hexagonal-headed bolt with hexagonal nut and washer 
FIG. 24-16 


(2) Square-headed bolt (fig. 24-17): 
This bolt is generally used when the head 
is to be accommodated in a recess. This 
recess also is made of square shape so 
that the bolt is prevented from turning 
when the nut is screwed on or off it. 


Mare This bolt is commonly used in bearings 
A for shafts. The bolt-head is chamfered 


Square-headed bolt at its upper end. In fig. 24-17, X is a 
FiG. 24-17 length of a thread | 
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Thickness of bolt-head = 0.8D to D 

Width across flats = 1.5D-- 3mm. 
© When a square-headed bolt is to be 
used with its head projecting outside, it 
is provided with a neck of square cross- 
section (fig. 24-18), which fits into a 
corresponding square hole in the adjoining 
part. This prevents rotation of the bolt. 


Square-headed bolt (with square neck) 
FIG. 24-18 


(3) Cylindrical or cheese-headed bolt 
(fig. 24-19): This bolt is used when the 
space for accommodating the bolt-head 
is comparatively limited, or where the 
use of a spanner for holding it is to be 
avoided. It is commonly used in big ends 
of connecting rods, eccentrics etc. 


The rotation of the bolt is prevented 
by means of a pin inserted into the shank 
just below the head [fig. 24-19(ii)]. The 
projecting part of this pin fits into a 
corresponding groove in the adjacent piece. 
This pin is very often inserted in the 
bolt-head as shown in fig. 24-19(iii). 


(4) Cup-headed or round-headed bolt 
(Гр. 24-20): It is provided. with а snug 
forged on the shank just below the head 
[figs. 24-20(i) and 24-20(ii)]. It fits into 
a corresponding recess in the adjacent 
piece to prevent rotation of the bolt. This 
bolt is often provided with a square neck 
as shown іп fig. 24-20(iii). 
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Cylindrical or cheese-headed bolt 
FIG. 24-19 


Cup-headed bolt 
FIG. 24-20 
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(5) T-headed bolt (fig. 24-21): It is 

used in machine-tool tables in which T- 

slots are cut to accommodate the T-heads. 

The neck of this bolt also is usually square 

in section. The T-headed bolt is often 

made use of in gland and stuffing box 

| arrangement in boiler mountings such as 


stop valve, feed-check valve etc. In that 
case, the square neck becomes unnecessary 
and hence, it is not provided. 


(6) Countersunk-headed boit (fig. 24-22): 
Where the head of a bolt must not project 
above the surface of the connected piece, 
this form of bolt is used. It may be provided 
with a snug [fig. 24-22(ii)] or a neck of 
square cross-section ffig. 24-22(iii)]. 


T-headed bolt . (7) Hook bolt (fig. 24-23): This bolt 
FiG. 24-21 | passes through a hole in one piece only, 
| while the other piece is gripped by the 
hook-shaped bolt-head. It is used when 
it is not possible to drill a hole in the 
piece adjoining the bolt-head. The square 
neck prevents rotation of the bolt. 


Hook bolt 


FG, 24-23. 
1.2D 
[e] 
(iii) | 
Countersunk-headed bolt ^ — €: 
| Fio. 24522 : 
(8) Headless tapered bolt (fig. 24-24): Dese = 
Its shank is tapering and it has no head. i Headless tapered bolt 


It is used mainly in marine shaft couplings. FIG. 24-24 
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(9) Eye-bolt (fig. 24-25): This bolt 
has a circular ring of rectangular cross- 


section as its head, which can be 


conveniently held to prevent its rotation. 


(10) Lifting eye-bolt (fig. 24-26): 
It is used as an appliance for lifting 
heavy machines. It is screwed inside 
a threaded hole on the top of the 
machine, directly above its centre of 
gravity. 


(11) Tap-bolt ог  cap-screw 
(fig. 24-27): It is a bolt used as a 
screw, i.e. screwed into a threaded 
hole in a casting instead of a nut. It 
is used when it is not possible to 
accommodate the nut. It passes loosely 
through a clear hole in the piece A, 
adjoining the bolt-head, and is screwed 
into a threaded hole in the casting B. 
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Eye-bolt 
FIG. 24-25 


Frequent insertion or removal of the tap-bolt is likely to damage the threads in 
the casting. Owing to this disadvantage, this method of fastening is employed only 
when parts are not to be disconnected very often. Tap-bolts have various forms of 
heads, similar to those of set-screws as shown in fig. 24-34 to 24-42. They are used 
for connecting a cylinder-head with a cylinder of an internal combustion engine. 


Lifting eye-bolt 
FIG. 24-26 


(12) Stud-bolt or stud [fig. 24-28(i)]: 


Tap-bolt or cap-screw 
На. 24-27 


It consists of only a cylindrical shank 


threaded at both ends. The nut-end N is threaded for a length slightly more than 
the thickness of a nut or nuts to be used. The other end M, called the metal-end 
is threaded for a length at least equal to the diameter of the stud. The length 
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of the plain part P, between the two ends, depends upon the thickness of the 
piece adjoining the nut. The stud is used in place of a bolt, when there is 
insufficient space to accommodate the bolt-head or to avoid use of an unnecessarily 
long bolt. Studs are commonly used to connect cylinder-covers to engine cylinders. 


The metal-end M is screwed into the 
threaded hole in the casting B [fig. 24-28(ii)] 
by means of a stud-driver which consists 
of a thick hexagonal nut having a partly 
threaded hole. The upper piece A has a 
clear hole (of diameter D4 — 1.1D) through 
which the stud passes. The two pieces are 
fastened together by a nut screwed on the 
nut-end. In this case, it is not necessary 
to withdraw the stud when disconnecting 
the two pieces and hence, the threaded hole 
does not get damaged. The disadvantage 
of the tap-bolt is thus overcome by using 


Stud-bolt 
a stud. FIG. 24-28 


When a stud is used for connecting a piece to a very thick block, the hole is 
drilled in that block and then tapped. Fig. 24-29 shows the drilled hole in section. 
The diameter d of the drill is equal to the core diameter of the stud. The end of 
the hole is conical on account of the pointed end of the drill. The depth of the 
hole is kept at least equal to 1.5D (where D is the diameter of the stud). The 
threaded hole in section is shown in fig. 24-30. In fig. 24-31 the stud is shown 
in position in the tapped hole, and the two parts are shown connected by means 
of a nut and a washer. 


Drilled hole Tapped hole Stud in position 
НС. 24-29 НІС. 24-30 FiG. 24-31 FIG. 24-32 


Fig. 24-32(i) shows a stud with a collar. It is called a collar-stud. A stud with 
the middle portion made square in section is shown in fig. 24-32(ii). This facilitates 
gripping of the stud while screwing or unscrewing it. 
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A set-screw is similar to a tap-bolt, but is threaded 
practically throughout its length. - 


It is used to prevent relative movement between 
two pieces. It is screwed into a tapped hole (fig. 24-33) 
in the piece adjoining the screw-head, while its end 
presses on the other piece, thus preventing relative rotation 
or sliding. Heads of set-screws except those which can 
be operated by spanners or wrenches are provided with 
screw-driver slots. . | 


Set-screws have heads of various forms. Hexagonal 
and square heads are similar to bolt-heads. The other 
forms of heads as shown in fig. 24-34 round or cup, 
fig. 24-35 cylindrical or cheese, fig. 24-36 fillister, fig. 24-37 
countersunk, fig. 24-38 rounded countersunk (called | 
instrument screw) and fig. 24-39 socket. The square head is sometimes made of 
smaller size as shown in fig. 24-40. The grub screw (fig. 24-41) has no head. 
Fig. 24-42. shows a collar screw with a square head. Width of the slot for the 
screw driver, in each case, is equal to 0.2D + 0.1 mm, while its depth is equal 
to 0.25D and 0.4D in case of flat top and rounded top respectively. 


Set-screw 
FIG. 24-33 


15D 
[up oe 


Round or cup Cylindrical or cheese Fillister Countersunk 


Fic. 24-34 FiG.24-35 2 FIG. 24-36 Fic. 24-37 


Rounded countersunk Socket > Square head Grub screw Collar screw 
FIG. 24-38 Ғіс. 24-39 FIG. 24-40 FIG. 24-41 FIG. 24-42 
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Ends of set-screws, particularly the grub screws are made in one of the following 
shapes shown in fig. 24-43 oval, fig. 24-44 conical, fig. 24-45 flat, fig. 24-46 cup, 
fig. 24-47 half dog and fig. 24-48 full dog. 


420° | 
Oval Conical Flat Cup Half dog Full dog 
FiG. 24-43 Но. 24-44 FIG. 24-45 FIG. 24-46 FIG. 24-47 FIG. 24-48 


the nuts to get slack and to screw off the bolts slightly. The connected parts might 
get loose, and lead to serious breakdown. It is, therefore, desirable to secure the 
nut in some way so as to prevent it from getting loose. Methods employed to do 
so are called locking arrangements for nuts, a few of which are described below. 


(1) Lock-nut or check-nut: This nut is used along with an ordinary nut. It is 
chamfered on both the hexagonal faces. The nut A is first screwed on the bolt as 
tightly as possible (fig. 24-49). 


Fic. 24-49 НС. 24-50- FIG. 24-51 FIG. 24-52 FIG. 24-53 


The thread in the nut presses against the bottom side of the thread in the 
bolt. Another nut B is then screwed on the bolt till it touches the top of the 
nut A. The nut B is then held by one spanner, while the nut A is turned backwards 
with another spanner. It will move through a very small angle. The two nuts 
are thus locked or wedged tightly against each other and against the bolt. This 
will prevent them from slackening. The action of the threads in the nuts upon 
the thread on the bolt in this condition is shown in fig. 24-50. 


The clearance between the threads has been shown exaggerated. The thread in 
the nut B presses against the lower side of the thread in the bolt, while that in 
the nut A presses on the upper side. The nut B, thus, carries practically the entire 
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axial load on the bolt. It should therefore be of the standard size. The nut A which 
is called a lock-nut, may be thinner. Its thickness is kept equal to 0.6 times the 
diameter of the bolt (fig. 24-51). To turn the lock-nut backward, a thin spanner 
would be necessary. As thin spanners are not always readily available, the lock-nut 
is often placed above the standard nut (fig. 24-52). A compromise is sometimes 
made by using two nuts of uniform thickness equal to 0.8 times the diameter of 
the bolt (fig. 24-53). 


(2) Split-pin: It is made from a steel wire of semi-circular cross-section, bent 
as shown in fig. 24-54(i). It is inserted in a hole drilled in the bolt so that it bears 
on the top face of the nut, thus preventing it from turning. The diameter of the 
hole is kept equal to approximately 0.2D. The pin is then split open at its tail-end 
as shown in fig. 24-54(iii). The projecting portion of the bolt is usually turned 
down to the core diameter. The split-pin is also used in conjunction with special 
nuts designed for the purpose. A round tapered pin split at its thinner end is also 
sometimes used [fig. 24-54(ii)]. 


Ec e 


Split-pin 

Fic. 24-54 
(3) Slotted nut (fig. 24-55): It is a hexagonal 
nut with slots cut in the upper end and through 
opposite faces. A-split-pin is inserted through the slot 
which comes in line with the hole drilled in the bolt | 
and is then opened out at its end. The strength of the Slotted nut 
nut is considerably reduced on account of these slots. HG. 24-55 
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(4) Castle nut (fig. 24-56): Slots are cut 
in a cylindrical collar provided on the top of 
the nut, thus overcoming the disadvantage of 
the slotted nut. These nuts are widely used in 
automobile and locomotive engines where they 
are subjected to sudden shocks and vibrations. 
It is used in a steam engine. 


(5) Sawn nut or Wiles nut (fig. 24-57): 
This is a hexagonal nut with a slot cut half 
way across it. А cap-screw А is passed through 
a clear hole in the upper part B and screwed 
into a tapped hole іп the lower part C. On 


tightening the screw, the friction between the 


thread in part B and that in the bolt increases 
and prevents slackening of the nut. 


(6) Simmond's lock-nut (fig. 24-58): A collar 
is provided at the upper end of the hexagonal 
nut and a fibre ring R is fitted inside it. The 
internal diameter of the ring is less than the 
core diameter of the bolt. The end of the bolt, 
on reaching the ring, cuts its own thread in 
the ring when the nut is screwed on. This 
thread gives a greater grip over the bolt-thread 
thus preventing the slackening of the nut. 


(7) Penn, ring or grooved nut (fig. 24-59): 
This nut has a cylindrical grooved collar at its 
lower end. This collar fits into a corresponding 
recess in the adjoining piece. A set-screw is 
inserted through the nearest face of the piece. 
The dog-end of the set-screw enters the groove 
and prevents slackening of the nut. The width 
W of the groove is kept equal to the diameter 
of the dog-end of the screw. This arrangement 
is feasible only when the bolt is placed reasonably 
near a vertical face of the connected piece. 


FIG. 24-58 
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Castle nut 
FIG. 24-56 
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When the bolt is considerably away from 
the edge, this nut is used in conjunction with 
a separate cylindrical collar (fig. 24-60). A 
pin, screwed into the adjoining piece keeps 
the collar in fixed position. 


A small pin (fig. 24-61), screwed in the 
piece adjoining the nut so that it touches one 
of the faces of the hexagonal nut, is sufficient 
to prevent its getting loose. But it becomes 
an obstruction if the nut is required to be 
tightened further through a small angle. 


(8) Stop-plate or locking-plate (fig. 24-62): 
it is a plate grooved in such a way that it 
fits hexagonal nut in any position at intervals 


1 | 
of 15-8 of a revolution, i.e. at 30° intervals. 


It is fixed around the nut by means of a tap- 
bolt, thus preventing its rotation. 


(9) Spring-washer: A single-coiled spring 
(fig. 24-63) or a double-coiled spring (fig. 24-64) 
placed under the nut as a washer, offers stiff 
resistance when compressed by tightening of 
the nut and keeps the thread in the nut gripped 
with the thread on the bolt. Fig. 24-65 shows 
a single-coiled spring washer placed under a nut. 


STOP PLATE 


Locking plate 
FiG. 24-62 


Single-coiled 
spring washer 
НІС. 24-63 
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Double-coiled 
spring washer 
НІС. 24-64 


Single-coiled spring washer placed under a nut 


FIG. 24-65 
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These bolts are used for fixing machines to their foundations. 

(1) Eye or Hoop bolt (fig. 24-66): 
Simple forms of these bolts can be quickly 
forged from a mild-steel or wrought-iron 
bar. These bolts are suspended in the hole 
and cement grout is then poured to fill 
up the space around them. Fig. 24-66 
shows two views of an eye-bolt forged 
from a bar. it has a piece of mild-steel 
bar passing through the eye and at right 
angles to it. The stationary engines and 
lathe machines are fixed on the foundation 
by these bolts. 

(2) Rag bolt (fig. 24-67): It has its 
lower part rectangular in cross-section 
and increasing in width only. Its edges 
are indented or grooved. The bolt is freely 
suspended in its position in concrete or 
stone foundation and the annular space 
around it is filled with molten lead or “— MM en 
sulphur. This bolt cannot be easily dislodged Eye bolt 
after it has been grouted. FIG. 24-66 
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(3) Lewis bolt (fig. 24-68): This bolt is fixed in position by inserting a key on 
the face opposite the tapering face. It can be removed without difficulty by withdrawing 
the key, which is also tapering. 
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(4) Cotter bolt (fig. 24-69): It is used for fixing heavy machines. It has a 
rectangular slot to receive a cotter, which is inserted through a hand-hole, previously 
kept in the foundation for this purpose. A cast-iron washer provides bearing surface 
for the cotter. Heavy machine-tools are fixed on the foundation by these bolts. 
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Cotter bolt 
Fic. 24-69 


(5) Curved or bent bolt (fig. 24-70): The shank of this bolt is forged in curved 
or bent form, set first in lead or sulphur around it and then set in cement concrete, 
so as not to dislodged. The end is forged approximately twice the shank diameter. 
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(6) Squar-headed bolt (fig. 24-71): As name says, this type of bolt is having 
simple square head and square neck which is carrying a square plate. Both square 
head and neck locks the rotation as well as movement of the bolt where as the 
Жш n sets firmly it in п sulphur. which resist the bolt from movement mu и 


24-9. SPANNER 


A spanner 15 таде оғ а or ШЕТІ cast-iron. It is used for turning a nut or for 
holding a bolt-head while the nut is being screwed on or off the bolt. An ordinary 
spanner may have a single jaw or have two jaws, one at each end. 

In an adjustable screw-spanner the width of the jaw can be 
varied. Among other special spanners are (i) box spanner, 
(ii) pin spanner and (iii) C-spanner. | | 


Spanner 
FIG. 24-72 


Fig. 24-72 shows an ordinary spanner with two jaws. The width of each jaw is slightly 
more than the width across the flats of the corresponding nuts. A spanner is specified 
by the nominal diameter of the bolt (for the nut of which, it is used). This diameter is 
usually stamped near the aoe Jaws are usually made thicker than the body of the spanner. 


ілін аге НЕН to event flat WASHER "EO 
ends of boiler-shells from bulging 
out due to-high steam pressure. 
They are generally made of 
wrought-iron. 


Fig. 24-73 shows an end of 
a bar stay. It is screwed to receive 
two nuts. The end-plate of the 
boiler, through which it passes, 
is strengthened by a thick and 
large-size washer under the outer 
nut. This washer is riveted to 
the end-plate. 
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Bar stay 
FIG. 24-73 
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pan head type 
slot 
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headed screw 
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| headed screw 
cross slot 


Oval countersunk 
headed screw 
slot 
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| 12 | Wing screw 
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| 
| 


114 | Square nut 
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FIG. 24-74 


1. Draw three views of a hexagonal nut for a 24 mm diameter bolt, according 
to approximately standard dimensions. 


2. Sketch neatly, giving dimensions, three forms of nuts (except the hexagonal 
and square types) for a 20 mm diameter bolt. 


3. Draw three views of a square-headed bolt 20 mm diameter, 120 mm long, 
with a hexagonal nut, lock-nut, washer and a split-pin, using rough-rule 
dimensions for the nuts. The length of the threaded part of the bolt is 40 mm. 
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4. 


Draw neat and dimensioned sketches of any five forms of bolts showing 
clearly the method used for preventing rotation in each case. 


. Explain by means of sketches, any three methods of preventing a bolt from 


rotating while screwing the nut on or off it. 


6. illustrate by means of sketches, difference between a tap-bolt and a stud-bolt. 


7. Draw two views of a 24 mm diameter stud, 100 mm long, with a castle nut 


16. 


1:7: 


18. 


19. 


20. 


and a split-pin. 


. Draw the sectional front view and the top view of two 20 mm thick plates 


fastened together by means of 20 mm diameter stud, a hexagonal nut and a 
washer. Insert important dimensions. 


. Show by means of neat sketches, sectional views of (a) the drilled hole and 


(b) the tapped hole for 24 mm dia. stud, in a block 75 mm thick. Take the 
length of the metal-end of the stud to be 30 mm. 


. Give neat sketches (a) to show the difference between, and (b) to illustrate the 


uses of, a set-screw and a cap-screw. 


. Show clearly with the help of neat sketches the difference between (i) bolt 


and nut fastening, (ii) stud-bolt and nut fastening and (iii) tap-bolt fastening. 


. Sketch, giving dimensions, any four forms of set-screws and name them. Show 


a different type of end in each case and name it. Assume the diameter to be 
12 mm and length 50 mm. 


. Show by means of neat sketches, any three methods employed for preventing 


nuts from getting loose on account of vibrations. 


. Sketch neatly two types of bolts used to secure a machine to its foundation 


showing clearly how each is fixed. 


. Give by means of neat sketches, an example of each of the following methods 


of locking a nut: 

(i) Ву a split-pin (1) By a washer 
(ii) By a set-screw (iv) By а fibre-ring. 
Sketch neatly, giving important dimensions: 

(i) Any two forms of studs 

(i) Any three methods of locking a nut 

(iii) Any two forms of foundation bolts. 

Give neat and dimensioned sketches of: 


(i) Castle nut (v) Eye-bolt 

(ii) Wing nut (v) Collar-stud 

(iii) Rag foundation bolt (vii) Curved or bent bolt 
(iv) Fillister-headed screw (viii) Square-headed bolt. 


A tie bar is to be made in two parts to facilitate adjustment in length during 
assembly. Sketch the arrangement. 


Sketch іп two views a two-jaw spanner for nuts for 18 mm and 20 mm 
diameter bolts. The jaws are thicker than the body. Give important dimensions. 


Show by means of neat sketches how a bar-stay is attached to the flat end of a boiler. 


Rivets аге used to fasten permanently two | 
or more plates or pieces of metal. Joints — - 
made with rivets are called riveted joints. 
They are commonly used in ship-building . 
and for the construction of steel buildings, 
bridges, boilers, tanks etc. Plates joined 
together by means of a riveted joint cannot 
be disconnected without chipping-off rivet- 
heads from one side of the joint. 


Rivets are usually made of C-30. In 
its initial form [fig. 25-1 (i)]. A rivet comprises 
of following: 


(i) a head, 
(i) cylindrical body of shank and Rivet and riveting 
(iii) а slightly tapered tail. НС. 25-1 


A rivet is specified by the diameter of its Fr The length of the tail, out of 
which another head is formed, is kept about 1.25 times the diameter of the rivet. 


The process of forming another rivet-head, after the rivet is placed in the hole 
previously drilled or punched through the plates, is called riveting. The diameter of 
this hole is kept slightly larger (about 1 mm to 1.5 mm) than the diameter of the 
rivet. Any burr formed at the edges of the hole due to drilling, is removed by a little 
counter-sinking. The rivet is made red-hot in a charcoal furnace and then inserted 
within the hole in the plates. The head of the rivet is held fast against the adjoining 
plate, while the tail is hammered and another rivet-head is forged. The rough surface 
of the new head is smoothened by the use of a special tool having a cavity of the 
desired form of the head [fig. 25-1(ii)]. A hot rivet is easier to work on. It also binds 
the plates more closely together on cooling, on account of contraction of the metal. 
Riveting is done cold (i.e. without heating the rivet) in case of rivets of small sizes 
or when they are made of soft ductile metals such as copper, aluminium etc. Machine 
riveting, which is a common modern practice, is employed when the work is to be 
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done speedily or ona 4 large. cale The: rivet- -head is formed under a steady force 
applied by means of hydraulic. or pneumatic pressure. Due to the steady pressure, 
the hole in the plates is filled up more completely. 


CAULKING TOOL 


To prevent leakage through the joint, the plates CAULKED RIVET 


are firmly forced together by caulking or fullering 
processes. The. edges of the plates are hammered 
and driven-in by a caulking tool (fig. 25-2) or 
a fullering tool (fig. 25-3). The caulking tool is 
in the shape of a blunt chisel. The thickness 
of the fullering tool is about the same as that 
of the plates. To facilitate these operations the Caulking 

edges of the plates are usually machined to an Fic. 25-2 

angle of about 80° before joining them together. s TOOL 
This angle is increased to about 85° after the | 

fullering process. E 


Leakage through the hole is еси ру 
the caulking operation on the edge of the rivet- | 
head (fig. 25-2). Both these processes are generally - 
performed with the aid of pneumatic power. — 


oz 


(iv) ТТ (у) ROUNDED COUNTERSUNK (vi) ELLIPSOID 


Forms and proportions of rivet-heads 
FIG. 25-4 


Fig. 25-4 shows some of the various forms of rivet-heads used for general work. 
The proportions given are for rivets of nominal diameters between 12 mm and 50 mm. 
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The snap or cup head is the most common form in use. The countersunk head is 
used when the surface of the plate is required to be free from projecting heads. 
Conical and ellipsoid heads are generally used in boiler work. 


A riveted joint may fail in any one of the following ways (fig. 25-5): 
(i) Tearing of the plate between the holes if they are very near each other 
[fig. 25-5(i)]. 
(ii) Tearing of the plate between the edges of the plate and the rivet-hole, if 
the hole is too near the edge (Яр. 25-5(ii)]. 


| (iii) Shearing of the rivet if the diameter of the rivet is smaller than necessary 
[fig. 25-5(iii)]. 


(ім) Crushing of the plate or the rivet [fig. 25-5(iv)]. 


“4 


NSSSBIBISSS 


(iii) (iv) 


FIG. 25-5 


To prevent failure, the joint should be carefully designed. For elementary work, 
suitable values of the rivet diameter, positions of holes etc. for a given thickness 
of the plates, may be obtained by using the following empirical formulae: 


(іы d 6 t 
(i) рса 
(ii) m =d TIN 
where t — thickness of plates in mm 
d = diameter of rivets 
p = pitch, i.e. the distance between centres of adjoining rivets in the 


same row (parallel to the edge of the plate) 


m = margin, i.e. the distance between an edge of the plate and the 
nearest rivet-hole. 
AS. m = а, the distance of the centre line of the nearest row of rivets from 


the edge of the plate is equal to 1.5 d. 


Approximate values of d (diameter of rivet) for different values of t (thickness 
of plates) are given in table 25-1. | 


TABLE 25- 
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There are two types of riveted joints: 


(1) Lap joint 
(2) Butt joint. 


Single-riveted lap joint 
FiG. 25-6 


Each of the above riveted joints will now briefly described 


In a lap joint, the plates to be connected 
overlap each other. When the joint is made 
with only one row of rivets, it is called a 
single-riveted lap joint. 


Fig. 25-6 shows the sectional front view 
and top view of a single-riveted lap joint 
along with its pictorial view. The width of 
overlap L is equal to 3d. 


A joint is said to be double-riveted, triple- 
riveted etc. according to the number of rows 
of rivets in it. 


When two or more rows of rivets are 
required, rivets may be arranged in one of 
the following formations: 


(i) chain formation or 
(ii) zigzag formation. 


In chain arrangement shown in the double- 
riveted lap joint in fig. 25-7, rivets in the 
adjoining rows are placed directly opposite 
each other. 


In zigzag formation they are staggered 
as shown in fig. 25-8. The distance between 
the rows of rivets, called the row pitch p,, 
should not be less than 0.6p for zigzag 
riveting, and 0.8p for chain riveting. 


In terms of d, the approximate values of 
p, are 2d and 2d + 6 mm respectively. In 
zigzag arrangement, the distance between the 
centre of a rivet in one row and the centre 
of the nearest rivet in the adjoining row, is 
called the diagonal pitch. 


This pitch is also often considered instead 
of the row pitch and its value is obtained 
by the formula: 
2p +d 

3 


Ра = 
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Double-riveted (chain) lap joint Double-riveted (zigzag) lap joint 
НІС. 25-7 FIG. 25-8 


In a butt joint, edges of the plates to be connected butt against each other and 
the joint between them is covered by butt-plates or butt-straps (also called cover- 
plates or cover-straps) on one or both sides. At least two rows of rivets, one in 
each connected plate, are necessary to make the joint. 


Thickness of butt-strap: Е 
t to 1.1256; 


when two straps are used, thickness t; = 0.7t to O.8t, 


When only one strap is used, thickness t4 


|| 


where t is the thickness of the plates to be connected. 


612 Engineering Drawing [Ch. 25 


15d , 15d , 15d , 15d 


“777 
NSSSNNNNN LIA - 
ЗЫН | 166 si 


PN а 
ASAZ 


қа 


А аз E 


S елен e SECTION A-A 


piro 


Single-riveted (single strap) butt joint Single-riveted (double straps) butt joint 
FIG. 25-9 НІС. 25-10 


Fig. 25-9 shows two views 
of a single-riveted butt joint with 
one cover-strap. 


The same joint with two straps 
is shown in fig. 25-10. 


A double-riveted butt joint with 
double straps is shown in pictorial 
view in fig. 25-11. Note that there 
are two rows of rivets in each 
of the main plates, and that the 


rivets are arranged in zigzag Double- шүм аш butt joint 
formation. FiG. 25-11 
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Two rings of a steam-boiler shell are connected as shown in fig. 25-12. The 
circumferential joint is a double-riveted lap joint. A triple-riveted or treble-riveted 
butt joint with two cover-straps is used for the longitudinal joint. 


ка  BUITSTRAPS - 


ЕНЕҢ 
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\ LONGITUDINAL JOINT 
TRIPLE RIVETED BUTT 


Boiler-shell plate joints - 
FIG. 25-12 


(ii) tee, (iii) channel and (iv) H or joist. 


These are largely used in steel structures. The common shapes are: (i) angle, 


(і) ТЕЕ 


(iii) CHANNEL 


Rolled-steel sections - 
FIG. 25-13 


(м) H OR JOIST 
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Plates may be connected at right angles by flanging опе of the plates. Fig. 25-14(i) 
shows a plate bent inside. The plate may also be bent outside as shown in 
fig. 25-14(ii). The radius R of the inside curve of the bent plate should not be less 
than twice its thickness. Another method, in which an angle-section is used, is 


ÁA 
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Connection of plates at right angles 
НС. 25-14 


SHELL-PLATES 


jj FRONT END-PLATE | | 


BACK END-PLATE 


FLUE-PLATES 


е" FLUE-PLATE 


Padi mmama 2 чынчыл 9 SLIME а. лыдыр М 


Boiler joints 
FIG. 2071.9 


These methods of connection as employed in boiler construction are shown in 
fig. 25-15. The front end-plate is connected to the shell-plate by a ring of angle- 
section placed on the outside. The back end-plate is bent inside and flanged to the 
shell-plate. Note carefully how the flue-plates are jointed to each end-plate. 


It is a plate which connects the flat end and the cylindrical shell of a boiler. 
Lengths of angle-section are used to make the joints. The flat ends of a boiler are 
prevented from bulging out and are strengthened by méans of these stays. 
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SHELL-PLATE 


Gusset stay 
FIG. 25-16 


Welding is a technique of making permanent joint. It is the process of joining two 
parts of metal by fusing them together. Until recently riveted joints were the main 
type of permanent joint extensively used in the construction of boilers, ships, bridges, 
steel structures, etc. During the last decade, however, the rapid development of 
welding methods has replaced the riveted joints. Since welding is used so widely, and 
for a large variety of purposes, it is essential to have an accurate method of showing 
on the working drawing of machines or structures, the types, sizes, and locations 
of weld desired by the machine designer. 


The welding processes can be classified into the following three groups: 


(1) Pressure welding or forge welding 
(2) Fusion welding 
(3) Fusion and pressure welding. 


(1) Pressure welding or forge welding: In this method of welding two metal 
parts are heated at the joint upto plastic condition and then joined together by 
applying external mechanical pressure. 


(2) Fusion welding: It is a process of welding by local fusion with or without 
use of a filler metal. The most commonly used fusion welding processes are gas 
welding and arc welding. In case of gas welding, the welding puddle is produced 
by the effect of a flame generated by a fuel gas (generally acetylene and oxygen). 
The flame temperature varies from 2600? to 3200? depending upon fuel gases. 
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In case of arc fusion welding, the welding puddle is created by the effect of 
an arc. The arc produce between the electrode and the work-piece. The entrance 
of atmospheric gases into the arc and the welding puddle is prevented by the inert 
gases or slags produced by the electrode in case of consumable coated electrode. 


. (3) Fusion and pressure welding: In this welding heavy current (50,0004) is 
passed through the joint which gets melt. The welding is completely under external 
pressure. Spot welding, seam welding, flash butt welding and pressure butt are the 
examples of the pressure resistance welding. | 


(1) Types of welded joints: There are four important types of welded joints 
classified according to the positions of the workpiece being joined as shown in fig. 25-17. 


К 
e, 
ұлы 
\ ERA 
NAUES 
\ iss 
қ, 1 ias 
E COSS 
Ч D 
Қ ҚАРИ 
ES 


(i) LAP JOINT (ii) BUTT JOINT (ii) TEE JOINT (iy CORNER JOINT 
FIG. 25-17 


(2) Types of welds: There are four types of basic welds of arc and gas welds 
as shown in fig. 25-18. 


(i) FILLET (ii) PLUG (м) SQUARE 


НІС. 25-18 
Similarly, the resistance welds are also of four types 
(i) spot weld, | 
(ii) projection weld, 
(iii) seam weld апа 
(iv) flash and upset welds. 


Symbolically they are represented as shown in fig. 25-19. 


OASI 


(ii) (iii) (iv) 
FIG. 25-19 
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A welded joint is shown on a drawing by means of (i) a symbol which specifies 
the form of weld and (ii) a bent arrow and a reference line Шаш: іһе location 
of the weld as shown in fig. 25-20. 


FIELD-WELD SYMBOL (а ті | 


ALL ROUND WELD SYMBOL 


(OTHER SIDE 


LENGTHOF WELD SIZE OF WELD 
REFERENCE LINE 


(ARROW SIDE) 


FIG. 25-20 
Table 25-2 shows symbols for various forms of welded joints as recommended 
by the Bureau of Indian Standards. 
TABLE 25-2 


FORM OF WELD | ILLUSTRATION SYMBOL Е РОАМ OF WELD ILLUSTRATION | SYMBOL 


() |FILLET | Som 


2 SINGLE-BEVEL BUTT | р ffs 

О WN WELD WITH BROAD SS 
ROOT FACE | 

| | ie 2 2 SS 


7 DOUBLE-BEVEL BUTT | ; 
DOUBLE-V BUTT РО NS WELD WITH BROAD 
му | SINGLE-U BUTT 


НООТ FACE 
* 
Sono BUTT Г 
SINGLE-J BUTT 
The method of showing the form and location of a fillet weld on a drawing is 
shown in fig. 25-21. 
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The symbol should be shown only in one of the views. When a weld is to 
be on the arrow side, the symbol should be inverted and placed below the 
reference line as shown in fig. 25-21(i). When a weld is to be on the other 
side, the symbol should be placed in its correct position, but over the reference 
line. For welds on both the sides, a symbol is placed above as well as below 
the reference line. See fig. 25-21(ii). Note that in each case, the vertical portion 
of the symbol is always kept on the left-hand side of the symbol. The size of 
weld is indicated on the left-side of the weld symbol. 


(i) (ii) 
FIG. 25-21 


The depth of a partially penetrated U-butt or V-butt weld is indicated by 
means of a dimension placed to the left of the symbol. Fig. 25-22(i) shows а 
V-butt weld partially penetrated on the top surface, while the dimensions of 
the same weld, partially penetrated on both the sides are shown in fig. 25-22(ii). 


(i) ЕШ 


A butt-weld, when flush with the surface of the plate, is indicated Бу placing 
a bar above the symbol as shown in fig. 25-23. An all-round weld is shown by 
means of a circle drawn around the point of intersection between the arrow 
and the reference lines as shown in fig. 25-24. 
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Sometimes the welding is required to carry out at 
the site or in the field. This can be indicated on a drawing 
by placing a filled circle drawn around the point of 
intersection between the arrow and reference lines as 
shown in fig. 25-25. 


FIG. 25-25 


. Show by means of neat, dimensioned sketches the shapes of the following 
rivets: 


Cup head; pan head; conical head; countersunk head. 


2. Explain with the aid of sketches the processes of (i) caulking and (ii) fullering, 
used in riveted joints. 


3. Describe the ways in which a riveted joint may fail. What steps are taken to 
prevent failures? Illustrate your answer with necessary sketches. 


4. Draw the sectional front view, the top view and a side view of a single riveted 
lap joint for 12 mm thick plates. Show the pitch, margin and width of overlap. 


5. Show by means of sketches, the difference between chain riveting and zigzag 
riveting. What is the advantage of one over the other arrangement? 


6. Sketch neatly, two views of a double-riveted lap joint using rivets in zigzag 
arrangement. State why this arrangement is used. Thickness of plates = 
10 mm. Diameter of rivets = 20 mm. Give all other dimensions. 


7. Draw three views of the triple-riveted lap joint shown in fig. 25-26, taking 
t = 12 mm, d = 20 mm, p = 60 mm and p, = 40 mm. 


FiG. 25-26 


8. Sketch neatly, a sectional front view and top view of a single-riveted butt joint 
for two 10 mm thick plates, using two butt-straps. Show all dimensions on 
your sketch. 
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9. 


10. 


12. 
13. 
14. 


15. 


Draw two views of the double-riveted butt joint shown in fig. 25-11. Take 
t — 10 mm and d - 20 mm. Insert all dimensions on your drawing. 


Draw neat sketches to show the circumferential and longitudinal joints between 


two rings of shell plates in a boiler. 
11. 


Show with the aid of sketches, three different ways in which two plates may 
be connected at right angles to each other by means of rivets. 


Sketch neatly, two views to show how two plates, each 12 mm thick can be 
joined at right angles by using an angle-iron and rivets. 


Draw neat sketches to show how the end-plates of a Cornish boiler are joined 
o (i) the shell-plates and (ii) the flue-plates. 


Draw two views of the Gusset stay shown in fig. 25-16. Take t — 16 mm, 
d — 24 mm, L = 200 mm, 14 = 100 mm, р = 60 mm. 


Draw three dimensioned views of the riveted joint for a tie-bar shown in fig. 25-27. 
Take the thickness of the bar as 12 mm. 
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16. Discuss in brief various methods of welding. 


17. Why welding is more popular than riveted joints? 


18. Show by means of sketches the method of showing location, symbol, size and 


depth of the following forms of weld: 
(i) Single V-butt weld 

(ii) Single bevel butt weld 

(іі) Double J-butt weld 

(iv) All-round fillet weld. 


Manufacturing of a product is the main activity in engineering profession. Тһе 
design of a product may start with trial designs in the form of sketches on paper. 
As the design improves and undergoes changes, the final form of design must be 
the scaled manufacturing drawings with finer details included. These drawings are 
two-dimensional representations of three-dimensional objects designed. 


During the process of design, the designer may have to carry out a large amount 
of computations so that an optimum design is obtained. A computer with good graphic 
capabilities helps the designer to 


() realize his ideas. 
(ii) carry out complex computations. 


(iii) present the results of computations in a useful form for decision making and 
possible improvement. 


(iv) present the improved model for evaluation. 


Interactive Computer Graphics (ICG) is the tool of the designer. 


A part to be manufactured is defined first in terms of its geometry which also includes 
dimensions, tolerances, surface finish, and in some cases the type of fit between two 
mating parts. The two-dimensional representation of a part, called an engineering 
drawing or a blueprint, shows three orthogonal views of the part. Sometimes, when 
three views are not enough to define the part, additional sectional views, auxillary views 
may have to be added for conveying the right information. 


Any design is finally represented in the form of orthographic views and 
auxiliary views so that production can be carried out. Hence, the computer aided 
drafting is ап important tool for Computer Aided Design. The Computer Aided 
Drafting (CAD) system is the computerization of technical, production, electronics 
and architectural drawings. 


This chapter is written and contributed by Prof. Pramod R. Ingle of B and B Institute 
of Technology, Vallabh Vidyanagar. 
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CAD is the product of computer era. Its development originated from early computer 
graphics systems. CAD can find its roots to the development of Interactive Computer 
Graphics (ICG). A system called Sketchpad was developed at Massachusetts Institute 
of Technology, U.S.A., in 1963 by Ivan Sutherland. 

In the beginning, CAD systems were no more than graphics editors with some 
built-in design symbols. The geometry available to the user was limited to lines, circular 
arcs, and a combination of the two. The development of free-form curves and surfaces 
such as Coon’s patch, Ferguson’s patch, Bezier’s curve, and B-splines enabled a CAD 
system to be used for more sophisticated work. A 3D CAD system allows a user to 
do very sophisticated design and analysis work. 


Computer aided drawing and drafting system uses the computer to assist in generation 
of blueprint data. CAD systems are essential in design and a large number of computer 
based systems are commercially available. 2D drawing systems correspond directly to 
traditional engineering drawings, and they are developed to substitute manual drafting. 

The advantages offered by computerized drafting systems can be summarized as: 

(a) It increases the accuracy and productivity of designer. 

(b) It allows design alterations to be made easily. 

(c) It offers better drawing visualization through colours. 

(d) It improves the quality of drawings produced. 

(e) Drawings are easier to store and retrieve. 

(f) Storage space required is less. 

(g) Transfer of drawings is faster and cheaper. 

h 


(h) It permits the use of library of standard symbols for more productive CAD 
work (refer to art. 26-6). 


Although the capital investment required in setting up a computer aided drafting 
system is high, the greater capabilities offered by computers and software are making 
the systems more affordable. 


A computer system consists of 
(a) Central Processing Unit (CPU), also known as processor 
(b) Main memory 
(c) Input devices 
(d) Output devices 
(e) Secondary storage devices. 


The CPU controls and supervises the entire computer system. The actual arithmetic 
and logical operations are performed by CPU with the help of main memory. The main 
memory stores program instructions and processing data. Secondary storage devices 
provide slow but high capacity memory for storing program and large amount of data 
that is not currently being processed. Typical secondary storage devices are hard disk, 
floppy diskettes, magnetic tape, C.D. (compact disk), D.V.D., pen drive, etc. 


During operation, data flows between the CPU, the main memory, and the various 
input/output devices. Moreover, the control information flows between these units to 
tell what to do with the data. Control information is used to manage the overall 
operation of the system. 
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CONTROLUNIT р 1 


INPUT UNIT MEMORY UNIT OUTPUT UNIT 


| ARITHMATIC — — » Control Information 
LOGIC UNIT DAI Ней 

Organisation of a computer 

FIG. 26-1 


It must be remembered that the main memory is directly connected to the CPU. 
The main memory stores the program instructions and all the data being used for 
processing until the data are released as output under the instructions from the CPU. 
A control unit inside the CPU directs and coordinates all the operations of the system 
that are called for by the program. It involves control of the input and output devices, 
the storage and retrieval of information from memory, and the transfer of data between 
memory and ALU. 


A CAD system consists of Hardware and Software. The system usually has the 
following major hardware elements: 


Every CAD system must have a CPU to process and store a very large amount of 
graphics data. The speed and processing power of a computer is mainly decided by the 
CPU speed and the amount of main memory (RAM) installed. 


The most common type of display device for CAD systems is a Cathode Ray Tube 
(CRT). The display device must be capable of displaying both graphical and alphanumeric 
data. Although the display looks like television monitors, they have special electronics 
for creating graphics images on the screen from computer processed data as per 
the instructions. But, they lack the television program receiving capability. Since 
both graphics and text are to be displayed simultaneously on the screen, the 
graphics monitor is usually divided into graphics area and a small text display area 
(see fig. 26-3). 


The capabilities of display devices are evaluated in terms of resolution, colours 
and picture refresh rate. Picture refresh rate is important to get a steady and 
flicker free display. For a general purpose graphics system, a display with 1024 
(horizontal) by 768 (vertical) pixel resolution, 0.28 mm dot pitch and 256 shades 
of colours is the desirable configuration. The small dot pitch gives a high resolution 
and therefore good quality picture. 
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(1) Keyboard [fig. 26-2(i)]: This is the most common input device. It is preferred 
for entering commands, text or value such as coordinates of a point or radius of a 
circle. The 101-key keyboards have special function keys to support special graphic 
functions. Whenever a key is pressed, the key character is identified by the computer 
and a character is displayed on the screen. If function keys are pressed or a combination 
of keys is pressed, the software takes the appropriate action. 


(2) Mouse [fig. 26-2(11)1: The mouse is a pointing device which is moved 
across a flat surface (usually on a mouse pad) by hand to indicate X-Y movement. 
The rotation of rubber ball underneath the device is translated and the corresponding 
cursor movement on the screen provides a visual feedback. The mouse is used as 
a pointing and pick-up device. 


Either two-button or three-button mice are available in the market. The mouse has 
become very popular with microcomputers in recent years, and it is an indispensable 
pointing device. It is inexpensive, small, and convenient to use. However, fine and very 
precise sketching is very difficult to obtain with the mouse. 


Se 


(iv) DISPLAY — | (vi) PRINTER 


(vii) CPU 


~ (vy) PLOTTER” 


(i) KEY-BOARD | 


(i) DIGITIZER | 


(1) MOUSE 
CAD system hardware 
НС. 26-2 


(3) Tablet or Digitizer [fig. 26-2(ii)]: This is also a very common and popular input 
device for CAD. It has a flat surface on which a stylus is placed and moved. The 
movement of stylus on the surface in terms of X and Y coordinates of surface is 
detected by sensors embedded in the tablet. The stylus incorporates a number of 
buttons for input. The parameters of a digitizer are resolution, accuracy and repeatability. 


The digitizers are available in very large sizes to be used with full size engineering 
drawings. They have a very high resolution. The resolution is measured in terms of 
lines per inch (ІРІ). Digitizers with 2000 ІРІ resolution are commercially available. 


The most common method of using digitizer is for tracing a drawing or a portion 
of the drawing. The drawing to be copied is placed on the digitizer and the stylus is 
used to trace the portions required. Thus, old drawings, maps, etc., can be entered 
into a CAD system. 
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A hard copy i.e. copy on paper of what is displayed on a graphics terminal can be 
obtained by a variety of graphics printers and plotters. The computer graphic output 
device may be thought of as paper and a pen or a pencil. 


(1) Dot Matrix Printers (DMP) and Laser Printers: Dot Matrix Printer is the most 
commonly used printer for text printing. The characters are formed by printing dots 
in a specific manner. The dot matrix printer [fig. 26-2(vi)] can also be used for printing 
of drawings, but the quality of output is poor. 


(2) Pen Plotters [fig. 26-2(v)]: Pen plotters are the simplest output devices for 
CAD. A pen plotter consists of a device to hold the paper. Usually two orthogonal 
motorized carriages hold a pen and move it under computer control. There are three 
inputs to the pen plotter: (i) an X coordinate, (ii) a Y coordinate and (iii) a pen variable. 
The pen variable can specify the pen colour by pen number, the pen to be up (non- 
drawing position) or down (in contact with paper in drawing position). 


The two varieties of plotters are flat-bed and drum plotters. The flat-bed plotter 
is limited by the paper size it can handle. The drum plotter utilizes a continuous roll 
of paper which rolls over the top of the drum. The capacity and capabilities of a plotter 
are evaluated by the size of paper it can handle, resolution, speed of plotting, number 
of pens it can handle, etc. 


(3) Ink-Jet printers/plotters: These are dot matrix printers. The drawing which is 
made up of lines, arcs, characters and symbols is converted into dot form. Then the rows 
of dots are printed across the width of the paper by impelling a tiny jet of ink on the 
surface of paper. The jets are switched on and off at high frequency to create multicolour plots. 


Typically, the resolution is 600 to 900 dots per inch, and each dot is arranged to 
overlap the adjacent ones. This provides a high quality photo-realistic picture. These 
plotters are quiet during operation. These plotters are used for colour plots of drawings, 
shaded images, contour plots and artistic work. 


-. (4) Laser printers: A laser printer rapidly produces high quality text and graphics 
on plain paper. The fastest colour laser printers can print over 100 pages per minute. 
It can write with much greater speed than an ink jet and can draw more precisely, 
without spilling any excess ink. The toner powder of laser printer is cheap and lasts 
a long time compared to expensive ink cartridges. 


sata 


The CAD system creates an environment to prepare drawings interactively. Most CAD 
systems available commercially are menu driven. Commands can either be typed directly 
with the help of a keyboard or can be picked-up from the screen menu or from toolbar 
with the help of a mouse or can be selected from the digitizer menu. Some screen 
menus offer pull-down menus (also referred to as pop-up menus) and dialogue boxes. 


For example, a variety of hatching patterns are displayed on the screen for better 
visualization and selection if a hatching command is chosen. The appropriate hatching 
pattern can be selected with the help of input device. The effect of every command is 
immediately displayed on the screen so that selection and corrections can be done 
interactively and immediately. 
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The major functions to be performed by a computer aided drafting system are: 
(a) Basic set-up of a drawing 

) Drawing the objects 

) Changing the object properties 
) Translating the objects 

) Scaling the objects 
f) Clipping the objects to fit the image to the screen 
(g) Creating symbol libraries for frequently used objects 
(h) Text insertion 

(i) Dimensioning 
(j) Creates various layers (Transparent sheets) 


(k) Allows zoom-in and zoom-out of any components of drawing or complete 
drawing 


(n Creates different numbers of print/plot layouts. 
Some of the features of CAD systems are: 


(1) Modelling and Drafting: The majority of systems provide 2D and 3D modelling 
capabilities. Some low cost CAD systems are dedicated to 2D drafting only. 


(2) Ease of use: The users find CAD systems very easy to learn and use. 


(3) Flexibility: Popular CAD systems provide greater flexibility when configuring 
the available hardware. Hundreds of computers, display devices, expansion boards, 
input and output devices are compatible and configurable with popular softwares. 


(4) Modularity: Standard input and output devices are attached to standard connectors 
thereby making the system modular in nature. 


(5) Low maintenance cost: Little maintenance is needed to keep the system functional. 


Capabilities and versatilities of the drafting system vary depending on the system 
on which they are implemented. AutoCAD, VersaCAD, CADKey, DesignCAD, ZWCAD, 
etc. are few popular commercially available drafting systems in use. These systems 
provide a variety of features required for producing engineering drawings. 


As an example of a popular, low-cost CAD software, we describe here some of the 
fundamental capabilities of AutoCAD. АП these or similar facilities are very much 
desired in any CAD software for it to be useful 


AutoCAD (a product and registered trademark of Autodesk Inc., USA) is a low cost 
yet very effective computer aided design and drafting software. AutoCAD is accepted 
as the industry standard and it is preferred by a large community of CAD users in the 
world. Although AutoCAD is available for a variety of computer systems, majority of 
AutoCAD implementations are available on IBM or compatible personal computers with 
various operating systems. AutoCAD comes with a very large number of user-selectable 
options to support a great variety of commercially available display devices, digitizers, 
mouse, printers and plotters. AutoCAD supports 2D drafting and 3D modelling. 
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The basic drawing entities are lines, polylines (refer to art. 26-5-4 of any width, 
circles, arcs, ellipses and solids. There are many ways of defining a drawing entity, and 
the software always prompts the user for all options. Each drawing entity has an 
associated line-type, colour, layer [refer to art. 26-5- 5(2)1 and thickness. The thickness 
is a property associated with 3D entities. 


Before any drawing is started, the AutoCAD environment must be prepared for 
proper units of measurement, line-type, drawing size, layer, etc. In AutoCAD the 
drawings are always prepared at full scale, and the drawing size can be changed at any 
instant of time by using LIMITS command. 


(1) PIV Intel processor and motherboard 
(2) 160/320 GB Hard disk 


(3 1 GB/2 GB RAM 
(4) Microsoft Window XP Operating system software. 


The default AutoCAD 2010 drawing screen can be divided into four areas such as 
drawing area, command area, menu bar area and tool bar area. The various component 
of Graphical User Interface (GUI) of AutoCAD 2010 is shown in fig. 26-3. 


Standard tool bar Menu bar ager йы Style tool bar 


Properties tool bar 
Modify tool bar 


Draw toolbar 


WCS Icon 
a Command 
prompt window 


Coordinate display 


| | Graphic cursor | | 
POLAR Switch. ZEE S | wu Scroll bar =. 
ee Status bar E 


OSNAP Switch - 


Components of AutoCAD Classic screen of AutoCAD 2010 
FIG. 26-3 


628 Engineering Drawing [Ch. 26 


F1 Online Help | m 
F2 Toggles between Drawing screen to text screen . | 
F3 Toggles between OSNAP | — On and Off 


ҒА Toggles between Tablet es – Оп and Off 
F5 Switches among Isoplanes Top, Right and Left _ | 

F6 Toggles between Coordinates - On and Off 
F7 Toggles between Grid - On and Off 
F8 Toggles between Ortho Mode | ~ Оп and Off 
F9 Toggles between Snap Mode - Оп and Off 
F10 Toggles between Polar Tracking - On and Off 
F11 Toggles between Objects Snap Tracking - On and Off 


(1) Line (Refer module 26-1): A line is specified by giving its 
two endpoints. The LINE command can be used to draw a single 
line or a series of lines with the end-point of one being the start- 
point of the next. When a series of such lines is created, each 
line is treated as a separate entity. To create a closed polygon, 
the user has to type in C (close option) for the To point: prompt. 
This causes the last and the first points to be joined by a line and 
thus cerating a closed boundary. 


(2) Pline (Refer module 26-9, 26-25): Polylines are interesting 
drawing entities. Polylines can include both lines and arcs connected 
at end-points. Thus, a polyline is a single entity with multiple 
segments. The polylines can be straight or curved, can be wide 
(like a TRACE) or tapered. Fillets and chamfers can be added 
where needed on a polyline. Curve fitting and hatching can easily 
be performed on a polyline. 


(3) Polygon (fig. 26-4) (Refer module 26-8, 26-12): A polygon 
is also a polyline with equal length of sides. The regular polygon 
can either be inscribed in a circle or circumscribed about the 
circle. The polygon may also be constructed by specifying the 
length of one side and the number of sides of polygon (called 
edges). In this method a polygon is constructed in anti-clockwise 
direction from the two edge end-points that have been specified. 
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E 
INSCRIBED © CIRCUMSCRIBED EDGE 
aoc T = m mE 
“НС. 26-4 


| (5) Are .(ig. : 26- 5). ). (Refer module 26-8, 26-26, 26-27): . This command is used to 
draw an arc accurately. Usually there are three parameters required for drawing an arc. 
Different ways of drawing circular arcs are: 


(i) 3 point arc: The arc is drawn by specifying three points on the chord of arc. 
ч “Тһе first and third points define the start and end-points of an arc respectively. 


[3 Start, Center: This option needs start point and center point of an arc. The 
third parameter may either be an end- -point, included angle, or length of chord. 


ЕСІ) ‘Start, End: This option asks the user to enter the start and end- -points of an arc. 
The arc is completed by either specifying radius or included angle or center point. 


(1) 3-point arc: Start point, Second point, | Е Е m | i Е 22-9) Center point, Start point, 
End point (2) Center point, Start point, End point Included angle(@) 


Ы 


- (4) Center point, Start point MEE 22 (6) Start point, End point, - 
Length of chord | (6) Start point, End point, Radius Included angle(Q) | 


. Arc definitions 
FiG. 26-5 
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(6) Circle (Refer module 26-5, 26-11, 26-13): There are many ways of drawing a 
circle, the default being the centre point of circle and radius. Either on typing the 
command CIRCLE or selecting it from a menu bar with the help of mouse, all circle 
drawing options are displayed. The options available are: 

(a Center point and Radius : 

(b Center point and Diameter 

(c) 3P: This specifies 3 points on the drumer of a circle. There is a unique 

circle passing through three given non-collinear points. 

(d) 2P: This specifies the end-points of diameter of a circle. 

(e) TTR (Tangent Tangent Radius): This command draws a circle of specified radius 

that is tangent to two lines, circles or arcs. 

(f) ТТТ (Tangent Tangent Tangent): This command draws a circle tangent to three entities. 


(7) Ellipse (Refer module 26-11): An ellipse can be constructed by specifying the 
center point, radial length of major and minor axes. An ellipse can also be constructed 
by specifying end-points of one of its axis and the radial length of Diner axis. 


(8) Donut (fig. 26-6) (Refer module 26-10): The DONUT is a 
special type of polyline which is made up of arc segments. A 
DONUT has two properties: it has width, and it is closed. The 
width of DONUT is set by specifying inside and outside diameters. 
The inside diameter may be zero thereby making it a filled circle. 


| (9) Hatch patterns (Refer module 26-12): The HATCH command Donut examples 
is used to fill up the area using a suitable pattern. The type of FIG. 26-6 
pattern and pattern variables can be chosen from a library of patterns available. The 
hatching will be carried out inside a closed defined area. 


(10) Text (Refer module 26-6): Words, messages and numbers can be inserted as 
required on an engineering drawing. The alphanumeric keyboard is used extensively for 
non-graphical input such as text. The text style, height, text angle, aspect ratio, colour, 
etc. are some of the attributes associated with text. These attributes can be changed 
as per requirements. 

. (11) Rectangle (Refer module 26-6, 26-10): Rectangles are drawn by three methods 

(i) Ву specifying the co-ordinates at the "specify first corner point" prompt 

and at the "specify other corner point" prompt. 

(ii) By entering area of rectangle in current units and specifying length Or 

width of rectangle. For this select "Area" option of rectangle command. 

(iii) By specifying length distance and width distance of rectangle. For this 

select "Dimensions" option of rectangle command. 


(1) Limits (Refer module 26-1 to 26-13): In AutoCAD, drawings are drawn in full 
scale therefore limits are needed to size up a drawing area. The limits are set by 
specifying X and Y co-ordinates of Lower Left Corner (L.L.C.) and Upper Right Corner 
(U.R.C.) of drawing area. By default L.L.C. is set to (0, O) and U. R.C. is set to 
(12, 9) for imperial file and (420, 210) for metric file. 

Note: By changing limits, the drawing display area does not change. It is 

required to use all option of the zoom command to display the limits 
inside the drawing area. 
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(2) Layer (Refer module 26-6, 26-13): A layer can be thought of as a transparent 
sheet on which drawings can be prepared. Drawings can be logically divided into 
different layers, and layers can be selectively displayed either individually or in any 
combination. Each layer is identified by a name. If the drawing becomes too dense 
or complicated, some layers can be turned off so that they do not interfere with the 
work, The drawing can be edited on any one layer at a time, called current layer. The 
colour, linetype and line weight are the properties associated with a layer. This 
controls an entity’s colour, linetype and line weight drawn on that layer. 


(3) Dimensioning (Refer module 26-7): The manufacturing drawing must be dimensioned 
for size and tolerances so that the right information can be conveyed. The appearance and 
size of dimension arrows, size and style of dimension text with or without tolerances, and 
the layer on which dimensions are placed can be controlled by setting dimension variables. 


(4) Object snap (fig. 26-7) (Refer module 26-4): A very useful drawing aid, the 
OSNAP identifies the points on drawing entities that are visible on the screen. For 
example, the start point of an arc can be the endpoint of an existing line. This option 
allows the user to pick-up the points very accurately with respect to drawing displayed. 
Some of the OSNAP modes are: 


У МЕАгеѕї : Closest point on an entity. 
Q CENter : Center of a circle or an arc. 
A MiDpoint : Midpoint of a line or an arc. 
ГІ ENDpoint : Closest endpoint of a line or an arc. 
X INTersection : Intersection of two lines, two arcs, or a line with an arc ог 
| a circle. 
С) TANgent : Tangent to an arc or circle. 
<> Quadrant : Quadrant points will be located for circle and ellipses. 
Pick aperture 
M Pick 
© Pick 
CENter MiDpoint ENDpoint 
Pick 
Pick 
INTersection TANgent QUAdrant 
OSNAP options 
FIG. 26-7 


(5) Zoom (Refer module 26-1): This is the most common method of magnifying a 
portion of current drawing on the screen. The portion of drawing to be zoomed is 
usually selected by a window. A window is identified by picking up the diagonal corners 


of a rectangle around the area of interest. Zoom also helps improving the accuracy of 
drawing hv enlarging the detaile nf rirawino and nrevirdine hattar hand nun nranecinatinn 
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(ii) ROTATE 


| 
j<- MIRROR LINE 


ІШЕ 
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| (ii) COPY (іу) MIRROR 
зови Common drawing editing commands 

| FiG. 26-8 
| aoopentos > Тһе fundamental commands to edit a drawing are: 
| Spes : (1) Move [fig. 26-8(i)]: Moves selected objects to another 
———- location about a base point. 
99 txplode (2) Rotate [fig. 26-8(ii)] (Refer module 26-12): Rotates selected 


objects through a specified angle about a base point. 

(3) Copy [fig. 26-8(iii)] (Refer module 26-6): Creates one or more copies of selected 
objects at another location. The function of COPY command is similar to the MOVE 
command except that it preserves a copy of the objects selected at the original location. 

(4) Mirror [fig. 26-8(iv)] (Refer module 26-8): Creates a mirror image of the selected 
objects about a specified line. 

(5) Array (Refer module 26-10, 26-11): This command creates multiple copies of 
selected objects in rectangular or polar form. This is a form of COPY command. 

(6) Erase (Refer module 26-8): This command deletes the selected entities. А record 
of entities erased is always maintained. The most recent entity can be unerased by 
OOPS command. 

(7) Oops (Refer module 26-14): This command retrieves all objects erased by the 
last Erase and after executing Block or Wblock command. 

(8) Break: This command erases a portion of line, arc, circle or a UD polyline 
between two selected points. 
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(9) Fillet (Refer module 26-5, 26-13): This command is used to create around corner between 
two lines. The lines are shortened or extended to fit a tangent arc of specified radius. FILLET 
works on any combination of two lines, arcs, circles, non-parallel lines, or a single polyline. 


(10) Chamfer (Refer module 26-8): This command works on two lines or a single 
polyline to create a bevelled edge. 


(11) Extend (Refer module 26-11): This command extends the lines, polylines and 
arcs to a boundary edge which can be a line, polyline, arc or circle. A closed polygon 
cannot be extended. When you invoke this command, you will be prompted to select 
the boundary edges. These edges can be lines, polylines, circles, arcs,, ellipse, xllines, 
rays,splines etc. After the boundary edges are selected, you must select each object to 
be extended. An object can be both a boundary edge and an object to be extended. 


(12) Offset (Refer module 26-5): This command creates a parallel single copy of 
line, arc, circle, rectangle, polygon, or 2D polyline at a given offset distance. Each 
offset creates a new entity with the same linetype, color and layer settings. 

(13) Stretch (Refer module 26-12): The STRETCH command can either lengthen 
entities or shorten them, and thus alter their shapes. The centre points of arcs or 
polyline arcs are adjusted accordingly. 

(14) Trim (Refer module 26-5, 26-13): This command trims the objects that extend 
beyondarequired point of intersection. When you invoke this command, you will be prompted to select 
the cutting edges. These edges can be lines, polylines, circles, arcs, ellipse, xlines, rays, 
splines, text, blocks or even viewports. After the cutting edges are selected, you must select 
each objectto be trimmed. An object can be both acutting edge and an objectto be trimmed. 


(15) Scale (Refer module 26-12): The SCALE command allows to shrink or enlarge 
the already existing drawing objects about a base point by specifying a scale factor. 

(16) Pedit: A polyline is a single entity which is made up of a continuous series of line 
and arc segments. The PEDIT commandis exclusively used for editing of polyline properties. 
The selected line, arc and polyline can be added to an existing polyline by a JOIN option. 
A smooth curve passing through all vertices of a polyline can be created by using FIT option. 
Similarly, a spline can also be constructed by using SPLINE option. 

(17) Explode (Refer module 26-6): This command breaks a polyline into its individual 
segments. These segments can then individually be edited, and rejoined again to form 
an edited polyline. 

(18) U (Refer module 26-8): The U command reverses the effects of a series of 
previously used commands and hence allows back-stepping. The REDO command wipes 
out the effect of U command. 

The advanced features of AutoCAD are: 

(1) Built-in programming language AutoLISP provides programming environment 
so that AutoCAD commands can be called along with programs written for 
computations. This is very useful for parametric design and drawing. 

(2) Drawing Exchange Files (DXF) and script files can be used to interface AutoCAD 
with programs written in any other higher level language such as C. DXF and IGES 
file formats allow the exchange of drawing files among various drafting softwares. 

(3) AutoCAD provides techniques to define and extract attributes of entities. This 
feature is used in extracting information from a drawing for processing by 
other programs or to transfer it to a database. 

Note: The commands not explained here above are covered up in the topics 26-6, 
26-7, 26-8 and 26-9 as illustrative modules with on hand explanation. 
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A complete drawing or a part of a drawing can be given a specific name and then stored 
as a block. A collection of such blocks form a library which is very useful for drawing 
purpose. The blocks, also referred to as symbols, can be scaled, rotated or mirrored if 
necessary and inserted into the drawing at the appropriate location e.g. bolt heads to be 
used at different locations in a drawing. Many suppliers of CAD add-on products offer 
symbol libraries of standard mechanical components, electronic components, architectural 
symbols, piping symbols, etc. The block and wblock command groups a number of 
selected entities together and treats them as a single object i.e. single block. Block 
commands saves the group of selected entities with block name and is inserted in the 
file in which it is created, but wblock command saves the group of selected entities as 
a drawing file and can be inserted in any drawing file. The blocks and wblocks can be 
scaled, rotated, stretched or mirrored. The explode command separates the entities of 
block and wblock. 


INSERT (Refer module 26-14): INSERT command is used to insert blocks and 
wblocks in current drawing. Blocks will be inserted only in the drawing file in which 
they created and wblocks will be inserted in any drawing files. 


The following modules (26-1 to 26-14) are self interactive and self learning practice 
modules to generate two dimentional drawings covering all possible 2-D commands. 
The configuration of computer will be as mentioned in art. 26-5-1. 


(1) Absolute coordinate method: In the absolute coordinate method, the points 
are located with respect to the origin (0, 0). The syntax is X, Y. 


Module 26-1. Draw a line diagram as shown in fig. 26-9. Use Absolute Coordinate 
Method. 


To draw a line diargram using Absolute Coordinate Method, follow the steps 
mentioned below. 
(1) Command: LIMITS (|) 
Reset Model space limits: 
Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (, p 
Specify upper right corner <12.0000,9.0000>: 120,90 (, }) 
(2) Command: ZOOM („Рр | | 
Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/Window] «real time>: ALL (р 
Regenerating model. 
(3) Command: LINE (, ]) 
Specify first point: 20,20 (, 1) 
Specify next point or [Undo]: 100,20 (, ]) 
Specify next point or [Undo]: 100,50 Gp 
Specify next point or [Close/Undo]: 90,50 (J) 
Specify next point or [Close/Undo]: 85,65 (D 
Specify next point or [Close/Undo]: 75,65 (P 
Specify next point or [Close/Undo]: 70,50 (. ]) 
Specify next point or [Close/Undo]: 50,50 (, |) 
Specify next point or [Close/Undo]: 50,65 (|) 
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Specify next point or [Close/Undo]: 30,65 (, ]) 
Specify next point or [Close/Undo]: 30,50 (D 0 
Specify next point or [Close/Undo]: 20,50 (, ]) 
Specify next point or. [Close/Undo]: C () 

(4) Save This File As Module 26-1.DWG 


Output of Module 26-1 (fig. 26-9): 


_ MODULE 26-1: ABSOLUTE COORDINATE METHOD 


LO 
со 
e 
LO 
el 
ABSOLUTE COORDINATES OF POINTS P,TO P412 
Рі = 20,20 Ра- 90,50 P7 = 70,50 Pio= 30,65 
P2 = 100,20 Рв - 85,65 Рв = 50,50 Р1і= 30,50 
P3 - 100,50 Рв = 75,85 Ро - 50,65 P122 20,50 
НС. 26-9 


(2) Relative coordinate method: In the relative coordinate method, the displacement 
along the X and Y axis are measured with refrence to the previous point. The syntax is @X, Y. 

Module 26-2. Draw a line diagram as shown in fig. 26-10. Use Relative Coordinate 
Method. 

To draw a line diargram using Relative Coordinate Method, follow the steps 
mentioned below. 
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(1) Command: LIMITS (|) 
Reset Model space limits: 


(2) 


(3) 


(4) 


Specify lower left corner or [ON/OFF] <0.0000,0. 0000>: 
Specify upper right corner <12.0000, 3. 00007: 120, 90 a 


Command: ZOOM (Л 


Specify corner of window, enter a scale factor (nX or nXP), 


[All/Center/Dynamic/Extents/Previous/Scale/Window] «real time>: ALL (J) 
Regenerating model. 
Command: LINE Go 
20,20 (, ) 
[Undo]: (980,0 (, ]) 
[Undo]: (90,30 (, |) 


Specify first 
Specify next 
Specify next 
Specify next 
Specify next 
Specify next 
Specify next 
Specify next 
Specify next 


Specify next 


Specify next 
Specify next 
Specify next 


point: 


point 
point 
point 
point 
point 
point 
point 
point 
point 
point 
point 


point. 


Or 
or 
Or 
Or 
Or 
O 
or 
or 
or 
or 
or 
or 


= 


[Close/Undo]: 
[Close/Undo]: 
[Close/Undo]: 
[Close/Undo]: 
[Close/Undo]: 
[Close/Undo]: 
[Close/Undo]: 
[Close/Undo]: 
[Close/Undo]: 
[Close/Undo]: 


Q-10,0 (|) 
@-5,15 (0) 
@-10,0 (, ]) 


@-5,-1 5 Gp 


@-20,0 (, 
@0,15 (, ) 


@-20,0 (p. 


(00,-15 Gp 
@-10,0 (, ] 
C (p 


Save This File As Module 26-2.DWG 


Output of Module 26-2 (fig. 26-10): 
MODULE 26-2: RELATIVE COORDINATE METHOD 


P12 


30 


Р1 = 


Р1 


20,20 


Р2 - 080,0 
Рз = 090,30. 


RELATIVE COORDINATES OF POINTS P,TO P12 | 
Pio = 9-20,0 


P4 = @~10,0 Pa @-5,-15 
PS = @-5,15 Ра = 0-20,0 Ри = @0,-15 
Pg; Q-100 20 Py = 0045000 


FIG. 26-10 
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Pio = 8-100 | 
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(3) Relative polar coordinate method: In the relative polar coordinate method a 
point is located by defining the direct distance of the point from current point and the 
angle that the direct distance makes with the positive X-axis in counter clockwise 
direction. It's syntax is (direct distance < angle. | 

Module 26-3. Draw a line diagram as shown in fig. 26-11. Use Relative Polar 
Coordinate Method. 


Output of Module 26-3 (fig. 26-11): 
MODULE 26-3. POLAR COORDINATE METHOD 


10.73 20 s 20 € 10 T 


m 
N 
= 
S 
T 
POLAR COORDINATES OF POINTS P4 TO P42 
Ру = 20,20 P, = @10<180 Ру = @15<252 P= @20< 180 
P» = @80<0 Ps = @ 15 < 108 Ра = @ 20 < 180 P= @ 14.27 < 270 
Ps = (830 <90 Pe = @10<180 Po = @14.27<90 Ро= (01073<180 


НІС. 26-11 
To draw а line diargram using Polar Coordinate Method, follow the steps 
mentioned below. 


(1) Command: LIMITS (. ]) 
Reset Model space limits: 
Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (, 
Specify upper right corner <12.0000,9.0000>: 120,90 (, J) 
(2) Command: ZOOM (J) | 
Specify corner of window, enter a scale factor (nX or nXP), ог 
[All/Center/Dynamic/Extents/Previous/Scale/Window] «real time»: ALL (J) 
Regenerating model. 
(3) Command: LINE (р 
Specify first point: 20,20 (J) 
Specify next point or [Undo]: (280«0 (. |) 
Specify next point or [Undo]: @30<90 (I 
Specify next point or [Close/Undo]: @10<180 (J) 
Specify next point or [Close/Undo]: (915<108 (D 
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(4) 


Specify next point or [Close/Undo]: @10<180 (, ]) 
Specify next point or [Close/Undo}: @15<252 (, ]) 
Specify next point or [Close/Undo]: (920<180 (|) 
Specify next point or [Close/Undo]: @14.27<90 (|) 
Specify next point or [Close/Undo]: (920<180 Gp 
Specify next point or [Close/Undo]: @14.27<270 (|) 
Specify next point ог [Close/Undo]: @10.73<180 (, |) 
Specify next point or [Close/Undo]: С 9 

Save This File As Module 26-3.DWG 


Module 26-4. Draw a line diagram as shown in fig. 26-12. Use Object-Snap 
(Osnap) Method. 


To draw a line diargram using Object-Snap (Osnap) Method, follow the steps 
mentioned below. 


(1) 


(7) 


(8) 


Command: LIMITS (1) 

Reset Model space limits: 

Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (, ]) 

Specify upper right corner <12.0000,9.0000>: 120,90 (. ]) 

Command: ZOOM (|) 

Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/Window] «real time»: ALL (, J) 
Regenerating model. 

Command: LINE (J) 

Specify first point: 20,20 (,_]) 

Specify next point or [Undo]: @80<0 (J) 

Specify next point or [Undo]: @45<90 (J) 

Specify next point or [Close/Undo]: н 0 (р 

Specify next point or [Close/Undo]: С (J) 

Press F3 key to Switch ON "OSNAP" if it is OFF 

Command: LINE (J) 

Specify first point: (Get Mouse Near To P5 and CLICK When MIDPOINT magnet gets 
ON) 

Specify next point or [Undo]: (Get Mouse Near To P6 and CLICK When MIDPOINT 
magnet gets ON) 

Specify next point or [Undo]: (, J) 

Command: LINE (J) 

Specify first point: (Get Mouse Near To P7 and CLICK When MIDPOINT magnet gets 
ON) 

Specify next point or [Undo]: (Get Mouse Near To P8 and CLICK When MIDPOINT 
magnet gets ON) 

Specify next point or [Undo]: (, J) 

Command: LINE (J) 

Specify first point: (Get Mouse Near To P1 and CLICK When ENDPOINT magnet gets 
ON) 

Specify next point or [Undo]: (Get Mouse Near To P3 and CLICK When ENDPOINT 
magnet gets ON) 

Specify next point or [Undo]: (J) 

Command: LINE (J) | 

Specify first point: (Get Mouse Near To P2 and CLICK When ENDPOINT magnet gets 
ON) 

Specify next point or [Undo]: (Get Mouse Near To P4 and CLICK When ENDPOINT 
magnet gets ON) 

Specify next point or [Undo]: (J) 

Save This File As Module 26-4.DWG 
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Output of Module 26-4 (fig. 26-12): 
MODULE 26-4: USE OF OBJECT-SNAP (OSNAP) 


USE ABSOLUTE, RELATIVE OR POLAR METHOD TO GET COORDINATES OF P4TO P4 
REST OF THE POINTS SELECT BY OSNAP MAGNETS 


Р1 = 20,20 Рв = (Select Using MIDPOINT magnet ) P1 = (Select Using ENDPOINT magnet ) 
P2 = 080<0 Рв = (Select Using MIDPOINT magnet ) Рз = (Select Using ENDPOINT magnet ) 
P3 = 045<90 P7 = (Select Using MIDPOINT magnet ) P2 = (Select Using ENDPOINT magnet ) 

Q 80 < 180 ( Select Using MIDPOINT magnet ) ( Select Using ENDPOINT magnet ) 


FIG. 26-12 


Module 26-5. Draw a line diagram as shown in fig. 26-13. Use Circle, Offset, 
Тіт and Fillet commands. 


To draw a line diargram using circle, offset, trim and fillet commands, follow 
the steps mentioned below. After executing the commands in sequence, we will get 
the output as shown in fig. 26-13(i) to fig. 26-13(x). 


(1) (Switch ON POLAR switch by Mouse Click or press F10 key} 
(2) Command: LIMITS (, |J) 
Reset Model space limits: 
Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (, f) 
Specify upper right corner <12.0000,9.0000>: 120,90 (. ]) 
(3) Command: ZOOM (|) 
Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/Window] «real time: ALL (, |) 
(4) Command: LINE (Í) 
Specify first point: 20,20 (. J) Y 


Specify next point or [Undo]: 90 (, |) (When 0° POLAR 20 
is ON) A 90 | 11 
20,20 


Specify next point or [Undo]: 20 (, 1) (When 90° POLAR 
is ON) FIG. 26-13(1) 
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(5) 


(6) 


Specify next point or [Close/Undo]: 90 (, ) (When 180° POLAR is ON) 

Specify next point or [Close/Undo]: C (, |) 

Command: OFFSET (. |) 

Specify offset distance or [Through] «Through»: 35 (|) s 
Select object to offset or «exit»: (Select Line L1) ie 
Specify point on side to offset: (Click Mouse Above а) 
Line L1) | 7 
Select object to offset or «exit»: (J) FIG. 26-13(i) 
Command: CIRCLE (, |) 

Specify center point for circle or [3P/2P/Ttr (tan tan radius)]: (Select MIDPOINT 
magnet of L3) 

Specify radius of circle or [Diameter]: D (J) 
Specify diameter of circle: 40 Өй) 
Command: CIRCLE (J) L3 
Specify center point for circle or [3P/2P/Ttr (tan tan 
radius)]: (Select MIDPOINT magnet of L3) 

Specify radius of circle or [Diameter] «20.0000»: D 

(4) өк. 
Specify diameter of circle <40.0000>: 20 (, ]) FIG. 26-13 (11) 
Command: LINE (. |) 

Specify first point: (Select 0° QUADRANT magnet ОТ of 040 Circle) 

Specify next point or [Undo]:(Select PERPENDICULAR magnet on Line L2) 
Specify next point or [Undo]: (J) 

Command: LINE (|) 

Specify first point:(Select 180? QUADRANT magnet Q2 of 040 Circle) 

Specify next point or [Undo]:(Select PERPENDICULAR magnet on Line L2) 
Specify next point or [Undo]: (, J) 


Q2 040 


G20 
Q1 
L2 


(10) Command: OFFSET (. |) 


Specify offset distance or [Through] «35.0000»: 8 
(1) 16 
Select object to offset or «exit»: (Select Line 11) 
Specify point on side to offset: (Click Mouse Above 
Line L1) REN 
Select object to offset or «exit»: (, |) FIG. 26-15(1v) 


(11) Command: OFFSET (. |) 


Specify offset distance or [Through] «8.0000»: 25 (, ]) 

Select object to offset or «exit»: (Select Line L6) 

Specify point on side to offset: (Click Mouse on Right Side of Line L6) 
Select object to offset or «exit»: (Select Line L7) 

Specify point on side to offset: (Click Mouse on Left Side of Line L7) 
Select object to offset or «exit»: Gp 


(12) Command: TRIM (, |) | (5 


Current settings: Projection=UCS, Edge=None 14 12 
Select cutting edges ... TE 17 
Select objects: (Select Line L4) | кей 
Select objects: (Select Line 15) | FiG. 26-13(v) 


Select objects: (, [) 


Select object to trim or shift-select to extend or [Project/Edge/Undo]: (Select Line 12 
from Circle Portion) 


Select object to trim or shift-select to extend or [Project/Edge/Undo]: (4l) 
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(13) Command: TRIM G D 
Current settings: Projection UCS, Edge- None 
Select cutting edges ... L10 — > 
Select objects: (Select Line 19) 
Select objects: (Select Line L10) - 
Select objects: (, ]) 


Select object to trim or shift-select to extend or [Project/ 
Edge/Undo]: (Select Line ІЛ from Arrow Head) 


Select object to trim or shift-select to extend or [Project/Edge/Undo]: (, }) 
(14) Command: FILLET (., ]) 
Current settings: Mode = TRIM, Radius = 0.0000 


g 11 
FIG. 26-13(vi) 


Select first object or [Polyline/Radius/Trim]: R (J) L10 — 719 
Specify fillet radius «0.0000»: 2.5 Cp = 
Select first object or [Polyline/Radius/Trim]: (Select Line E 26-13(vii) 
L8 from Arrow Head) = 
Select second object: (Select Line L10 from Arrow Head) 
(15) Command: FILLET (1) 
Current settings: Mode = TRIM, Radius = 2.5000 
Select first object or [Polyline/Radius/Trim]: (Select TT L9 
Line L8 from Arrow Head) 
Select second object: (Select Line L9 from Arrow Head) 18 
(16) Command: FILLET (, |) FIG. 26-13 (viii) 
Current settings: Mode = TRIM, Radius = 2.5000 
Select first object or [Polyline/Radius/Trim]: R (, J) 
Specify fillet radius «2.5000»: 5 (, 14 L5 


Select first object or [Polyline/Radius/Trim]: (Select Lip L2 
Line 14 from Arrow Head) 


Select second object: (Select Line L11 from Arrow ПОЕ 113 
Неаа) | FIG. 26-13 (ix) 
(17) Command: FILLET (, J) 
Current settings: Mode = TRIM, Radius = 5.0000 
Select first object or [Polyline/Radius/Trim]: (Select Line L5 from Arrow Head) 
Select second object: (Select Line L2 from Arrow Head) 
(18) Command: FILLET (, 
Current settings: Mode = ТКІМ, Radius = 5.0000 
Select first object or [Polyline/Radius/Trim]: (Select 14 L5 
Line L11 from Arrow Head) 111 12 
Select second object: (Select Line 112 from Arrow 
Head) 112 L13 


(19) Command: FILLET (, 1) 
Current settings: Mode = TRIM, Radius = 5.0000 
Select first object or [Polyline/Radius/Trim]: (Select Line L2 from Arrow Head) 
Select second object: (Select Line L13 from Arrow Head) 

(20) Save This File As Module 26-5.DWG 


Output of Module 26-5 (fig. 26-13): 


FIG, 26-13(x) 
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MODULE 26-5: USE OF CIRCLE, OFFSET, TRIM, AND FILLET COMMANDS 


FIG. 26-13 


Module 26-6. Draw a title block as shown in fig. 26-14. Use Layer, Rectangle, 
Explode, Text and Copy commands. 


To draw a line diargram using Circle, Offset, Trim and Fillet commands, follow 
the steps mentioned below. After executing the commands in sequence, we will get 
the output as shown in fig. 26-14(i) to fig. 26-14(vii). 


(1) 


(3) 


Command: LIMITS (J) 

Reset Model space limits: 

Specify lower left corner or [ON/OFF] «0.0000,0.0000»: (, J) 

Specify upper right corner <12.0000,9.0000>: 120,90 (, ]) 

Command: ZOOM (J) 

Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/Window] «real time»: ALL (, J) 
Regenerating model. 

Command: ~ LAYER (. |) 

Enter an option 
[?/Make/Set/New/ON/OFF/Color/Ltype/LWeight/ 
J: NEW ( 

Enter name list for new layer(s): GRID,TXT 
(J) 

Enter an option 
[?/Make/Set/New/ON/OFF/Color/Ltype/LWeight/ 100 
...I:COLOR (J) | A 
New color [Truecolor/COlorbook] : GREEN FIG. 26-144) 
ӨЙ! 

Enter name list of layer(s) for color З (green) «0»: GRID (J) 
Enter an option 
[?/Make/Set/New/ON/OFF/Color/Ltype/LWeight/...]: COLOR (_]) 
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(6) 


(7) 


(8) 


(9) 


(10) Command: LINE (J) 


(11) Command: LINE (, J) 


New color [Truecolor/COlorbook] : MAGENTA (. }) 

Enter name list of layer(s) for color 6 (magenta) «0»: TXT (, 

Enter an option 

[?/Make/Set/New/ON/OFF/Color/Ltype/LWeight/...]: (9) 

Command: RECTANGLE (, ]) 

Specify first corner point or [Chamfer/Elevation/Fillet/Thickness/Width]: 20,20 (, ]) 
Specify other corner point or [Dimensions]: @100,45 (, ]) 

Command: EXPLODE (, |) 


Select objects: (Select Rectangle REC-1) UNE PT /--RECA 
Select objects: (, ]) BLAN NA А 

Use OFFSET апа TRIM Command to sl "umm оў 
complete the Drawing as shown on LE E 
Right Side or n 
Command: ~LAYER (| J) Ea о] 
Current layer: “0” “| at 
Enter an option E 1 


[?/Make/Set/New/ON/OFF/Color/Ltype/ FIG. 26-14(i) 
LWeight...]: SET (, ]) 

Enter layer name to make current «0»: GRID (, J) 

Enter an option 

[?/Make/Set/New/ON/OFF/Color/Ltype/LWeight...]: CD 

Command: LINE (J) 

Specify first point: (Select B1 by ENDPOINT 
Osnap) 

Specify next point or [Undo]: (Select B6 
by Osnap) 

Specify next point or [Undo]: (p - 
Command: COPY (4) 

Select objects: (Select Line 11) 

Select objects: (, ]) 

Specify base point or disp... : (Select B1 by Osnap) 
Specify second point of dis.. : (Select B2 by Osnap) 
Specify second point of dis.. : (Select B3 by Osnap) 
Specify second point of dis.. : (Select B4 by Osnap) 
Specify second point of dis.. : (Select B5 by Osnap) 
Specify second point of dis.. : (Select B6 by Osnap) 
Specify second point of dis.. : (Select B7 by Osnap) 
Specify second point of dis.. : (, J) 


FIG. 26-141) 


Specify first point: (Select B8 by Osnap) 
Specify next point or [Undo]: (Select B9 by 
Osnap) 

Specify next point or [Undo]: (, J) 


Specify first point: (Select B10 by Osnap) 
Specify next point or [Undo]: (Select B11 by 
Osnap) 

Specify next point or [Undo]: (, НС. 26-14 (iv) 
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(12) Command: LINE (I) 
Specify first point: (Select B12 by Osnap) 
Specify next point or [Undo]: @70,7.5 (, |) (Point B13) 
Specify next point or [Undo]: (Select B9 by Osnap) 
Specify next point or [Close/Undo]: (J) 

(13) Command: LINE eu 


Specify first point: (Select B15 by 
Osnap) 


Specify next point or [Undo]: (230,7.5 
(p (Point B16) 


Specify next point or [Undo]: (Select 
B14 by Osnap) 


Specify next point or [Close/Undo]: 
GA 
(14) Command: -LAYER (. |) 
Current layer: “0” 
Enter an option 


[?/Make/Set/New/ON/OFF/Color/Ltype/ FIG. 26-14(v) 
LWeight...]: SET (, p | 


Enter layer name to make current «0»: TXT (J) 
Enter an option 
[?/Make/Set/New/ON/OFF/Color/Ltype/LWeight...]: (J) 
(15) Command: DTEXT (. |) 
Current text style: "Standard" Text height: 0.2000 
Specify start point of text or [Justify/Style]: J (, p 
Enter an option [Align/Fit/Center/Middle/Right/TL/TC/TR/ML/MC/...]: MC (|) 
Specify middle point of text: (Select M1 by Osnap) 
Specify height «0.2000»: 2 (J) 
Specify rotation angle of text «0»: 0 (, ]) 
Enter text: NAME (|) 
Enter text: (, |) 
(16) Command: DTEXT (, |) 


M2 
МЕ L| CHAROTAB.PUBHSHING HOUSE 
a р ааааааааа 


Current text style: "Standard" Text height: жой шаа айы | 

2.0000 Pam 

Specify start point of text or [Justify/Style]: J 

GJ ТЕ 

Enter an option [Align/Fit/Center/Middle/Right/ , 
TL/TC/TR/ML/MC/...]: MC (J) Һе. 26-14(vi) 


Specify middle point of text: (Select M2 by Osnap) 
Specify height <2.0000>: 3 (J) 
Specify rotation angle of text <0>: 0 (. |) 
Enter text: CHAROTAR PUBLISHING HOUSE (, J) 
Enter text: (J) 

(17) Command: DTEXT (, ]) 
Current text style: "Standard" Text height: 2.0000 
Specify start point of text or [Justify/Style]: J (P 
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Enter an option [Align/Fit/Center/Middle/Right/TL/TC/TR/ML/MC/...]: MC (P 
Specify middle point of text: (Select M3 by Osnap) 
Specify height «3.5000»: 3 (, |) 
Specify rotation angle of text «0»: 0 (, 
Enter text: SCALE (P 
Enter text: (4) 
(18) Complete Тһе Text Writing by DTEXT Command 
(19) Command: -LAYER (D ааа 


Current layer: 0 НС. 26-14(vii) 
Enter an option 


[?/Make/Set/New/ON/OFF/Color/Ltype/LWeight/...]: OFF (, |) 
Enter name list of layer(s) to turn off or <select objects»: GRID (P) 
Enter an option 
[?/Make/Set/New/ON/OFF/Color/Ltype/LWeight/...]: (, J) 
(20) Save This File As Module 26-6.DWG 
Output of Module 26-6 (fig. 26-14): 
MODULE 26-6: USE OF LAYER, RECTANGLE, EXPLODE, TEXT AND COPY COMMANDS 


CHAROTAR PUBLISHING HOUSE 


THIS IS MY FIRST 
AUTOCAD DRAWING 


CHAROTAR PUBLISHING HOUSE 
THIS IS MY FIRST 
AUTOCAD DRAWING 


4 


Fic. 26-14 


ditm 


Module 26-7. To generate Dimensions on the given diagram (fig. 26-15). 


To generate Dimensions on the given diagram, follow the steps mentioned 
below. After executing the commands in sequence, we will get the output as shown 
in fig. 26-15(i) to fig. 26-15(iv). 

(1) Open drawing file Module 26-5.DWG (fig. 26-13) 

(2) Command: DIMSCALE (P 

Enter new value for DIMSCALE «1.0000»: 10 C 
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(3) 


(4) 


(6) 


Command: DIMDEC (|) 

Enter new value for DIMDEC «4»: 0 (D 
Command: DIMEXO (|) 

Enter new value for DIMEXO <).0625>: 0.2 (|) 
Command: DIMLINEAR (, |) 


Specify first extension line origin or «select object»: 
(Select B1 by OSNAP) 


Specify second extension line origin: (Select B2 by OSNAP) 
Specify dimension line location or 


[Mtext/Text/Angle/Horizontal/Vertical/Rotated]: (Select Point 
Below B1 or B2) 


Dimension text — 25 
Command: DIMCONTINUE (|!) 


Specify a second extension line origin or [Undo/Select] 
«Select»: (Select B3 by OSNAP) 


Dimension text — 40 


NM 
Ше ш ы 


ІСІ. 26 


НІС. 26-15(1) 


ye 


Fic. 26-T5(ii) 


Specify a second extension line origin or [Undo/Select] «Select»: (Select B4 by 


OSNAP) 


Dimension text = 25 


Specify a second extension line origin or (Undo/Select] «Select»: (, |) 


Select continued dimension: (D 
Command: DIMLINEAR (, ]) 


Specify first extension line origin or «select object»: (Select B4 by OSNAP) 


Specify second extension line origin: (Select B5 by OSNAP) 


Specify dimension line location or 


[Mtext/Text/Angle/Horizontal/Vertical/Rotated]: (Click on Right of B4) 


Dimension text — 20 
Command: DIMBASELINE G D 


Specify a second extension line origin or [Undo/ 
Select] «Select»: (Select B6 by OSNAP) 


Dimension text — 35 


Specify a second extension line origin or [Undo/ 
Select] «Select»: (, |) 


Select base dimension: (р ЕССЕ ВИЕ ЖЕТІСІ В4 
Command: DIMDIAMETER (I) Fic. 26-15(111) 


Select arc or circle: (Select Circle C1) 


Dimension text — 40 


Specify dimension line location or [Mtext/Text/Angle]: (Click Outside C1) 
(10) Command: DIMDIAMETER (|) 


Select arc or circle: (Select Circle C2) 


Dimension text — 20 


Specify dimension line location or [Mtext/Text/Angle]: (Click Outside C2) 
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(11) Command: DIMRADIUS (|) 
Select arc or circle: (Select Arc A1) 
Dimension text — 5 | 


Specify dimension line location or [Mtext/Text/ 
Angle]: (Click Outside A1) | 


(12) Similarly complete the other dimensions. 
(13) Save This File As Module 26-7.DWG 


Output of Module 26-7 (fig. 26-15): 


MODULE 26-7: USE OF DIMENSIONS "С. 26-15(iv) 
z 020 


240 


ж . “лла 2 өзенте - мышы 2 A D ` d ағына 2 mammu i 2 тә 


FIG: 26-15 


Module 26-8. Draw a line diagram as shown in fig. 26-16. Use Polygon, Chamfer, 
Arc and Mirror commands. | 
To draw a line diargram using Polygon, Chamfer, Arc and Mirror commands, 
follow the steps mentioned below. After executing the commands in sequence, we 
will get the output as shown in fig. 26-16(i) to fig. 26-16(v). 
(1) Command: LIMITS (, |) 
Reset Model space limits: 
Specify lower left corner ог [ON/OFF] <0.0000,0.0000>: (, |) 
Specify upper right corner <12.0000,9.0000>: 120,90 ( |) 
(2) Command: ZOOM (|) 
Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/Window] «real time»: ALL (|) 
Regenerating model. 
(3) Command: LINE (, |) 90,65) 
Specify first point: 30,65 (|) 
Specify next point or [Undo]: 20 (, J) (When 0° POLAR 
is ON) 
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Specify next point or [Undo]: 10 (, ) (When 270% POLAR is ON) 
Specify next point or [Close/Undo]: s (р) (When 0° POLAR is ON) 
Specify next point or [Close/Undo]: 10 (, ) (When 90° POLAR is ON) 
Specify next point or [Close/Undo]: 2 (D) (When 0° POLAR is ON) 
Specify next point or [Close/Undo]: (D 
(4) Command: ARC ӨШ) 
Specify start point of arc or [Center]: (Click Point P1 "When ENDPOINT magnet gets 
ON) 
Specify second point of arc or [Center/End]: E (D 
Specify end point of arc: (90,-40 (, |) (Point P2) T: L3 
Specify center point of arc or [Angle/Direction/Radius]: R20 L2 n 


A (р 
Specify included А 180 Gp 
(5) Command: CHAMFER (|) 
(TRIM mode) Current chamfer Dist1 = 0.5000, Dist2 
= 0.5000 
Select first line or iPolyline/Distance/Angle/T NT 
рр Fic. 26-16(ii) 
Specify first chamfer distance «0.5000»: 4 (D 
Specify second chamfer distance «4.0000»: 4 (, 
Select first line or [Polyline/Distance/Angle/Trim/Method]: (Select Line 12) 
Select second line: (Select Line ІЗ) 
(6) Command: СНАМҒЕК (|) 
(TRIM mode) Current chamfer 01511 = 4.0000, 01512 = 4.0000 
Select first line or [Polyline/Distance/Angle/Trim/Method]: (Select Line L3) 
Select second line: (Select Line L4) 
(7) Command: MIRROR (|) L3 
Select objects: (Select Arc A1) 
Select objects: Gp NOM 
Specify first point of mirror line: (Click MIDPOINT 
magnet of Line L3) 
Specify second point of mirror line: (Click When 
270% POLAR is ON) FIG. 26-16 (iii) 
Delete source objects? [Yes/No] <N>: N (, J) 
(8) Command: MIRROR (|) 
Select objects: (Select All Objects in Dotted BOX) [i per с 1 
Select objects: (D E» 
Specify first point of mirror line: (Click MIDPOINT 
of Arc А1) 
Specify second point of mirror line: (Click 
MIDPOINT of Arc A2) 
Delete source objects? [Yes/No] <N>: N Ge» 
(9) Command: POLYGON (|) i | 
Enter number of sides <4>:6( |) 
Specify center of polygon or [Edge]: (Select CENTER — г CENTER Magnet 
magnet of Arc A1) L3 
Enter an option [Inscribed in circle/Circumscribed | 
about circle] <I>: I (1) 
Specify radius of circle: 8 (J) 
(10) Command: MIRROR (|) 
Select objects: (Select Hexagon H1) | 
Select objects: (, ] FIG. 26-16(v) 


Fic. 26-16(iv) 
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Specify first point of mirror line: (Click MIDPOINT of 13) 
Specify second point of mirror line: (Click When 270? POLAR is ON) 
Delete source objects? [Yes/No] <N>: N (,] | 
(11) Command: ERASE (. |) | 
Select objects: ALL (|) 
Select objects: D 
(12) Command: U (, |) 3 
(13) Save This File As Module 26-8. DWG 


Output of Module 26-8 (fig. 26- 16): | 
MODULE 26-8: USE OF POLYGON, CHAMFER, ARC AND MIRROR COMMANDS 


20 20 20 | R20 


D—e 


FiG. 26-16 


Module 26-9. Draw a line diagram as shown in fig. 26-17. Use Polyline command. 
To draw a line diargram using Polyline command, follow the steps mentioned below. 


(1) Command: LIMITS (|) 
Reset Model space limits: 
Specify lower left corner or [ON/OFF] <0. 0000,0.0000>: (, |) 
Specify upper right corner <12.0000,9.0000>: 120,90 (, |) 
(2) Command: ZOOM G D | 
Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/ 
Window] «real time»: ALL (, |) 
Regenerating model. 
(3) Command: PLINE (, |) 
Specify start point: 15,20 („[) - 
Current line-width is 0.0000 D" EEUU 
Specify next point or [Arc/Halfwidth/Length/ ЖЕ <= #  —t™ 
Undo/Width]: WIDTH JA P1(15,20) 
Specify starting width «0.0000»: 0 (D FIG. 26-170) 
Specify ending width «0.0000»: 10 (, ]) | 
Specify next point or [Arc/Halfwidth/Length/...]: 30 GI) ) (When 0% POLAR is ON) 
Specify next point or [Arc/Close/Halfwidth/Length/Undo/Width]: WIDTH (J) 
Specify starting width «10.0000»: 2.5 (I 
Specify ending width «2.5000»: 2.5 (D 
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(4) 


Specify next point or [Arc/Close/Halfwidth/...]: 50 (, ) (When 0° POLAR is ON) 
Specify next point or [Arc/Close/Halfwidth/Length/Undo/Width]: ARC (. |) 

Specify endpoint of arc or 

[Angle/CEnter/CLose/Direction/Halfwidth/...]: 40 (. |) (When 90° POLAR is ON) 
Specify endpoint of arc or 

[Angle/CEnter/CLose/Direction/Halfwidth/Line/Radius/...]: LINE (, |) 

Specify next point or [Arc/Close/Halfwidth/...]: 50 (|) (When 180° POLAR is ON) 
Specify next point or [Arc/Close/Halfwidth/Length/Undo/Width]: WIDTH (, |) 
Specify starting width «2.5000»: 10 (, ]) 

Specify ending width «10.0000»: 0 (J) 

Specify next point or [Arc/Close/Halfwidth/...]: 30 (, ) (When 180% POLAR is ON) 
Specify next point or [Arc/Close/Halfwidth/Length/Undo/Width]: (J) 

Save this File As Module 26-9.DWG 


Output of Module 26-9 (fig. 26-17): 


MODULE 26-9: USE OF POLYLINE COMMAND 
10 WIDTH IDTH 
------ 2.5 WID 


H20 


FiG. 26-17 


Module 26-10. Draw a line diagram as shown in fig. 26-18. Use Donut and 
Rectangular Array, commands. 


To draw a line diargram using Donut and Rectangular Array commands, follow 
the steps mentioned below. After executing the commands in sequence, we will get 
the output as shown in fig. 26-18(i) to fig. 26-18(iii). 


(1) 


(2) 


(3) 


Command: LIMITS (., |) 

Reset Model space limits: | 

Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (J) 

Specify upper right corner <12.0000,9.0000>: 120,90 (J) 

Command: ZOOM (|) 

Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/Window] «real time»: ALL (, |) 


Regenerating model. 100 
Command: RECTANGLE (, }) @100 50-714 
Specify first corner point or [Chamfer/Elevation/Fillet/ | 50 


Thickness/Width]: 10,20 (, J) А 0,20) 
Specify other corner point or [Dimensions]: 
(0100,50 (J) FIG. 26-18(0) 
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(4) Command: DONUT (, J) 


Specify inside diameter of donut <0.5000>: 4 (,]) ài | DONUT 
Specify outside diameter of donut «1.0000»: 6 (, p ol y 

Specify center of donut or «exit»: FROM (J) NUN 

Base point: (Select R1 Point by ENDPOINT magnet) «Offset»: Fic. 26-18 (ii) 


10,10 (|) 

Specify center of donut or «exit»: (, |) 
(5) Command: ARRAY (P 

Select objects: (Select Donut D1) 

Select objects: (, |) 


ric. 26-18 (81) 


= (1) Select Rectangulaar area 


-- (2) Click here and select object 
B m "- | һе, donut 


ql 1 | = 90-04) Enter No. of rows = 3 


| = а " | (3) Enter No. of columns = 5 
| (5) Enter row distance = 15 


e >-(6) Enter column distance = 20 


— 7 1 (7) Finaly click OK 


ric, - IV 
(6) Save this File As Module 26-10.DWG 
Output of Module 26-10 (fig. 26-18): 
MODULE 26-10: USE OF DONUT AND RECTANGULAR ARRAY COMMANDS 


Й “98 о 20 20 10 
un a rM M rM rr 


| COLUMN | COLUMN COLUMN 
ттан 
| OFFSET |“ OFFSET OFFSET 
COLUMN 1 — COLUMN2 . COLUMN3 X COLUMN4 — COLUMNS 
FIG. 26-18 
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Module 26-11. Draw a diagram as shown in fig. 26-19. Use Ellipse and Polar 
Array commands. 


To draw a diargram using Ellipse and Polar Array commands, follow the steps 
mentioned below. After executing the commands in sequence, we will get the 
output as shown in fig. 26-19(i) to fig. 26-19(iii). 


(1) 


(2) 


(3) 


Select objects: (, J) 


Command: LIMITS (. J) 
Reset Model space limits: 
Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (, p 

Specify upper right corner <12.0000,9.0000>: 120,90 (. |) 

Command: ZOOM („р 

Specify corner of window, enter а scale factor (пХ ог пХР), or 
[All/Center/Dynamic/Extents/Previous/Scale/Window] «real time: ALL (D 
Regenerating model. 080 

Command: CIRCLE (|) 

Specify center point for circle or [3P/2P/Ttr (tan 
tan radius)]: 60,45 (р 

Specify radius of circle or [Diameter]: D (, J) 
Specify diameter of circle: 80 (, J) 

Command: CIRCLE (. p 

Specify center point for circle or [3P/2P/Ttr (tan 
tan radius)]: (Select CENTER magnet C1 of 680 
Circle) 

Specify radius of circle or [Diameter] «40.0000»: 
D (П 

Specify diameter of circle «80.0000»: 60 (|) 
Command: ELLIPSE (р 

Specify axis endpoint of ellipse ог [Arc/Center]: С 
(„Р 

Ж center of ellipse: (Select 909 QUADRANT 
Q1 magnet of £60 Circle) 

Specify endpoint of axis: 6 Gp (when 90? POLAR is 
ON) 

Specify distance to other axis or [Rotation]: 3 (|) 
Command: ARRAY Gp 

Specify center point of array: (Select CENTER magnet 
Ci) 

Select objects: (Select Ellipse E1) 


FIG. 26-19(ii) 


| (2) Click here and select object 
| as Ellipse 


* (3) Click here and select 
| Center C] 


» (4) Enter No. of Items i.e. 8 


(5) Finaly click ОК 
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(7) 


(8) 


(9) 


(10) Save This File As Module 26-11.DWG 


Command: DIMSCALE (J) 

Enter new value for DIMSCALE «1.0000»: 10 (|) 
Command: DIMCENTER (, ]) 

Select arc or circle:(Select Circle CR1) 

Command: EXTEND 

Current settings: Projection UCS, Edge- None 
Select boundary edges ... 

Select objects or <select all>: (Select Circle CR1) 
Select objects: (|) 

Select object to extend or shift-select to trim or 
[Fence/Crossing/Project/Edge/Undo]:(Click Right End of 
Line L1) 

Select object to extend or shift-select to trim or 
[Fence/Crossing/Project/Edge/Undo]: (Click Left End of 
Line L1) 

Select object to extend or shift-select to trim or 
[Fence/Crossing/Project/Edge/Undo]: (Click Topt End of 
Line L2) 

Select object to extend or shift-select to trim or 
[Fence/Crossing/Project/Edge/Undo]: (Click Bottom End 
of Line 12) 

Select object to extend or shift-select to trim or 
[Fence/Crossing/Project/Edge/Undo]: (, |) 


FiG. 26-19(v) 


Output of Module 26-11 (fig. 26-19): 


MODULE 26-11: USE OF ELLIPSE AND POLAR ARRAY COMMANDS 


НІС. 26-19 


Module 26-12. Draw a line diagram as shown in fig. 26-20. Use of Hatch, 
Rotate, Stretch and Scale commands. 


To draw a line diargram using Hatch, Rotate, Stretch and Scale commands, 
follow the steps mentioned below. After executing the commands in sequence, we 
will get the output as shown in fig. 26-20(i) to fig. 26-20(vi). 
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(1) 


(4) 


Command: LIMITS (, |) 

Reset Model space limits: 

Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (D 
Specify upper right corner <12.0000,9.0000>: 120,90 (I) 
Command: ZOOM (|) 

Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/Window] «real 
time»: ALL (D 

Command: POLYGON (1) 

Enter number of sides «4»: 5 (|) 

Specify center of polygon or [Edge]: E (D 

Specify first endpoint of edge: 45,40 (D s 
Specify second endpoint of edge: 30 (|) (When 0° ^ (4540) 
POLAR is ON) 30 


Command: BHATCH (, J) т 
Fic. 26-20() 


) Click here to select 
internal point 


) Click here and select 
ANSI31 pattern 


) Enter scale = 10 


) Finally click ОК 


= 


Fic. 26-2007) 
Select internal point: (Click Inside Pentagon) 
Selecting everything visible... 
Analyzing the selected data... 


Analyzing internal islands... | 
Select internal point: (, |) FIG. 26-20tii) 
«Hit enter or right-click to return to the dialog» (, J) 

Command: ROTATE (|) 


Current positive angle in UCS: ANGDIR = counterclockwise 
ANGBASE=0 


Select objects: (Select Pentagon) 

Select objects: (Select Hatch Pattern) 

Select objects: (, J) 

Specify base point: (Select MIDPOINT magnet M1) 
Specify rotation angle or [Reference]: -90 (|) FIG. 26-20(iv) 
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(6 Command: STRETCH (р 
Select objects to stretch by crossing-window or сгоѕѕіпр- 


polygon... 
Select objects: (Click near to S1 and then 
click near to S2) Мо 


Select objects: (J) | © 


со 
Specify base point or displacement: (Select 
ENDPOINT magnet B2) 


Specify second point of displacement or <...>: 86 
40 (|) (When 0° POLAR is ON) 


(7) Command: SCALE (, }) Fic. 26-20(v) 
Select objects: (Select Pentagon) 


Select objects: (Select Hatch Pattern) | | ш 
Select objects: (I) | B | of 
Specify base point: (Select MIDPOINT magnet M2) т 
| | 43 
ЕС 


Specify scale factor or [Reference]: 0.5 (D) 
(8) Save This File As Module 26-12.DWG О | FIG. 26-20(vi) 
Output of Module 26-12 (fig. 26-20): 
MODULE 26-12: USE OF HATCH, ROTATE, STRETCH AND SCALE COMMANDS 


| 30 | 


FIG. 26-20 


Module 26-13. Draw a 2D diagram as shown in fig. 26-21. 


To draw a 2D diargram using the steps mentioned below. After executing the 
commands in sequence, we will get the output as shown in fig. 26-21(i) to fig. 26-21(x). 


(1) Command: LIMITS (. 
Reset Model space limits: 
Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (, J) 
Specify upper right corner «12.0000,9.0000»: 180,135 ( |) 

(2) Command: ZOOM (|) 
Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/....] «real time»: ALL (,] - 
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(3) 


(4) 


(7) 


Command: LTSCALE (J) 

Enter new linetype scale factor <1.0000>: 15 (D 

Command: -LAYER (, ]) 

Enter an option T 
[?/Make/Set/New/ON/OFF/Color/Ltype/LWeight/Plot/Freeze/.. ‚1: NEW (J) 

Enter name list for new layer(s): CENLIN (|) 

Enter an option т 
[2/Make/Set/New/ON/OFF/Color/Ltype/LWeight/Plot/Freeze/.. J: COLOR (|) 
New color [Truecolor/COlorbook] : 41 (, ]) | 

Enter name list of layer(s) for color 41 «0»: CENLIN (I) 

Enter an option 

[?/Make/Set/New/ON/OFF/Color/Ltype/LWeight/Plot/Freeze/...]: LTYPE (I) 

Enter loaded linetype name or [?] «Continuous»: DASHDOT (I) 

Enter name list of layer(s) for linetype "DASHDOT" «0»: CENLIN (I) 

Enter an option 

[?/Make/Set/New/ON/OFF/Color/Ltype/LWeight/Plot/Freezey.. jj: (p 

Command: CIRCLE (J) 

Specify center point for circle or [3P/2P/Ttr (tan tan radius)]: 

90,100 (|) ze 90,100 
Specify radius of circle or [Diameter]: d (D - 026 

Specify diameter of circle: 68 (J) 

Command: CIRCLE ( Gp 

Specify center point for circle or [3P/2P/Ttr (tan tan radius)]: 

90,100 (|) Fic. 26-21(i) 
Specify radius of circle or [Diameter] «3.4000»: d (|) 

Specify diameter of circle «6.8000»: 26 (|) 

Command: LINE (J) 

Specify first point: (Select QUADRANT Magnet Q2 of Circle 268) 

Specify next point or [Undo]: (Type 121 and press enter when 270? Polar is ON) 


Specify next point or [Undo]: (Type 40 and press enter when 0? - 02 
Polar is ОМ) 

Specify next point or [Close/Undo]: (Type 34 and press enter 

when 90? Polar is ON) (|) 
Specify next point or [Close/Undo]: (Type 80 and press enter Ш 
when 180% Polar is ON) 


Specify next point or [Close/Undo]: (Type 34 and press enter 


MM 
when 270? Polar is ON) n 
Specif | | Е1 |= 
pecify next point or [Close/Undo]: (Select ENDpoint Magnet E1) Yl 


Specify next point or [Close/Undo]: (|) 40 | 
Command: FILLET (I) FIG. 26-21 (ii) 


Select first object or [Undo/Polyline/Radius/...]:(Select Line L1 

from Right end) 

Select second object : (Select Line L2 from Right end) T 
Command: FILLET (. |) 

Select first object or [Undo/Polyline/Radius/...]:(Select Line L1 

from Left end) L1 


Select second object : (Select Line 12 from Left end) 
(10) Command: CIRCLE p ME L2 


Specify center point for circle or [3P/2P/...]: (Select MIDpoint 
Magnet M1 of Line L3) FIG. 26-21 (iii) 
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Specify radius of circle or [Diameter] «1.7000»: d 

(, ]) 

s diameter of circle «3.4000»: 16 (|) 
(11) Command: CIRCLE (J) 

Specify center point for circle or [3P/2P/...]: (Select 

MiDpoint Magnet M2 of Line L4) L3 
» Specify radius of circle or [Diameter] «1.7000»: d Мо " 

GI) 


Specify diameter of circle «3.4000»: 16 (J) 


(12) Command: LINE (|) FIG. 26-21 (iv) 
Specify first point: (Select MIDpoint Magnet M3 of 
Arc А1) 


Specify next point or [Undo]: (Type 34 and press 


enter when 180° Polar is ON) 

Specify next point or [Undo]: (J) 
(13) Command: LINE (Cy 

Specify first point: (Select MIDpoint Magnet М4 of 

|». Arc А2) | AD M 

^ Specify next point or [Undo]: (Type 34 and press 

enter when 0? Polar is ON) М4 M3 

Specify next point or [Undo]: (1). 


(14) Command: OFFSET Gp 


Specify offset distance or [Through/Erase/Layer] FIG. 26-21(v 
«Through»: 15 (|) 

Select object to offset or [Exit/Undo] «Exit»: (Select Line L5) 

Specify point on side to offset or [Exit/..] «Exit»: (Click 15.15, 
on Right Side of Line L5) Ie 


Select object to offset or [Exit/Undo] «Exit»: (Select Line L5) 

Specify point on side to offset or [Exit/..] «Exit»: (Click on 

Left Side of Line L5) 

Select object to offset or [Exit/Undo] «Exit»: (J) LS 
(15) Command: FILLET (J) 

Select first object or [Undo/Polyline/Radius/Trim/Multiple]: r 

(4) | 

- fillet radius «0.0000»: 10 (J) 


Select first object or [Undo/Polyline/Radius/...] : (Select аа 

Line 16) 

Select second object or shift-select to apply corner: 

(select Circle CR1) 
(16) Command: FILLET (, |) 

Select first object or [Undo/Polyline/Radius/Trim/Multiple]: 

r (J) 

ы; fillet radius «0.0000»: 10 (|) 

Select first object or [Undo/Polyline/Radius/...] : (Select CRi 

Line 17) 

Select second object or shift-select to apply corner: 

(Select Circle CR1) L7 L6 
(17) Command: TRIM (|) L1 


Current settings: Projection UCS, Edge- Extend 
. Select cutting edges ... 
Select objects or «select all>: (Select Line L1) 
Select objects: (. ]) FIG. 26-21 (vil) 
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Select object to trim or shift-select to extend or 
[Fence/........ /Undo]: (Select Line L6 from below Line L1) 
Select object to trim or shift-select to extend or 
[Fence/........ /Undo]: (Select Line L7 from below Line ІЛ) 17 L6 
Select object to trim or shift-select to extend or | L1 
[Fence/Crossing/Project/Edge/eRase/Undo]: (, }) 

(18) Command: TRIM (P 
Current settings: Projection UCS, Edge- Extend FIG. 26-21 (viii) 
Select cutting edges . | | 
Select objects or «select all>: (Select Line 16) 
Select objects: (Select Line L7) 
Select objects: (J) 
Select object to trim or shift-select to extend or. 17 L6 
[Fence/..]: (Select Line L1 from between Line L6 and L7) L1 L1 
Select object to trim or shift-select to extend or | 
[Fence/Crossing/Project/Edge/eRase/Undo]: р 


(19) Command: LINE (|) FIG. 26-21 (ix) 
Specify first point: (Select QUADRANT Magnet Qi of 
Circle (2968) 


Specify next point or [Undo]: (Select QUADRANT Mesue) 
ОЗ of Circle 68) 


Specify next point or [Undo]: (P 


(20) Select Line L3,L4,L5,L8, L9 and 110 by Mouse and Click 
in Layer tool box and 


select CENLIN a and Press Esc id 


FIG. 26-21(х) 


. (21) Save This File Ас Module 26-13.DWG Module 26-14. Draw 2D diagram 


Output of Module 26-13 (fig. 26-21): | as shown іп fig. 26-22(11) and 
По. 26-220); Using BLOCK and INSERT 
command create assembly as shown tn 
fig. 26-22(vii) 
(1) Use LINE command to draw the 
two given drawings as shown in 
fig. 26-22(ii) and fig. 26-22(iii). 
Use start point (1,1) and (8,1) for 
each respectively. 
(2) Command: BLOCK (, }) 
(1) The Dialog Box Of BLOCK will 
Open as shown in fig. 26-22(i). 
Enter the name 'B' in NAME 
box. Type 8.4 in X box and 2 
in Y box. Select Delete radio 
button and finaly click Select 
Objects button. 
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(3) 
(4) 


(5) 


(6) 


(i) 
(ii) 


На. 26-22 
(2) Select objects: (Select All Objects of an. > 18 
РІМ) Fig. 26-22(iii) = [t b y 
Select objects: (1) E 
(3) Finaly click OK button. ti E. 
Command: OOPS (|) I cape pie NE 8 аы 
Command: INSERT (, }) BODY PIN 
(1) The Dialog Box Of INSERT will Open Fic. 26-22(ii) . Fic. 26-22(111) 
as shown below іп fig. 26-22(iv). | 
(2) Select ‘B’ block from NAME box. Enter 1 in X box. Enter 0 in 
Rotation box. Finaly click OK button. 
| (8.4,1) 
FIG. 26-22(iv) 26-22 FIG. 26-22(vi) 
(3) Specify insertion point or [Basepoint/Scale/ 
Rotate]: (Select MiDpoint М1) 
Similarly Insert Block “В” at MiDpoint M2 and M3 
with X value of 0.5 and Rotation angle of -45° and 
45? respectively. FiG. 26-22 (vii) 


Save this drawing file as Module 26-14.DWG 


Isometric drawings are used to help visualize the shape of an object. It is just 
a two dimensional represention of a 3D drawing in a 2D plane. 

An isometric view is obtained by rotating the object 45? around the imaginary 
vertical axis and then tilting the object upward through a 35 degree and 16 
minute angle. 
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(iii) As shown in fig. 26-23, the three principal axes are AB (30% inclined with 


(iv) 


(1) To set isometric mode (Refer module 26-15, 26-16) 


(i) 


(ii) 


(iii) 


They also make 120° angle with each other. 


horizontal), AC (30? inclined with horizontal) and AD (90? inclined with horizontal). 


Isometric drawings have three principal planes, isoplane 
right, isoplane top and isoplane left as shown in 
fig. 26-23. 


Use the snap command to set the isometric grid 
and snap. The isometric grid lines are displayed at 
30? of the horizontal axis and also set the vertical 
spacing between grid. 


The command sequence is as below: | 
Command: -GRID (, |) FIG. 26-23 
Specify grid spacing or [ON/OFF/...] «1.0000»: 1 (J) 

Command: -GRID (P 

Specify grid spacing or [ON/OFF/...] <1.00000>: ON (, 

Command: -SNAP (|) 

Specify snap spacing or [ON/OFF/.../style..] «0.5000»: 5 (, 

Enter snap grid style [Standard/Isometric] «S»: I (P 

Specify vertical spacing «0.5000»: 1 (P 


The cross hair now will be displayed at an isometric angle. 


(2) fo set Isoplane (Refer module 26-15, 26-16) 


(i) 
(ii) 


(iii) 


There are three orientation of crosshairs, isotop, isoright and isoleft. 


These orientation are set by isoplane command, the sequence is as below: 
Command: ISOPLANE (|) 

Enter isometric plane setting [Left/Top/Rightl «Top»: T (D 

Current Isoplane: Top 


We can also toggle among different isoplanes using the F5 function key. 


(3) Drawing isometric circles (Refer module 26-16) 


(i) 
(ii) 
(iii) 


Isometric circles are drawn in three planes i.e. isotop, isoright and isoleft. 
So first set the isoplane using ISOPLANE command. 


Now use isocircle option of ELLIPSE command to create isometric circle. The 
sequence is as below: 

Command: ELLIPSE G D 

Specify axis endpoint of ellipse or [Arc/Center/Isocircle]: I (P 

Specify centre of isocircle: (Select a point) 

Specify radius of isocircle or [Diameter]: (Enter radius value) 


(4) isometric text (Refer module 26-18) 


(i) 
(ii) 
(Ш) 


Isometric text are created in three isoplanes. 
These text are obliqued at 30? or 330° angle with rotation angle of 30? or 3302. 
The oblique angle and rotation angle for isotext in three planes are given below: 


Oblique angle | Rotation angle 


Top 30 330 
Right 30 30 
Left 330 
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(iv) For this use STYLE command to create two text styles (iso 30 and iso 330) 
having 30% and 330? oblique angle as shown in module 26-18. 


(v) Set the isoplane and use DT (Dynamic Text) command to write text in respective 
plane. 


(5) lsometric dimension (Refer module 26-17) 
(i) Dimension the distance using КОМАШ command. 


(ii) Change the oblique angle of dimension by using oblique option of DIMEDIT 
command. Note: The oblique angle is determined by the angle the extension 
line of the isometric dimension makes with the positive X-axis. 

Module 26-15. Draw a isometric line diagram as shown in fig. 26-24(ii). Use 

Grid, Snap and lsoplane commands. 

(1) Command: GRID (|) 

Specify grid spacing(X) or [ON/OFF/Snap/Major/aDaptive/...] «0.5000»: 1 (|) 

(2) Command: GRID (, ]) 

Specify grid spacing(X) ог [ON/OFF/Snap/Major/aDaptive/...] «1.0000»: ON (|) 

(3) Command: SNAP (|) 

Specify snap spacing or [ON/OFF/Aspect/Style/Type] «0.5000»: STYLE (|) 
Enter snap grid style [Standard/Isometric] «S»: ISOMETRIC (|) 
Specify vertical spacing «0.5000»: (|) 
(4) Command: SNAP (|) 
Specify snap spacing or [ON/OFF/Style/Type] «0.5000»: OFF (|) 
(5) Command: ISOPLANE (|) 
Current isoplane: Right 
Enter isometric plane setting [Left/Top/Right] «Left»: RIGHT (|) 
Current isoplane: Right 
(6) Command: LINE (1) 
Specify first point: 6,1 (1) 
Specify next point or [Undo]: 4 (|) (When 30° POLAR is 
ON) 
Specify next point or [Undo]: 4 (I) (When 90° POLAR is 
ON) | 
Specify next poini ог [Close/Undo]: 4 (, |) (When 210° POLAR P 
is ON) 
Specify next point or [Close/Undol: € (,] - 30° 

(7) Command: ISOPLANE (|) е бү 

Current isoplane: Right FiG. 26-24( 
Enter isometric plane setting [Left/Top/Right] «Left»: 
LEFT (J) 

Current isoplane: Left 

(8) Command: LINE (P 
Specify first point: 6,1 (D 
Specify next point or [Undo]: 4 (, 1) (When 150° POLAR 


is ON) 

Specify next point or [Undo]: 4 б) ) (When 90% POLAR 
і5 ОМ) 

Specify next point ог [Close/Undol: 4 (p (When 330° 
POLAR is ON) 


Specify next point or (Close/Undol: Gp 
(9) Command: ISOPLANE (р 

Current isoplane: Left | 

Enter isometric plane setting [Left/Top/Right] «Top»: TOP C 

Current isoplane: Top 
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(10) Command: LINE T 
Specify first point: (Select ENDPOINT magnet E1) v. у” 
Specify next point or [Undo]: 4 (, ) (When 150° 


POLAR is ON) 

Specify next point or [Undo]: 4 Gp (When 210? 
POLAR is ON) 

Specify next point or [Close/Undo]: (4) 


(11) Command: SNAP (р 


Specify snap spacing ог [ON/OFF/Aspect/Style/Type] 
«0.5000»: STYLE (, ]) 
Enter snap grid style [Standard/Isometric] «S»: 


STANDARD (|) i 
Specify vertical spacing «0.5000»: (, ]) Fic. 26-24(111) 


(12) Command: SNAP (. ]) 


Specify snap spacing or [ON/OFF/Style/Type] «0.5000»: OFF (J) 


(13) Save this File As Module 26-15.DWG 


Module 26-16. Open the file Module 26-15.DWG and create Isocircles in each 
isoplane using Ellipse command. 


(8) 


Open The File Module 26-15.DWG 

Command: GRID («р 

Specify grid spacing(X) ог [ON/OFF/Snap/Major/aDaptive/...] «0.5000»: 1 (, 
Command: GRID (J) 

Specify grid spacing(X) ог [ON/OFF/Snap/Major/aDaptive/...] «1.0000»: ON (|) 
Command: SNAP (Л) 

Specify snap spacing or [ON/OFF/Aspect/Style/Type] <0.5000>: STYLE (|) 
Enter snap grid style [Standard/Isometric] <S>: ISOMETRIC (, ]) 

Specify vertical spacing «0.5000»: (D 


Command: SNAP (. ]) 

Specify snap spacing or [ON/OFF/Style/Type] «0.5000»: 
OFF (.]) 

Command: LINE (I) 

Specify first point: (Select ENDPOINT magnet E1) 
Specify next point or [Close/Undo]: (Select ENDPOINT 
magnet E2) 

Specify next point or [Close/Undo]: (Select ENDPOINT 
magnet E3) 

Specify next point or [Close/Undo]: (, ]) 

Command: ISOPLANE (4) 

Current isoplane: Left | 


Enter isometric plane setting [Left/Top/Right] «Top»: FIG. 26- ae 
TOP (.] 

Current isoplane: Top 

Command: ELLIPSE (|) | 

Specify axis endpoint of ellipse or [Arc/Center/Isocircle]: 
I (,] 

ср center of isocircle: (Select MIDPOINT magnet 
M1 by mouse) 

Specify radius of isocircle or [Diameter]: 1.25 (|) 
Command: ISOPLANE (, ]) 

Current isoplane: Top 

Enter isometric plane setting [Left/Top/Right] «Right»: 
RIGHT (, |) 
Current isoplane: Right FIG. 26-2 5(i1) 
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(10) Command: ELLIPSE Gp 
Specify axis endpoint of ellipse or [Arc/Center/ socircle]: Y (J) 
Specify center of isocircle: (Select MIDPOINT magnet M2 by mouse) 
Specify radius of isocircle or [Diameter]: 1.25 (J 

(11) Command: ISOPLANE Gp 
Current isoplane: Right 
Enter isometric plane setting [Left/Top/Right} ЕТІ LEFT («р 
Current isoplane: Left 

(12) Command: ELLIPSE (|) 
Specify axis endpoint of ellipse or [Arc/Center/ socircle]: I (D 
Specify center of isocircle: (Select MIDPOINT magnet M3 by mouse) 
Specify radius of isocircle or [Diameter]: 1.25 (D 

(13) Command: SNAP (|) 
Specify snap spacing or [ON/OFF/Aspect/Style/Type] «0.5000»: STYLE (J) 
Enter snap grid style [Standard/ sometric] <S>: STANDARD (, ]) 
Specify vertical spacing «0.5000»: (J) 

(14) Command: SNAP (. ]) 
Specify snap spacing or [ON/OFF/Style/Type] «0.5000»: OFF (|) 

(15) Save this File As Module 26-16.DWG 
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Module 26-17. Open the file Module 26-15.DWG and create Aligned dimensions. 


(1) Open the file Module 26-15.DWG 

(2) Command: DIMDEC (|) 
Enter new value for DIMDEC <4>: 1 (|) 

(3) Command: DIMALIGNED GP 
Specify first extension line origin or <select object»: ( (Select 
ENDpoint E1) 
Specify second extension line origin: (Select ENDpoint E2) 
Specify dimension line location or 


[Mtext/Text/Angle]: (Click below line L1) 
Dimension text = 4.0000 
(4) Command: DIMEDIT (J) 
Enter type of dimension editing Home/New/Rotate/Oblique 
«Home»: О (Л) 
Select objects: (Select dimension D1) 
Select objects: (, |) 
Enter obliquing angle (press ENTER for none): 90 (|) 
(5) Command: DIMALIGNED (, |) 
Specify first extension line origin or «select object»: (Select 


НС. 26-2 


ENDpoint E3) M 


Specify second extension line origin: (Select ENDpoint E4) ra 
Specify dimension line location or | а. Tm 
[Mtext/Text/Angle]: (Click Right of line L2) .  , FHG. 26-2611) 
Dimension text = 4.0000 | T a E 
(6) Command: DIMEDIT (|) | | 
Enter type of dimension editing [Home/New/Rotate/Obliquel | 
«Home»: O (,] 
Select objects: (Select dimension D2) 
Select objects: (, |) 
Enter obliquing angle (press ENTER for none): 30 (J) 
(7) Command: DIMALIGNED (I) 
Specify first extension line origin or «select object»: (Select 
E5) | px 
Specify second extension line origin: (Select ENDpoint E6) НІС. 26-26(iii) 
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(8) 


(9) 


Specify dimension line location or ы 
[Mtext/Text/Angle]: (Click Left of line ІЗ) а 
Dimension text = 4.0000 


Enter type of dimension editing [Home/New/Rotate/Oblique] 
«Home»: О (D 

Select objects: (Select dimension D3) 

Select objects: (, |) 


Enter obliquing angle (press ENTER for none): 150 (, |) 
Save this File As Module 26-17.DWG | | M» 
| $0 - 
E: | | FIG. 26-26(iv) 
d ce 
| + 
©! 
ч X 
D3 
0 6 С 
E6 | 
FIG. 26-26(v) FIG. 26-26(vi) 


Module 26-18. Open the file Module 26-15.DWG and create Isotext in each 
plane as shown in fig. 26-27(iii). 


(1) 
(2) 


Open the File Module 26-15.DWG | à 
Command: SNAP (D | 
Specify snap spacing or [ON/OFF/Style/Type] «0.5000»: S (|) 

Enter snap grid style [Standard/Isometric] <I>: I (D 

Specify vertical spacing «0.5000»: (, |) 

Command: SNAP (, ]) 

Specify snap spacing or [ON/OFF/Style/Type] «0.5000»: OFF (I) 

Command: ISOPLANE (, |) 

Current isoplane: Left 

Enter isometric plane setting [Left/Top/Right] «Top»: TOP (I) 

Current isoplane: Top 

Command: -STYLE Gp 

Enter name of text style or [?] «150330»: 15030 (, |) 

Specify full font name or font filename (TTF or SHX) ZROMANS.shx>: ROMANTIC 
(H) 

m height of text or [Annotative] «0.2000»: 0.18 (|) 
Specify width factor «1.0000»: (|) 

Specify obliquing angle «0»: 30 (р 

Display text backwards? [Yes/No] «No»: (D 

Display text upside-down? [Yes/No] «No»: (|) 

Vertical? [Yes/No] «No»: (I) 

“15030” is now the current text style. 

Command: DT Gp Op. 
Current text style: “ISO30” Text height: 0.1800 Annotative: Lo, 

No | “ҰР 
Specify start point of text or [Justify/Style]: J ( 

Enter an option [Align/Fit/Center/Middle/Right/TL/TC/TR/ML/ 

MC/MR/BL/BC/BR]: BC (, J) 

Specify bottom-center point of text: (Select MIDpoint MU 

Specify rotation angle of text «0»: 330 (. |) | 

Enter text: CHAROTAR (J) 

Enter text: (I) | FIG. 26-27(1) 
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(7) Command: ISOPLANE Gp 
Current isoplane: Top 
Enter isometric plane setting [Left/Top/Right] «Right»: RIGHT 
ыр 
Current isoplane: Right 
(8) Command: DT (. ]) 
Current text style: “ISO30” Text height: 0.1800 Annotative: 
Мо 
Specify start point of text or [Justify/Style]: J (J) 
Enter an option [Align/Fit/Center/Middle/Right/TL/TC/TR/ML/ 
MC/MR/BUBC/BR]: BC (. 
Specify bottom-center point of text: (Select MIDpoint М2) Fic. 26-27(ii) 
Specify rotation angle of text «330»: 30 (J) | 
Enter text: HOUSE (. ]) 
Enter text: (, ]) 
(9) Command: ISOPLANE Gp 
Current isoplane: Right 
Enter isometric plane setting [Left/Top/Right] «Top»: FRONT (, ]) 
Current isoplane: Front 
(10) Command: -STYLE 9u 
Enter name of text style or [?] «15030»: 150330 (|) 
Specify full font name or font filename (TTF or SHX) <ROMANS.shx>: ROMANTIC 
бш 
ты" height of text or [Annotative] «0.2000»: 0.18 (р 
Specify width factor <1.0000>: (J 
Specify obliquing angle «30»: 330 (|) 
Display text backwards? [Yes/No] «No»: (J) 
Display text upside-down? [Yes/No] «No»: (J) 
Vertical? [Yes/No] «No»: (J 
“150330” is now the current text style. 
(11) Command: DT (J) / 
Current text style: “150330” Text height: 0.1800 Annotative: 
NO 
Specify start point of text or [Justify/Style]: J (, 
Enter an option [Align/Fit/Center/Middle/Right/TL/TC/TR/ML/ 
MC/MR/BL/BC/BR]: BC (J) 
. Specify bottom-center point of text: (Select MIDpoint МЗ) M | 
Specify rotation angle of text «30»: 330 (I) 3 
Enter text: PUBLISHING (. }) FIG. 26-27 (iil) 
Enter text: (J) 
(12) Command: SNAP G D 

Specify snap spacing or [ON/OFF/Style/Type] «0.5000»: S (J 

Enter snap grid style [Standard/Isometric] <і>: $ C 

Specify snap spacing or [Aspect] «0.5000»: (J) 
(13) Command: SNAP (J) 

Specify snap spacing or [ON/OFF/Aspect/Style/Type] «0.5000»: OFF (|) 
(14) Save this File As Module 26-18.DWG 


It is a process of generating 3D models for analysis, design, drafting, assembly, 
drawing views, realistic look, animation of the assemblies, mass properties, manufacturing 
and simulation. There are three types of 3D modeling. 

(1) 3D Wireframe modelling; (2) 3D Surface modelling (3) 3D Solid modelling. 
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It represents a model by it's edge only. Nothing is between the edges and so 
cannot hide objects that are behind them. Fig. 26-28 shows a simple 3D Wireframe 
model. It is made of 18 lines with four circles represnting the edges of a round hole. 
It gives the look of 3D but it is not real 3D. You | 

cannot apply Boolean operations on them and | 
cannot calculate the mass properties. It can be 
used as skeleton for surface and solid modeling. 


Commonly used 3D command to generate 
3D wire frame model are discussed below: 


(1) VPOINT command: The VPOINT command 
is used to set the viewpoint in 3D space for 
viewing the 3D models. There are basic 4 isometric 
views to set view point. They are given below 
with their coordinates value to set. Enter any of 
this coordinate value against the command prompt. 


FIG. 26-28 


(i} South West Isometric view | —1, -1, 1 
(iB South East Isometric view 1, -1, 1 
(iii) North East Isometric view Me 33 
(iv) North West Isometric view -1, 1, 1 


The command sequence is given below. 


Command : VPOINT (, f) | 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 | 
Specify a view point or [Rotate] «display compass and tripod»: 1, -1, 1 (, |) 
Regenerating model. | | 


(2) UCS Command: The UCS command is used to set a new coordinate system 
by shifting the working XY plane to the desired location. "New" option will create new 
UCS by "3point" or "Zaxis" method and "Move" option will shift the UCS at desired 
location by entering coordinates (X, Y, Z) or using Osnap magnet. The command 
sequence is given below. - | 


Command: UCS (, |) 

Current ucs name: *WORLD* | ! 

Enter an option [New/Move/orthoGraphic/Prev/Restore/.../World] «World»: 
Methods to Locate Points in Space to generate 3D Wireframe Model. 


(1) 3D Absolute Coordinate Method (Refer module 26-19): In this all the points 
in space are specified by distance in X, Y and Z direction from fixed origin (0,0,0) i.e. 
WCS (World Coordinate System) 
Format: X, Y, Z 


(2) 3D Rectangular Coordinate Method (Refer module 26-19): This is relative 
coordinate method. In this the last point in space is treated as temporary origin for the 
immediate next point. 


Format: (Q X, Y, Z 
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(3) 3D Cylindrical Coordinate Method (fig. 26-29) (Refer module 26-20): The 
points for some 3D models such as helix and spirals are entered by using this method. 


Format: D < A, Z 


where D - Point's distance in XY plane from fixed origin 
A - Point's angle оп the XY plane from X axis 
Z = Point's distance from XY plane 


DISTANCE FROM 
XY PLANE 


ALONG Z AXIS 


NC LENGTH OF LINE 


DISTANCE FROM 
ORIGIN (WCS) 


\ ANGLE FROM 
XY PLANE 


ANGLE IN XY PLANE | / ANGLE IN 


XY PLANE 


~A 
FIG. 26-29 FIG. 26-30 


(4) 3D Spherical Coordinate Method (fig. 26-30) (Refer module 26-20): It uses 
a distance and two angles to specify points in space. 


Format: D « HA « VA 


where D = Point's straight line distance from fixed origin 
HA = Point's angle on XY plane from X axis 
VA - Point's vertical angle from XY plane. 


Methods (1) to (4) are explained below vide self interactive module 26-19 and 
module 26-20. 


Module 26-19. To generate 3D Wireframe model as shown in fig. 26-31 using 
3D Absolute Coordinate Method and 3D Rectangular Coordinate Method. 


(1) Command: VPOINT (J) 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (|) 
Regenerating model. 
(2) Command: ZOOM G D 
Specify corner of window, enter a scale factor (nX or 


nXP), or 0,8,0 E 

[All/Center/Dynamic/Extents/Previous/Scale/...] «real 2 

time»: ALL (J) 580 
(3) Command: LINE (J) 0,0,0« ^ 

Specify first point: 0,0,0 (. |) 

Specify next point or [Undo]: 5,0,0 (J) 5,0,0 


Specify next point or [Undo]: 5,8,0 (, |) Fic. 26-31(1) 
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Specify next point ог (Close/Undo]: 0,8,0 (J) 
Specify next point or [Close/Undo]: C (_}) 

(4) Command: LINE (J) 
Specify first point: 5,0,0 (, 1) 
Specify next point or [Undo]: @0,0,4 (, ]) 
Specify next point or [Undo]: (90,2,0 (J) | 
Specify next point or [Close/Undo]: (90,2,-1.5 (J) 
Specify next point or [Close/Undo]: @0,2,1.5 (|) 
Specify next point or [Close/Undo]: @0,2,0 (, ]) 
Specify next point ог [Close/Undo]: (90,0,-4 (D 
Specify next point or [Close/Undo]: (J) 

(5) Command: LINE (|) 
Specify first point: 0,0,0 (, J) 
Specify next point or [Undo]: @0,0,4 (р 
Specify next point or [Undo]: @0,2,0 (, 1) 

. Specify next point or [Close/Undo]: (90,2,-1.5 (|) 
Specify next point or [Close/Undo]: (90,2,1.5 (|) 
Specify next point or [Close/Undo]: @0,2,0 (, f) 
Specify next point or [Close/Undo]: (90,0,-4 (J) 
Specify next point or [Close/Undo]: (J) 


(6) Similarly using LINE Command and Osnap Magnet create 
remaining Lines and complete the diagram. 


(7) Save This File As 3D-WF-1.DWG 


Fic. 26-31 (iii) 


Output of Module 26-19 (fig. 26-31): "u"- Run 
| 5 FIG. 26-31 (iv) 


Мойше 26-20. To generate 3D Wireframe model as shown in fig. 26-32. Using 
3D Cylindrical Coordinate Method and 3D Spherical Coordinate Method. 
(1) Command: LINE (J) 
Specify first point: 0,0,0 (|) 
Specify next point or [Undo]: 8«90,0 (. |) 
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Specify next point or [Undo]: 6<90,3.461 (. |) 
Specify next point or [Close/Undo]: 2«90,3.4641 ( |) 
Specify next point or [Close/Undo]: С (, |) 

(2) Command: UCS (J) 
Current ucs name: *TOP* 


Enter an option [New/Move/orthoGraphic/Prev/...] «World» : FIG. 26-321) 
M (2р | 
Specify new origin point or [Zdepth] «0,0,0» : 
5,0,0 (, J) 


(3) Command: LINE (|) 
Specify first point: 0,0,0 (J) 
Specify next point or [Undo]: 8<90<0 (. ]) Fic: 26-320h 
Specify next point or [Undo]: @4<90<120 (|) 

Specify next point or [Close/Undo]: @4<90<180. (J) 
Specify next point or [Close/Undo]: С (J) 


(4) Using Line command and Osnap magnet complete the 
diagram as shown in fig. 26-32 


(5) Save This File As 3D-WF-2.DWG 


In this modeling the objects are created by use of surfaces attached to 3D Wireframe 
models. The attached surfaces have zero thickness so cannot calculate the mass 
properties. It can hide objects that are behind them. These models are just empty 
shells. The surfaces are flat, with curved and rounded surfaces approximated by 
small rectangular or triangular faces. 


Commands used to create 3D Surface Models: 
(1) Vpoint: Refer detail on page no. 666 
(2) UCS: Refer detail on page no. 666 


(3) SHADEMODE command: The SHADEMODE command generates a simple 
shaded picture of the solids and surface models displayed in the current viewport. It 
will hide all back portion by "Hide" option. "Realistic" and "Conceptual" option will 
shade the model with current color. "3Dwireframe" option will get back the shaded 
model to wireframe model. The command sequence is given below. 


Command: SHADEMODE G D 


Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other]: 
(Select option) 


(4) ELEV command: This command sets elevation and thickness properties for new 
2D wireframe objects such as line, point, circle, polygon, arc etc. Elevation sets the 
starting height of surface in Z direction from XY plane and thickness will give height 
to the surface in Z direction. The command sequence is explained below vide self 
interactive module 26-21. 
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Module 26-21. To generate 3D Surface using ELEV command model as shown 
in fig. 26-33. 


(1) 


(2) 


(8) 


Command: VPOINT (J) 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] «display compass...>: 1,-1,1 (, ]) 
Regenerating model. 

Command: ELEV (|) 

Specify new default elevation «0.0000»: (, J) 

Specify new default thickness «0.0000»: 4 (1) 

Command: CIRCLE (|) 

Specify center point for circle or [3P/2P/Ttr (tan tan radius)]: 0,0 
ФЕ) 

Specify radius of circle or [Diameter]: 4 (_]) 

Command: ELEV (|) 

Specify new default elevation «0.0000»: 4 ()) 

Specify new default thickness «4.0000»: Cp 

Command: POLYGON (1) 

Enter number of sides «4»: 6 (, |) 

Specify center of polygon or [Edge]: 0,0 (|) 


Enter an option [Inscribed in circle/Circumscribed about circle] <і>: (p 
Specify radius of circle: 2 (, ]) 

Command: ELEV (1) 

Specify new default elevation «4.0000»: 8 (|) 
Specify new default thickness «4.0000»: (, ]) 
Command: POINT (J) 

Current point modes: РОМОРЕ=0  PDSIZE- 0.0000 
Specify a point: 0,0 (|) 

Save This File As 3D-SURFACE-ELEV-1.DWG 


(5) 3DFACE command: It is used for making planar unmeshed surfaces that have 
three or four sides. They can hide objects, and can be coloured during rendering and 
shading. The command sequence is explained below vide self interactive module 26-22. 
The edges between the faces are made invisible by invisible option given in the command. 


Module 26-22. То generate surface using 3DFACE command on 3D wireframe 
model as shown in fig. 26-34. 


(1) 


Command: VPOINT (. |) 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 P2 ^. 
Specify a view point or [Rotate] «display compass...>: 
1,-1,1 C 

Regenerating model. 

Create 3D Wireframe as shown in fig. 26-34 

Command: 3DFACE (, }) 


„д 
Specify first point or [Invisible]: (Select Point P1 by Osnap s. 
magnet) FIG. 26-34 


Аті. 


(4) 


(5) 


(6) PFACE command: 
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Computer-Aided Drafting 671 


Specify second point or [Invisible]: (Select Point P2 by Osnap magnet) 

Specify third point or [Invisible] «exit»: (Select Point P3 by Osnap magnet) 
Specify fourth point or [Invisible] <create...>: (Select Point P4 by Osnap magnet) 
Specify third point or [Invisible] «exit»: (Select Point P5 by Osnap magnet) 
Specify fourth point or [Invisible] <create...>: (Select Point P4 by Osnap magnet) 
Specify third point or [Invisible] «exit»: (, J) 

Command: SHADEMODE (р 

Enter an option е ерига таана аве Conceptus Other 
«Conceptual»: R (D — 

Save This File As 3DFACE-1.DWG 


It creates planar surfaces on more than 3 vertices of 3D 


wireframe model. The faces made are tied together as a single object and edges 
between the faces are invisible. The surfaces generated are polyline variation called a 
polyline mesh. The command sequence is explained below vide self interactive module 26-23. 


Module 26-23. То generate suríace using 
model as shown in fig. 


a 


(2) 
(3) 


FACE command on 3D wireframe 
26-35, 


Command: VPOINT (J) 


Current view direction: VIEWDIR=0.0000,0.0000,1.0000 | 


Specify a view point or [Rotate] «display compass...>: 1,-1,1 (|) 
Regenerating model. 
Create 3D Wireframe as shown in fig. 26-35 Poa 


Command: PFACE (|) 
Specify location for vertex 1: (Select P1 by Osnap magnet) 


Specify location for vertex 2 or <define faces>: (Select 

P2 by Osnap magnet) 

Specify location for vertex 3 or <define faces>: (Select 

P3 by Osnap magnet) 

Specify location for vertex 4 or <define faces>: (Select 

P4 by Osnap magnet) FIC. 26-35 
Specify location for vertex 5 or «define faces»: (Select SOS 
P5 by Osnap magnet) 

Specify location for vertex 6 or «define faces»: (P 

Face 1, vertex 1: | 

Enter a vertex number or [Color/Layer]: 1 (, ]) 

Face 1, vertex 2: | 

Enter a vertex number or [Color/Layer] «next face»: 2 (J) 
Face 1, vertex 3: j 

Enter a vertex number or [Color/Layer] «next face»: 3 (, ]) 
Face 1, vertex 4: 

Enter a vertex number or [Color/Layer] «next face»: 4 (D 
Face 1, vertex 5: 

Enter a vertex number or [Color/Layer] «next face»: (P 
Face 2, vertex 1: | 

Enter a vertex number or [Color/Layer]: 1 (J) 

Face 2, vertex 2: 

Enter a vertex number or [Color/Layer] «next face»: 4 (, ]) 
Face 2, vertex 3: 

Enter a vertex number ог [Color/Layer] «next face»: 5 (D) 
Face 2, vertex 4: 

Enter a vertex number or [Color/Layer] «next face»: (, ]) 
Face 3, vertex 1: 

Enter a vertex number or [Color/Layer]: (, ]) 
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(4) Command: SHADEMODE GI) 
Enter an option [2dwireframe/.../Conceptual/Other] «Conceptual»: C (, ]) 
(5) Save This File As PFACE-1.DWG | 


(7) Revolve surface command: REVSURF command creates a polygon mesh surface 
by revolving 2D profile object about an axis. The profile can be open or closed and axis 
will be a line, an open 2D polyline or an open 3D polyline. The command sequence 
is explained below vide self interactive module 26-24. The surfaces are generated by 
the matrix of number of surfaces in longitudinal and latitudunal direction. Their default 
values are 6 x 6 and are controlled by the command Surftab1 and Surftab2. 


Module 26-24. Create revolved surface using REVSURF command as per fig. 26-36. 


(1) Command: VPOINT Gp 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (J 
Regenerating model. 
(2) Command: UCS Gp 
Current ucs name: *WORLD* 
Enter an option [New/Move/orthoGraphic/Prev/Restore/Save/...] «World»: G (J) 
Enter an option [Top/Bottom/Front/BAck/Left/Right] « Top» : me | 
FRONT (, Ј) уе 
(3) Command: РИМЕ (. J) | | 
Specify start point: 4,0 (|) 
Current line-width is 0.0000 
Specify next point or [Arc/Halfwidth/Length/Undo/Width]: 
@-2,4 GC) 
Specify next point or [Arc/Close/Halfwidth/Length/Undo/ 
Width]: 90,2 (, p 
Specify next point or [Arc/Close/Halfwidth/Length/Undo/ 
Width]: @-2,0 (|) 
2 | point or [Arc/Close/Halfwidth/Length/Undo/ Fic. 26-3661 
(4) Command: LINE (J) | 
Specify first point: 0,0 (|) 
Specify next point or [Undo]: 0,6 (J) 
Specify next point or [Undo]: (, p 
(5) Command: SURFTAB1 (P) 
Enter new value for SURFTAB1 «6»: 24 (J) 
(6) Command: REVSURF Gp 
Current wire frame density: SURFTAB1=24 
SURFTAB2 =6 
Select object to revolve: (Select Polyline PL1) 
Select object that defines the axis of revolution: 
(Select Axis Line AL1) 
Specify start angle «0»: (, ]) 
Specify included angle (+=ccw, -=cw) «360»: 
CD НС. 26-36 
(7) Command: SHADEMODE (|) 
Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other] 
«Conceptual»: Н (P 
(8) Save This File As REVOLVESURFACE-1.DWG 
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(8) Tabulated surfaces: TABSURF command creates a polygon mesh surface by 
extruding a defining curve in a direction specified by an existing object. The first object 
to be selected is a path curve (open or closed) and second to be selected is a direction 
vector, must be a line, an open polyline or an open3D polyline. The path curve can be 
a line, circle, arc, 2Dpolyline, 3Dpolyline, ellipse or spline. It uses SURFTAB1 command 
to generate number of surfaces. The command sequence is explained below vide self 
interactive module 26-25. 

Module 26-25. To generate Surface using TABSURF command as per fig. 26-37. 

(1) Command: VPOINT (J) 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (|) 
Regenerating model. 

(2) Command: PLINE (. |) 

Specify start point: 0,0 (J) d 
Current line-width is 0.0000 | у 
5 


Specify next point or [Arc/Halfwidth/Length...]: 
ARC (J) v. 


Specify endpoint of arc or 
[Angle/CEnter/Direction/Halfwidth/Line/Radius/...]: FIG. 26-37(1) 
0,4 (.]) 
Specify endpoint of arc or 
[Angle/CEnter/CLose/Direction/Halfwidth/Line/Radius/...]: (90,4 (. |) 
Specify endpoint of arc or 
[Angle/CEnter/CLose/Direction/Halfwidth/Line/Radius/...]: (, |) 

(3) Command: LINE (. |) 
Specify first point: 0,0 (J) 
Specify next point or [Undo]: @0,0,4 (J) 
Specify next point or [Undo]: (, J) 

(4) Command: SURFTAB1 (J) 
Enter new value for SURFTAB1 «6»: 24 (J) 

(5) Command: TABSURF (,. |) 
Current wire frame density: SURFTAB1=24 
Select object for path curve: (Select Polyline PL1) 


L1 PL1 


Select object for direction vector: (Select Line L1) 
(6) Command: SHADEMODE (, J) FIG. 26-37 


Enter an option [2dwireframe/3dwireframe/3dHidden/ 
Realistic/Conceptual/Other] < Conceptual»: H (J) 


(7) Save This File As TABULATEDSURFACE-1.DWG 


(9) Ruled surfaces: RULESURF command creates a surface between two existing 
2D Curve. Both curve should be open or both should be closed. Curves can be 
a line, 2D or 3D polyline, spline, arc, polygon, ellipse, circle, donuts or even a 
point. It uses SURFTAB1 command to generate number of surfaces. The command 
sequence is explained below vide self interactive module 26-26. 
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Module 26-26. To generate Surface using RULESURF command as per fig. 26-38. 


(1) 


(6) 


(7) 


Command: VPOINT (. |) 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] <display compass and 
tripod>: 1,-1,1 (J) 

Regenerating model. 

Command: LINE (H) 

Specify first point: 0,0 (. ]) 

Specify next point or [Undo]: 0,4 (р | L1 
Specify next point or [Undo]: (P A 
Command: ARC (, |) 

Specify start point of arc or [Center]: 0,0,4 (. |) 

Specify second point of arc or [Center/End]: E (, f) Xo € 

Specify end point of arc: (90,4 (, }) | Fic. 26-38(i) 
Specify center point of arc or [Angle/Direction/Radius]: А 
GI) 

Specify included angle: -180 (J) 

Command: SURFTAB1 (. |) 

Enter new value for SURFTAB1 «6»: 24 (D 
Command: RULESURF (, }) 

Current wire frame density: SURFTAB1=24 

Select first defining curve: (Select Line L1) 

Select second defining curve: (Select Arc A1) 
Command: SHADEMODE (J) 

Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/ 
Conceptual/Other] «Conceptual»: H (, ]) 

Save This File As RULEDSURFACE-1.DWG Fic. 26-38 


(10) Edge surfaces: EDGESURF command creates a polygon mesh surface between 
four boundary 2D curves. The curves can be a lines, arcs, open 2D or 3D 
polylines or splines. Their ends must touch. It uses SURFTAB1 and SURFTAB2 
commands to generate number of surfaces. The command sequence is explained 
below vide self interactive module 26-27 and fig. 26-39. 


Module 26-27. To generate Surface using EDGESURF command as per fig. 26-39. 


(1) 


(2) 


(4) 


Command: VPOINT (J) 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 

Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (р 
Regenerating model. 

Command: LINE (J) 

Specify first point: 0,0 (I) 

Specify next point ог [Undo]: 4,0 (, 
Specify next point or [Undo]: (, 
Command: LINE (. |) 

Specify first point: 0,4 (, }) 

Specify next point or [Undo]: 4,4 GC» ! 
Specify next point or [Undo]: ( 4,0 
Command: ARC (|) = | FIG. 26-39(1) 
Specify start point of arc or [Center]: 0,4 (J) 


Агі. 


(9) 
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Specify second point of arc or [Center/End]: E Gp 

Specify end point of arc: 0,0 (D 

Specify center point of arc or [Angle/Direction/Radius]: A (J) 
Specify included angle: 180 (|) 

Command: ARC (|) | 

Specify start point of arc or [Center]: 4,0 Gh 

Specify second point of arc or 
[Center/End]: E (J) 

Specify end point of arc: 4,4 (_]) 
Specify center point of arc or [Angle/ 
Direction/Radius]: A (J) 

Specify included angle: 180 CD 
Command: SURFTAB1 (. |) 

Enter new value for SURFTAB1 «62: 
24 (|) 

Command: SURFTAB2 (I) 

Enter new value for SURFTAB1 «6-2: 
24 (|) 

Command: EDGESURE (, |) 
Current wire frame density: SURFTAB1=24 SURFTAB2=24 

Select object 1 for surface edge: (Select curve CV1) 

Select object 2 for surface edge: (Select curve CV2) 

Select object 3 for surface edge: (Select curve CV3) 

Select object 4 for surface edge: (Select curve CV4) 

Command: SHADEMODE (J) | 

Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other] 
«Conceptual»: H (. |) 


Су, 


er 
pee 


Kase ев" 
ges асы. ane 


Fic. 26-39 


(10) Save This File As EDGESURFACE-1.DWG 


(11) 3DMESH: 3DMESH command creates a polygon mesh surface of M and N 
direction. If we consider M as number of vertices in X direction then М becomes 
number of vertices in Y direction. The command sequence is explained below vide self 


interactive module 26-28. 
Module 26-28. То generate Surface using 3DMESH command as per fig. 26-40. 


(1) 


Command: VPOINT 9 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 

Specify a view point or [Rotate] «display compass and tripod>: 1,-1,1 (|) 
Regenerating model. 

Create 2D wireframe as shown fig. 26-40(i) 

Command: 3DMESH (|) 

Enter size of mesh in M direction: 3 (J) 

Enter size of mesh in М direction: 3 (J) 


Specify location for vertex (0,0): (Select P1) 
Specify location for vertex (0,1): (Select P2) 
Specify location for vertex (0,2): (Select P3) 
Specify location for vertex (1,0): (Select P4) 
Specify location for vertex (1,1): (Select P5) 
Specify location for vertex (1,2): (Select P6) 
Specify location for vertex (2,0): (Select P7) 
Specify location for vertex (2,1): (Select P8) 
Specify location for vertex (2,2): (Select P9) 
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Fic. 26-40(1) 


(4) Select any line 


Select middle blue box so it will become Red. 


FIG. 26-40 


1 
2 
3. Туре @0,0,7 and press Enter key. 
4. Press Esc key. 

(5) Command: SHADEMODE (J) 


Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other] 
«Conceptual»: Н (JD 


(6) Save This File As 3DMESH-1.DWG 

(12) 3D Standard shaped surface: Eight numbers of standard shapes are available 
in CAD to create 3D basic shaped surfaces. They are Box, Pyramid, Wedge, Dome, 
Dish, Sphere, Cone and Torus. The command sequence for each shape is explained 


below vide self interactive examples. (module 26-29 to module 26-36 and fig. 26-41 to 
fig. 26-48. 


Module 26-29. To generate Surface using BOX option of 3D command as per 
fig. 26-41. 
(1) Command: VPOINT (, J) 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (|) 
Regenerating model. 
(2) Command: 3D (|) 
[Box/Cone/DIsh/DOme/Mesh/Pyramid/Sphere/Torus/Wedge]: BOX (, |) 
Specify corner point of box: 0,0 (I) 
Specify length of box: 8 (D 
Specify width of box or [Cube]: 8 (J) 
Specify height of box: 4 (, J) 


Specify rotation angle of box about the Z axis or [Reference]: Ра 


0 (p c? ч 
(3) Command: SHADEMODE (|) = 


| | қ pix: FIG. 26-41 
Enter ап option [2dwireframe/3dwireframe/3dHidden/Realistic/ 


Conceptual/Other] «Conceptual»: H (, |) 
(4) Save This File As 3DBOXSURFACE-1.DWG 
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fig. 


Module 26-30. To generate Surface using PYRAMID option of 3D command as per 
26-42. 


(1) 


(2) 


(4) 


Command: VPOINT (J) 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] «display compass and 
tripod»: 1,-1,1 (J) 

Regenerating model. 

Command: 3D (J) 

Initializing... 3D Objects loaded. 

Enter an option 
[Box/Cone/DIsh/DOme/Mesh/Pyramid/Sphere/Torus/Wedge]: PYRAMID (J) 
Specify first corner point for base of pyramid: 0,0 (J) 

Specify second corner point for base of pyramid: 8,0 (. J) 


Specify third corner point for base of pyramid: 8,8 ( J) 
Specify fourth corner point for base of pyramid or [Tetrahedron]: 0,8 (J) 


Specify apex point of pyramid or [Ridge/Top]: TOP (|) 


Specify first corner point for top of pyramid: @2,2,4 (|) 
Specify second corner point for top of pyramid: @~2,2,4 (J) 
Specify third corner point for top of pyramid: @-2,-2,4 (J) 
Specify fourth corner point for top of pyramid: (92,-2,4 ( J) 
Command: SHADEMODE (, ) 


Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other] 
«Conceptual»: Н (“) 


Save This File As 3DPYRAMIDSURFACE-1.DWG 


Module 26-31. То generate Surface using WEDGE option of 3D command as per 


(1) 


(2) 


(4) 


. 26-43. 


Command: VPOINT C 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 


Specify a view point or [Rotate] «display compass and 
tripod: 3,-1,1 (|) 


Regenerating model. 
Command: 3D (,] 


[Box/Cone/DIsh/DOme/Mesh/Pyramid/Sphere/Torus/Wedge]: 
WEDGE (J) 


Specify corner point of box: 0,0 (. |) 
Specify length of box: 8 (J) 

Specify width of box or [Cube]: 8 (J) 
Specify height of box: 4 (, p) 

Specify rotation angle of box about the Z axis or [Reference]: 0 (J) 
Command: SHADEMODE (J) 


Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other] 
<Conceptual>: H (, |) 


Save This File As 3DWEDGESURFACE-1.DWG 
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Module 26-32. To generate Surface using SPHERE option of 3D command as per 
fig. 26-44. 


(1) Command: VPOINT (. ]) 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (, |) 
Regenerating model. 

(2) Command: 3D (11) 
Initializing... 3D Objects loaded. 
Enter an option | 
[Box/Cone/DIsh/DOme/Mesh/Pyramid/Sphere/Torus/Wedge]: SPHERE ' 
Ыр | Fic. 26-44 
Specify center point of sphere: 0,0 (|) 
Specify radius of sphere or [Diameter]: 8 (. |) 
Enter number of longitudinal segments for surface of sphere <16>: (D 
Enter number of latitudinal segments for surface of sphere «16»: (, ]) 

(3) Command: SHADEMODE (4) 
Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other] 
«Conceptual»: H (D 

(4) Save This File As 3DSPHERESURFACE-1.DWG 

Module 26-33. То generate Surface using CONE option of 3D command as рег 

fig. 26-45. 


(1) Command: VPOINT С) 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point ог [Rotate] «display compass and tripod»: 1,-1,1 (|) 
Regenerating model. 

(2) Command: 3D (, |) 
Initializing... 3D Objects loaded. 
Enter an option 


[Box/Cone/DIsh/DOme/Mesh/Pyramid/Sphere/Torus/Wedge]: 
CONE (, ]) 


Specify center point for base of cone: 0,0 (, |) 
Specify radius for base of cone or [Diameter]: 4 (, |) 
Specify radius for top of cone or [Diameter] «0»: (, ]) FIG. 26-45 
Specify height of cone: 8 (, ]) 
Enter number of segments for surface of cone «16»: (D 

(3) Command: SHADEMODE (I) 


Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other] 
«Conceptual»: H (|) 


(4) Save This File As 3DCONESURFACE-1.DWG 


Module 26-34. То generate Surface using DOME or DISH option of 3D command 
as per fig. 26-46. 


(1) Command: VPOINT Gp 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (D) 
Regenerating model. 
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(2) 


. [Box/Cone/DIsh/DOme/Mesh/Pyramid/Sphere/Torus/Wedge]: DOME 


(4) 


Command: 3D (|) 
Initializing... 3D Objects loaded. 
Enter an option 


or DISH (,] 
Specify center point of sphere: 0,0 (, ]) 
Specify radius of sphere or [Diameter]: 8 (, |) 


Enter number of longitudinal segments for surface of sphere 
«16»: (р 


Enter number of latitudinal segments for surface of sphere <16>: 3D DISH 


GI FIG. 26-46 
Command: SHADEMODE (, |) 


Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/ 
Conceptual/Other] «Conceptual»: H (D 


Save This File As 3DDOMESURFACE-1.DWG 


Module 26-35. To generate Surface using TORUS option of 3D command as per 
fig. 26-47. | 


(1) 


(3) 


(4) 


. Command: 3D (|) 


Command: VPOINT (J) 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 

Specify a view point or [Rotate] «display compass апа tripod»: 1,-1,1 (|) 
Regenerating model. 


Initializing... 3D Objects loaded. 

Enter an option 
[Box/Cone/DIsh/DOme/Mesh/Pyramid/Sphere/Torus/ 
Wedge]: TORUS (J) 

Specify center point of torus: 0,0 (, |) 

Specify radius of torus or [Diameter]: 8 (J) 
Specify radius of tube or [Diameter]: 2 (, |) 


FIG. 26-47 


Enter number of segments around tube circumference «162: (, |) 


Enter number of segments around torus circumference «16»: (|) 


Command: SHADEMODE Gp 


Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other] 


«Conceptual»: Н (, ]) 
Save This File As 3DTORUSSURFACE-1.DWG 


Module 26-36. To generate Surface using MESH option of 3D command as per 
fig. 26-48. | 


(1) 


(2) 


Command: VPOINT (|) | 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 

Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (J) 
Regenerating model. 

Command: 3D (|) 

Initializing... 3D Objects loaded. 

Enter an option | 
[Box/Cone/DIsh/DOme/Mesh/Pyramid/Sphere/Torus/Wedge]: MESH (|) 
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Specify first corner point of mesh: 0,0 (. |) 
Specify second corner point of mesh: 8,0 (, |) 2 


Specify third corner point of mesh: 8,8 (J) Б 
Specify fourth corner point of mesh: 0,8 (, |) ы » « 
Enter mesh size in the M direction: 4 (J) << 


Enter mesh size in the N direction: 8 (р 
(3) Command: SHADEMODE (Л) 
Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other] 
«Conceptual»: C (|) 
(4) Save This File As MESHSURFACE-1.DWG 


НІС. 26-48 


Solid modeling is the process of building objects that have all the attributes of an 
actual solid object. It has mass, weight, volume, center of gravity, moment of 
inertia etc, in addition to surfaces and edges. We can cut, join and create holes 
and cavities. It is a single object and are used as a part to create assemblies and 
interference check. It eliminates the need for building expensive prototypes and 
makes the product development cycle shorter. The solid model created on the cad 
software are based on a program called the ACIS Geometrical Modeler. So they are 
also called ACIS solids. There are two methods to create solids. 


Method 1: Standard 3D shapes based solids: 


In this method six types of standard shapes available in cad are used to generate 
solids of different shapes. These shapes are Box, Wedge, Cylinder, Cone, Sphere and 
Torus. They are also called primitives. The command sequence for each shape is 
explained below vide self interactive examples (Module 26-37 to Module 26-42 and 
fig. 26-49 to fig. 26-54. 

Module 26-37. To generate 3D Solid box using BOX command as per fig. 26-42(1). 

(1) Command: VPOINT (J) 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (. |) 
Regenerating model. 
(2) Command: ISOLINES (,]) 
Enter new value for ISOLINES «4»: 16 (J) 


(3) Command: BOX (, |) S 
Specify first corner or [CEnter]: 0,0,0 (_]) | EN 
Specify other corner or [Cube/Length]: L (J) 

Specify length: 8 (I) AE SS 
Specify width: 8 (|) d 
Specify height or (2Point]: 4 (, ]) FIG. 26-49 


(4) Command: SHADEMODE (J) 
Enter an option [2dwireframe/3dwireframe/3dHidden/ 
Realistic/Conceptual/Other] «Conceptual»: H (р 
(5) Save This File Ас 3DBOXSOLID-1.DWG 


Module 26-38. То generate 3D Solid wedge using WEDGE command as per fig. 26-50. 


(1) Command: VPOINT Gp 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (|) 
Regenerating model. 
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fig. 


(2) 


(3) 


(4) 


(5) 


Command: ISOLINES (. }) 
Enter new value for ISOLINES «4»: 16 (1) 
Command: WEDGE (D) 


Specify first corner or [СЕпїег]: 0,0,0 (. |) " ki 
Specify other corner or [Cube/Length]: L (. J) TEE Se 
Specify length: 8 (J) a Ca 
Specify width: 8 (P FIG. 26-50 


Specify height or [2Point]: 4 (, J) 
Command: SHADEMODE (, J) 


Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other] 
«Conceptual»: Н (р 


Save This File As 3DWEDGESOLID-1.DWG 


Module 26-39. To generate 3D Solid cylinder using CYLINDER command as per 
26-51. 


(1) 


Command: VPOINT (. J) 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 

Specify a view point or [Rotate] «display compass and tripod>: 1,-1,1 (0) 
Regenerating model. 

Command: ISOLINES (. |) 

Enter new value for ISOLINES «4»: 16 (P 

Command: CYLINDER (J) 

Specify center point of base or [3P/2P/Ttr/Elliptical]: со 

0,0,0 (|) 

Specify base radius or [Diameter]: 4 (J 


. Specify height or [2Point/Axis endpoint]: 8 (J) 


(4) 


(5) 


Command: SHADEMODE (J) R4 


Enter an option [2dwireframe/3dwireframe/3dHidden/ FiG. 26-51 
Realistic/Conceptual/Other] «Conceptual»: Н (J) 


Save This File As 3DCYLINDERSOLID-1.DWG 


Module 26-40. To generate 3D Solid cone using CONE command as per fig. 26-52. 


(1) 


Command: VPOINT (D 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 


Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (, J) 


Regenerating model. 

Command: ISOLINES (P 

Enter new value for ISOLINES «4»: 16 (P 
Command: СОМЕ (|) 

Specify center point of base ог [3P/2P/Ttr/Elliptical]: 0,0,0 
(D 

ы base radius or [Diameter]: 6 (. |) 

Specify height or [2Point/Axis endpoint/Top radius]: 8 
(When cursor is above XY plane) (D 

Command: SHADEMODE (J) 

Enter an option [2dwireframe/3dwireframe/3dHidden/ 
Realistic/Conceptual/Other] «Conceptual»: H (P 
Save This File As 3DCONESOLID-1.DWG 


FIG. 26-52 
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Module 26-41. To generate 3D Solid sphere using SPHERE command as per fig. 26-53. 


(1) 


(2) 


(3) 


(5) 


Command: VPOINT (, }) 

Current view direction:  VIEWDIR-0.0000,0.0000,1.0000 

Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (J) 
Regenerating model. i | 
Command: ISOLINES (J) 

Enter new value for ISOLINES «4»: 16 (J) 

Command: SPHERE (|) | 

Specify center point or [3P/2P/Ttr]: 3 (J) 

Specify radius or [Diameter]: 4 (J) 

Command: SHADEMODE (J) p | 
Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/ 
Conceptual/Other] <Conceptual>: Н (( | —— z 
Save This File As 3DSPHERESOLID-1.DWG 


FiG. 26-53 


Module 26-42. To generate 3D Solid torus using TORUS command as per fig. 26-54. 


(1) 


(4) 


(5) 


Command: VPOINT (, J) | 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 EOS 
Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (0) 
Regenerating model. 

Command: ISOLINES (р 

Enter new value for ISOLINES «4»: 16 (4) 
Command: TORUS (J) 

Specify center point or [3P/2P/Ttr]: 0,0,0 (P 
Specify radius or [Diameter] «1.5000»: 8 (D 
Specify tube radius or [2Point/Diameter] 
«2.0000»: 2 (p 

Command: SHADEMODE (, |) | 

Enter an option [2dwireframe/3dwireframe/3dHidden/ | . 
Realistic/Conceptual/Other] «Conceptual»: Н (J . 
Save This File As 3DTORUSSOLID-1.DWG | 


Method ii: Profile based solids: © 


In this method the following steps are performed. 


(1) 
(2) 
(3) 


(4) 


Create 2D closed profile in XY plane using 2D commands. 
Generate surface on this profile by using REGION command. 


Use EXTRUDE command to provide height to this profile in Z direction OR use 
REVOLVE command to revolve this profile about X or Y axis of UCS and thus 
solid will be created. | 


Finally use SHADEMODE command to get real look of solid. 


Commonly used commands to generate 3D solids are discussed below and their use 
is shown in self interactive module 26-43 to module 26-49. 


(1) VPGINT command: Refer details on page no. 666 
(2) UCS Command: Refer details on page no. 666 
(3) Shademode: Refer details on page no. 669 


Art. 26-9-41 Computer-Aided Drafting 683 


(4) REGION command: Creates regions from the selected 2D closed objects. They 
are the 2D objects with properties of 3D solids. All 3D commands are used on regions 
to generate 3D solids. The command sequence is given below. 

Command: REGION G D 

Select objects: (Select 2D closed objects) 
Select objects: (J) 

1 loops extracted. 

1 Region created. 

(5) EXTRUDE command: The EXTRUDE command creates solids by extruding 2D 
closed single object or region in Z direction of UCS or about a specified path. The 
command sequence is given below. 

Command : EXTRUDE (д) 

Current wire frame density: ISOLINES=4 

Select objects to extrude: 

Select objects to extrude: (, J) 

Specify height of extrusion or [Direction/Path/Taper angle]: (Enter height value) (J) 

(6) REVOLVE command: The REVOLVE command creates solids by revolving 2D 
closed single object or region about an object or X or Y axis of UCS. It can revolve 
only one object at a time. The command sequence is given below. 

Command: REVOLVE (J) 
Current wire frame density: ISOLINES=4 
Select objects to revolve: 
Select objects to revolve: (, ]) 
Specify axis start point or define axis by [Object/X/Y/Z] «Object»: (Select any 
option) (, J) 
Specify angle of revolution or [STart angle] «360»: 360 (, ]) 
(7) BOOLEAN OPERATIONS: 


(i) | UNION: The UNION command combines selected regions or solids by addition. 
The command sequence is given below. 

Command: UNION (D 
Select objects: (Select more than one solid) 
Select objects: (J) 

(ii) SUBTRACT: Тһе SUBTRACT command subtracts one set of solids from another 
set of solids to create holes, cavities etc. The command sequence is given 
below. 

Command: SUBTRACT (, |) 

Select solids, surfaces and regions to subtract from .. 

Select objects: (Select solids to subtract from) 

Select objects: vu, 
Select solids, surfaces and regions to subtract .. 


Select objects: (Select solids to subtract) 
Select objects: (J) 
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(iii) INTERSECT: The INTERSECT command creates composite solids or regions 
from the intersection of two or more solids or regions and removes the areas 
outside of the intersection. The command sequence is given below. 


Command: INTERSECT (|) 
Select objects: (Select more than one solid) 
Select objects: (, ]) 


(8) 3DARRAY command: 3DARRAY can create a kecen array or a Polar array 
of objects in 3D. In Rectangular array we have to specify number of columns (X 
direction), number of rows (Y direction), and number of levels (2 direction). And in 
Polar array we have to select solids and axis about which өни will be arranged. The 
command sequence is given below. 


(i) Command sequence for 3D Rectangular Array 


Command: 3DARRAY (, ]) 

Initializing... 3DARRAY loaded. 

Select objects: (Select solids) 

Select objects: (, ]) | 

Enter the type of array [Rectangular/Polar] cR»: R( Өр 

Enter the number of rows (—) <1>: (Enter Integer value) 

Enter the number of columns (|||) «1»: (Enter Integer value) | 
Enter the number of levels (...) «12: (Enter Integer value) 

Specify the distance between rows (—): (Enter Integer or Real value) 
Specify the distance between columns (| | |): (Enter Integer or Real value) 
Specify the distance between levels (...): (Enter Integer or Real value) 


(ii) Command sequence for 3D Polar Array 


Command: 3DARRAY (J) 

Initializing... 3DARRAY loaded. | 

Select objects: (Select solids) 

Select objects: (, ]) 

Enter the type of array [Rectangular/Polar] «R»: P (P 

Enter the number of items in the array: (Enter Integer value) 

Specify the angle to fill (+=ccw, -=cw) «360»: (, 

Rotate arrayed objects? [Yes/No] «Y»: (J) | 

Specify center point of array: (Select a point on axis) | 

Specify second point on axis of rotation: (Select another point on same axis) 


(9) FILLET on 3D solids: FILLET command is used to round the edges or 
corners of the 3D solid models. This command is used both in 2D and 3D. In 3D 
first we have to select edge of solid to get options of 3D. The command sequence 
is given below. 


Command: FILLET (P 

Current settings: Mode - TRIM, Radius - 0.0000 

Select first object or о DEI Meet edge of solid) 
Enter fillet radius: (Enter radius value) | . 

Select an edge or [Chain/Radius]: (Select another edge to fillet) 

Select ап edge or [Chain/Radius]: (, J) 
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(10) CHAMFER on 3D solids: CHAMFER command is used to create beveled 
edges on edges of solids. This command is used both in 2D and 3D. In 3D first 
we have to select edge of solid to get options of 3D. The command sequence is 
given below. 


Command: CHAMFER Gp | 

(TRIM mode) Current chamfer Dist 1 - 0.0000, Dist 2 - 0.0000 

Select first line or [Undo/Polyline/Distance/Angle/Trim/...]: (Select edge of solid) 
Base surface selection... | | 
Enter surface selection option [Next/OK (current) «OK»: (, p 

Specify base surface chamfer distance: (Enter distance value from base surface) 
Specify other surface chamfer distance «2.0000»: (Enter distance value from other 
surface) 

Select an edge or [Loop]: (Select edges on base surface) 

Select an edge ог [Loop]: (4) 2 


(11) ROTATE3D command: The ROTATE3D command is used to rotate the solids 
about X, Y or Z axis of UCS or about an Object to required angle. Positive angle will 
rotate in counter clock wise direction. The command sequence is given below. 


Command: ROTATE3D (I) | 

Current positive angle: ANGDIR=counterclockwise ANGBASE=0 

Select objects: (Select solids) 

Select objects: (, ]) 

Specify first point on axis or define axis by 
[Object/Last/View/Xaxis/Yaxis/Zaxis/2points]: (Select required option for axis say Z) 
Specify a point on the Z axis <0,0,0>: (Specify base point) 

Specify rotation angle or [Reference]: (Enter angle value) 


(12) MIRROR3D command: Тһе MIRROR3D command is used to mirror the solids 
about a specified plane in the space. The plane can be the 2D object or three planes 
of UCS i.e. XY, YZ, or ZX. The command sequence is given below. 


Command: MIRRORS3D (, |) 

Select objects: (Select solids) 

Select objects: (, p 

Specify first point of mirror plane (3 points) or | 
(Object/Last/Zaxis/View/XY/YZ/ZX/3points] <3points>: (Select required option as mirror 
plane say ZX) 

Specify point on ZX plane <0,0,0>: (Select base point) 

Delete source objects? [Yes/No] <N>: (, p 


(13) SLICE command: The SLICE command is used to slice the selected solid with 
the help of specified plane. Generaly 2D object or three planes of UCS i.e. XY, YZ or 
ZX are selected as slicing plane from options. After slicing, the option will be given to 
retain either or both solids. The command sequence is given below. 


Command: SLICE (J) 

Select objects to slice: (Select solid) 

Select objects to slice: (, 1) 

Specify start point of slicing plane or [planar Object/Surface/Zaxis/View/XY/VZ/ZX/ 
3points] «3points»: (Select required option as slicing plane say ZX) 

Specify a point on the YZ-plane «0,0,0»: (Select the point to slice from) 

Specify a point on desired side or [keep Both sides] «Both»: (Click either side to 
retain one solid or type B to retain both solids) 
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Module 26-43. Draw a three dimensional diagram as shown in fig. 26-55. Use 
3D commands such as Region, Extrude and Subtract. 


To draw a three dimensional diargram using the steps mentioned below. After 
executing the commands in sequence, we will get the output as shown in fig. 26-55(i) 
to fig. 26-55(vii). 


(1) 


(3) 


(8) 


Command: LIMITS GI 
Reset Model space limits: 
Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (D 
Specify upper right corner <12.0000,9.0000>: 120,90 (J) 
Command: ZOOM (D) | 
24 8. 15 6,158, 24 


Specify corner of window, enter а scale | | repe 

factor (nX or nXP), or тч 
| SE | 

[All/Center/Dynamic/Extents/........ ] «real "X | 

time»: ALL бш) 

Create 2D diagram (fig. 26-55(i)) Using 


Pline command, take Coordinate of P1 as 
0,0 


Command: VPOINT Gp P1 100 | 
Current view direction: VIEWDIR = | | а 
0.0000,0.0000,1.0000 FIG. 26-55(i) 

Specify a view point or [Rotate] «display 2 

compass and tripod»: 1,-1,1 (J) 2 


Command: REGION (J) 

Select objects: (Select any Line) 

Select objects: (J) | 

1 loop extracted. FIG. 26-55(ii) 
1 Region created. | 

Command: SHADEMODE (, ]) 


Enter an option [2dwireframe/3dwireframe/3dHidden/ o 
Realistic/Conceptual/Other] «Conceptual»: H Gp 


Command: EXTRUDE (J) 

Current wire frame density: ISOLINES=4 51 

Select objects: (Select any line) 

Select objects: (, |) | НІС. 26-55(iii) 
Specify height of extrusion or [Path]: 40 Gp 

Command: ROTATE3D (D) 


Current positive angle: ANGDIR = counterclockwise 
АМОВА5Е-0 


Select objects: (Select Solid S1) 

Select objects: (J) 

Specify first point on axis or define axis by SD1 
[Object/Last/View/Xaxis/Yaxis/Zaxis/2points]: X (D) FIG. 26-55(iv) 
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Specify a point on the X axis <0,0,0>: (J) 
Specify rotation angle or [Reference]: 90 (|) 
(9) Command: ZOOM Gp 
Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/........ ] «real time»: ALL (|) 
(10) Command: UCS бш), 
Current ucs name: *TOP* 
Enter an option [New/Move/orthoGraphic/...] «World»: M (J) 


Specify new origin point or [Zdepth]<0,0,0>: (Select 
Point SD1) 


(11) Command: CIRCLE (|) 


Specify center point for circle or [3P/2P/Ttr (tan 
tan radius)]: 12,20 ( ) 


Specify radius of circle or [Diameter]: D n 


Specify diameter of circle: 13 Gp 
(12) Command: CIRCLE Gp FiG. 26-55(v) 


Specify center point for circle or [3P/2P/Ttr (tan tan 
radius): -64,20 ( |) | 


Specify radius of circle or [Diameter] «0.6500»: D Gp 
Specify diameter of circle: 13 (J) 
(13) Command: EXTRUDE (J) 
Current wire frame density: ISOLINES—4 
Select objects: (Select Circle C1) 
Select objects: (Select Circle C2) 
Select objects: (, |) 
Specify height of extrusion or [Path]: -40 (J) 
(14) Command: SUBTRACT (, }) 
Select solids and regions to subtract from . 
Select objects: (Select Solid SL1) 
Select objects: (, |) 


at 


FIG. 26-55(vi) 


Select solids and regions to subtract .. 
Select objects: (Select Cylinder CL1) 
Select objects: (Select Cylinder CL2) 
Select objects: (I) 

(15) Command: SHADEMODE GD 


Enter an option [2dwireframe/3dwireframe/3dHidden/Realistic/Conceptual/Other] 
«Conceptual»: C (1) 


(16) Save This File As Module 26-43.DWG 
Output of Module 26-43 (fig. 26-55): 


Fic. 26-55(vii) 
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-44. Dr 
[All/Center/Dynamic/Extents/Previous/Scale/Window] <real time> 


Reset Model space lim 
Regenerating model. 


Module 26 
(1) Command 
Specify corner of window, enter a scale factor (nX or nXP), or 


3D commands 
To draw a three dimensional diargram us 


executing the commands in sequence, we w 


to fig. 26-56(iv) 
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(3) Using PLINE Command Create 2D 
diagram (fig. 26-56(i)), take co-ordinate 
of P1 0,0 

(4) Command: VPOINT (4) 
Current view direction: VIEWDIR = MP C S 
0.0000,0.0000,1.0000 u — P1 (0,0) 
Specify a view point or [Rotate] «display js quote c FIGs 26-5610 
compass and tripod»: 1,—1,1 (1) DES 


40 1010 


Regenerating model. y QUEUE dup d LU 
(5) Command: REGION (,_]) E Е E Т | 2 v 2 p 
Select objects: (Select any Line) T 
Select objects: GD 
1 loop extracted. | 
1 Region Села 
(6) Command: SHADEMODE GD 


Enter an option [2dwireframe/3dwireframe/ FIG. 26-56(1) 
3dHidden/Realistic/...] «Conceptual»: Н D 


(7) Command: REVOLVE (, ]) 
Current wire frame density: ISOLINES=4 
Select objects to revolve: (Select any Line) 
Select objects to revolve: (, ]) 


Specify axis start point or define axis by [Object/ 
Х/Ү/21 «Object»: X (,]) 


Specify angle of revolution or [STart angle] <360>: 
360 (1) 


(8) Command: ZOOM (|) 


Specify corner of window, enter a scale factor u 
(nX or nXP), or | | FIG. 26-56(11) 


E1 


[All/Center/Dynamic/Extents/Previous/Scale/ 
Window] «real time»: ALL (. ]) 


(9) Command: FILLET (|) 
Current settings: Mode = TRIM, Radius = 0.0000 


Select first object or [Polyline/Radius/Trim]: (Select 
Edge Е1) 


Enter fillet radius: 6 (D 
Select an edge or [Chain/Radius]: (1) 
1 edge(s) selected for fillet. 

(10) Command: SHADEMODE (I) 


Enter an option [2dwireframe/3dwireframe/ © ^ - FIG. 26-56(iv) 
3dHidden/Realistic/..] «Conceptual»: C (p — | 


(11) Save this File as Module 26-44.DWG 
Output of Module 26-44 (fig. 26-56): 
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MODULE 26-44: USE OF 3D COMMANDS REGION, REVOLVE AND FILLET 


40 40 100 40 140 
I—————— R6 
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mS 8 Б 
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FiG. 26-56 


эмр 


Module 26-45. Draw a three dimensional diagram as shown in fig. 26-57. Use 
3D commands such as Region, Extrude and Union. 

To draw a three dimensional diargram using the steps mentioned below. After 
executing the commands in sequence, we will get the output as shown in fig. 26-57(i) 
to fig. 26-57(ix). 

(1) Command: LIMITS (|) 

Reset Model space limits: 
Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (D) 
Specify upper right corner <12.0000,9.0000>: 600,450 (|) 
(2) Command: ZOOM (|) 
Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/Window] | 
«real time»: ALL (, [) 100 
. . Regenerating model. | (9100,50 | 
(3) Command: RECTANGLE (, J) E 
i 


Specify first corner point or [Chamfer/Elevation/Fillet/ 
Thickness/Width]: 0,0 (J) 


Specify other corner point or [Dimensions]: 0,0 
(2100,50 ( |) FIG. 26-578) 
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(4) 


(7) 


(9) 


(11 


— 


Command: VPOINT (, ]) L2 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 2 т 


Specify a view point ог [Rotate] «display compass 
and tripod»: 1,-1,1 (D 


Regenerating model. 


Command: FILLET (|) А 

Current settings: Mode = TRIM, Radius = 0.0000 FIG. 26-57 (ii) 
Select first object or [Polyline/Radius/Trim]: R (J) 2 

Specify fillet radius «0.0000»: 25 9 

Select first object or [Polyline/Radius/Trim]: (Select L1) 

Select second object: (Select L2) у 
Command: FILLET (_]) 

Current settings: Mode = TRIM, Radius = 25.0000 FIG. 26-57 (iii) 


Select first object or [Polyline/Radius/Trim]: (Select 12) 
Select second object: (Select 13) | 
Command: CIRCLE (|) C1 


Specify center point for circle or [3P/2P/Ttr (tan tan radius)]: 
(Select CENTER magnet C1) 


Specify radius of circle or [Diameter]: D (J 
Specify diameter of circle: 24 (|) 

Command: EXTRUDE (, ]) 

Current wire frame density: ISOLINES=4 
Select objects to extrude: (Select Rectangle R1) 
Select objects to extrude: (J) 


Specify height of extrusion or [Direction/Path/ 
Taper angle] «40.0000»: 40 (|) 


Command: EXTRUDE (J) 

Current wire frame density: ISOLINES=4 
Select objects to extrude: (Select Circle CR1) 
Select objects to extrude: (J) 


Specify height of extrusion or [Direction/Path/ 
Taper angle] «40.0000»: 70 (|) 


Command: ZOOM (J) 


Specify corner of window, enter a scale factor (nX FiG..26-57(v) 
or nXP), or 


[All/Center/Dynamic/Extents/Previous/Scale/Window] 
«real time»: ALL (. |) 


Regenerating model. 

Command: SUBTRACT (, |) 

Select solids, surfaces and regions to subtract from .. 2 

Select objects: (Select Solid 3D Box S1) 

Select objects: (|) 

Select solids, surfaces and regions to subtract .. 

Select objects: (Select Solid 3D Cylinder S2) 

Select objects: (J) FIG. 26-571) 


(024 


CR1 


FIG. 26-57 (iv) 
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(12) Command: UCS (D 
Current ucs name: *WORLD* 
Enter an option [New/Move/orthoGraphic/Prev/.../World] «World» : G (, J) 
Enter an option [Top/Bottom/Front/BAck/Left/Right] «Top»: RIGHT (|) 
(13) Command: UCS (Л) 
Current ucs name: *RIGHT* 
Enter an option [New/Move/orthoGraphic/Prev/.../World] «World»: M Gp 


Specify new origin point or [Zdepth]<0,0,0>: (Select 
ENDPOINT magnet E1) 


(14) Command: CIRCLE (J) 


Specify center point for circle or [3P/2P/Ttr (tan tan radius)]: 
2P („[) 


Specify first end point of circle's diameter: (Select MIDPOINT 
magnet M2) 


Specify second end point of circle's diameter: (Select 
MIDPOINT magnet M3) FIG. 26-57(vii) 


(15) Command: EXTRUDE (|) 


Current wire frame density: 
ISOLINES «4 


Select objects to extrude: (Select Circle 
CR2) 


Select objects to extrude: (, J) 


Specify height of extrusion or [Direction/ 
Path/Taper angle]<40.0000>: 150 (|) 


(16) Command: ZOOM (|) 


Specify corner of window, enter a scale 
factor (nX or nXP), or 


FIG. 26-57 (viil) 
[All/Center/Dynamic/Extents/Previous/ 
Scale/Window] «real time»: ALL (J) 
(17) Command: UNION (J) | 
Select objects: (Select Solid $3) 
Select objects: (Select Solid S4) 
Select objects: (, J) 
(18) Command: SHADEMODE (, }) 


Enter an option [2dwireframe/3dwireframe/ 
3dHidden/Realistic/...] «Conceptual»: 


c) 


(19) Save this File As Module 26-45.DWG 


Output of Module 26-45 (fig. 26-57): FIG. 26-57 (ix) 
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MODULE 26-45: USE OF 30 COMMANDS REGION, EXTRUDE, SUBTRACT AND UNION 


G24 240 


R25 — ie 


40 


| FIG. 26-57 


Module 26-46. Draw a three dimensional diagram as shown in fig. 26-58. Use 
3D Polar Array. 


To draw a three dimensional diargram using the steps mentioned below. After 
executing the commands in sequence, we will get the output as shown in fig. 26-58(i) 
to fig. 26-58(vi). 


0) 


(2) 


(3) 


Command: LIMITS (, |) 

Reset Model space limits: 

Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (, |) 
Specify upper right corner <12.0000,9.0000>: 120,90 (|) 
Command: ZOOM (.]) 

Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/Window] «real ОН! 
time»: ALL (, | EM 2100 
Command: VPOINT Gp 

Current view direction: VIEWDIR-O. 0000, 0. 0000, 1 0000 

Specify a view point or [Rotate] «display compass and. 

tripod>: 1,-1,1 Gp 

Regenerating model. | | FIG. 26-58(1) 
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(4) 


(10) Command: SUBTRACT (| J) 


(11) Command: ZOOM Gp 


| «50.0000»: D (J) 


Command: ZOOM (J) 
Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Center/Dynamic/Extents/Previous/Scale/Window] «real time»: ALL 
Regenerating model. 
Command: CIRCLE (. |) CL1 
Specify center point for circle or [3P/2P/Ttr (tan tan 
radius)]: 0,0 (|) | 
Specify radius of circle or [Diameter]: D (J) 
Specify diameter of circle: 100 (J) 
Command: EXTRUDE (Л) | 
Current wire frame density: ISOLINES=4 
Select objects to extrude: (Select Circle СКТ) 
Select objects to extrude: ( ] - 

Specify height of extrusion or [Direction/Path/ 
Taper angle]<40.0000>: -20 (|) 
Command: CIRCLE (|) 

Specify center point for circle or [3P/2P/Ttr 
(tan tan radius)]: 0,0 (|) 

Specify radius of circle or [Diameter] 


CL1 


Specify diameter of circle «100.0000»: 70 (J) 
Command: CYLINDER („р 

Specify center point of base ог [3P/2P/Ttr/ 
Elliptical]: (Select QUADRANT Q1 of 070 
circle) 

Specify base radius or [Diameter]: D (D 
Specify diameter: 20 (, ]) 

Specify height or [2Point/Axis endpoint] 
<-20.0000>: -40 (,]) 

Command: 3DARRAY (J) 

Initializing... 3DARRAY loaded. 

Select objects: (Select Cylinder CL2) 

Select objects: (J) 

Enter the type of array [Rectangular/Polar] «R»: 
P (LD) 

Enter the number of items in the array: 4 (|) 
Specify the angle to fill (+=ccw, -=cw) <360>: 
4) | 

5; arrayed objects? [Yes/No] «Y»: (| 
Specify center point of array: 0,0,0 (|) 
Specify second point on axis of rotation: 0,0,40 (|) 
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Select solids, surfaces and regions to subtract from . 
Select objects: (Select Cylinder CL1) 

Select objects: (J) 

Select solids, surfaces and regions to subtract .. 
Select objects: (Select Cylinder CL2) 

Select objects: (Select Cylinder CL3) "P е 
Select objects: (Select Cylinder СІ4) Af. 
Select objects: (Select Cylinder CL5) 
Select objects: (, |) 


Specify corner of window, enter a scale factor (nX or nXP), or 


[All/Center/Dynamic/Extents/...] «real time»: ALL (J) |. Fu. 26-58(vi) 
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(12) Command: SHADEMODE Gp | | 
Enter an option [2dwireframe/3dwireframe/.../Conceptual/...] «Conceptual»: С (, |) 
(13) Save this File As Module 26-46.DWG 


Output of Module 26-46 (fig. 26-58): 


MODULE 26-46: USE OF 3D POLAR ARRAY 


4 NOS. 020 HOLES ON 70 P.C.D. 


НС. 26-58 


Module 26- 47. Draw a three dimensional diagram as shown in fig. 26-59. Use 
3D Rectangular Array. 


To draw a three dimensional diargram using the steps mentioned below. After 
executing the commands in sequence, we will get the output as shown in fig. 26-59(i) 
to fig. 26-59(vi). 
© (1) Command: LIMITS (, J) 

Reset Model space limits: SES 
Specify lower left corner or [ON/OFF] <0.0000,0.0000>: CD) 
Specify upper right corner <12.0000,9.0000>: 120,90 (, 1) 

(2) Command: VPOINT (. |J) 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 


R1 
Specify a view point or [Rotate] «display compass and a 
tripod: 1,-1,1 (, |) 2 cgo 
Regenerating model. | | 


(3) Command: ZOOM (|) EM 
Specify corner of window, enter a scale factor (nX or nXP), or “Ee 
IAl/Center/Dynamic/Extents/Previous/Scale/Window] « real | | 
time»: ALL (, ) | НІС. 26-59(1) 


(4) Command: RECTANGLE Gp 
Specify first corner point or [Chamfer/Elevation/Fillet/Thickness/Width]: 0,0 (, |) 
Specify other corner point or [Dimensions]: 80,60 (, |) 


696 Engineering Drawing [Ch. 26 


(5) 


Command: EXTRUDE (, J) e 


9 
Current wire frame density: ISOLINES—4 "E 
Select objects to extrude: (Select rectangle R1) | 
Select objects to extrude: (J) 


Specify height of extrusion or [Direction/Path/Taper p 
angle]<40.0000>: -10 (|) FIG. 26-59(11) 


Command: CYLINDER (J) 
Specify center point of base or [3P/2P/Ttr/Elliptical]: 15,15 (J) 
Specify base radius or [Diameter]: d (J) 

Specify diameter: 10 (J) 

Specify height or [2Point/Axis endpoint] « -20.0000»: 
-30 (J 

Command: 3DARRAY (!) 

Initializing... 3DARRAY loaded. 

Select objects: (Select Cylinder CL1) 

Select objects: (J) 

Enter the type of array [Rectangular/Polar] «R»: R 
(H) 

Enter the number of rows (—) <1>: 2 (D 
Enter the number of columns (|||) «1»: 3 (J) 
Enter the number of levels (...) «12: 1 (J 
Specify the distance between rows (—): 30 (, |) 
Specify the distance between columns (|||): 25 
(LJ) 

Command: SUBTRACT (, |) 


Select solids, surfaces and regions to subtract 
from .. 


Select objects: (Select solid $1) 

Select objects: (|) 

Select solids, surfaces and regions to subtract .. 
Select objects: (Select Cylinder CL1) 

Select objects: (Select Cylinder CL2) 

Select objects: (Select Cylinder CL3) 

Select objects: (Select Cylinder CL4) 

Select objects: (Select Cylinder CL5) 

Select objects: (Select Cylinder CL6) 

Select objects: (, ]) 

Command: ZOOM (|) 

Specify corner of window, enter a scale factor (nX or nXP), or 


[All/Center/Dynamic/Extents/Previous/Scale/Window] 
«real time»: ALL (, 


FIG. 26-59(vi) 


(10) Command: SHADEMODE (, |) 


Enter an option [2dwireframe/3dwireframe/.../Conceptual/...] «Conceptual»: С (J) 


(11) Save This File As Module 26-47.DWG 
Output of Module 26-47 (fig. 26-59): 
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MODULE 26-47: USE OF 3D RECTANGULAR ARRAY 


FIG. 26-59 


wn 


Module 26-48. Draw a three dimensional diagram as shown in fig. 26-60. Use 
3D Slice command. 


To draw a three dimensional diargram using the steps mentioned below. After 
executing the commands in sequence, we will get the output as shown in fig. 26-60(i) 
to fig. 26-60(iii). 


(1) Command: LIMITS (D 
Reset Model space limits: 
Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (, f) 
Specify upper right corner <12.0000,9.0000>: 120,90 (J) 
(2) Command: VPOINT CD 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 (|) 
Regenerating model. 
(3) Command: ZOOM (|) 
Specify corner of window, enter a scale factor (nX or nXP), or 


[All/Center/Dynamic/Extents/Previous/Scale/Window] 
«real time»: ALL (I) 


Regenerating model. 


(4) Command: CONE (, |) S 
Specify center point of base or [3P/2P/Ttr/Elliptical]: см 
0,0 (p E Y 


Specify base radius or [Diameter] «5.0000»: d (, |) 
Specify diameter «10.0000»: 80 (|) 


Specify height or [2Point/Axis endpoint/Top radius] 
<-30.0000>: 90 (|) | FIG. 26-60(i) 


280 „ 
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(5) Command: SLICE (P 
Select objects to slice: (Select Cone CN1) 
Select objects to slice: (P 


Specify start point of slicing plane or [planar Object/ 
Surface/Zaxis/View/XY/YZ/ZX/3points] <3points>: YZ (, ) ОМ 


Specify a point on the YZ-plane <0,0,0>: (, ) | 


Specify a point on desired side or [keep Both sides] «Both»: 
E ke 


(6) Command: ERASE (P 
Select objects: (Select Half Cone CN2) 
Select objects: (J) 

(7) Command: SHADEMODE (p) _ 


Enter an option [2dwireframe/3dwireframe/3dHidden/ 
Realistic/Conceptual/Other] «Conceptual»: С (, |) 


(8) Save This File As Module 26-48.DWG 
Output of Module 26-48 (fig. 26-60): 


FIG. 26-60(ii) 


MODULE 26-48: USE OF 3D SLICE COMMAND 


Module 26-49. Draw a three dimensional diagram as shown in fig. 26-61. Use 
3D commands such as Mirror3D and Chamfer. 

To Draw a three dimensional diagram using steps mentioned below. After executin 
the commands in sequence, we will get the output as shown in fig. 26-61(i) to fig. 26-61 (iii). 
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(1) 


(2) 


(3) 


(4) 


(6) 


(8) 


Command: LIMITS (. |) 

Reset Model space limits: 

Specify lower left corner or [ON/OFF] <0.0000,0.0000>: (P 

Specify upper right corner <12.0000,9.0000>: 120,90 (. |) à 

Command: ZOOM (J) 

Specify corner of window, enter a scale factor (nX or nXP), or 

[All/Center/Dynamic/Extents/Previous/Scale/..] «real time»: ALL (, |) 

Regenerating model. 

Command: VPOINT (J) 

Current view direction: VIEWDIR=0.0000,0.0000,1.0000 

Specify a view point or [Rotate] «display compass and tripod»: 1,-1,1 

Regenerating model. 

Command: ВОХ (, |) 

Specify first corner or [Center]: 0,0,0 (. |) 

Specify other corner or [Cube/Length]: L (D қ 

Specify length: 50 (J) (When 0° polar is ОМ) = 

Specify width: 40 (1) (When 90° polar is ON) 

Specify height or [2Point]: 30 (|) 

Command: СНАМҒЕК (J) | 
FIG. 26-61(1) 


(TRIM mode) Current chamfer Disti = 0.0000, Dist2 
- 0.0000 


Select first line or [Undo/Polyline/Distance/Angle/ 
Trim/mEthod/Multiple]: (Select Edge E1) 


%> 
Base surface selection... 
Enter surface selection option [Next/OK (current)] bz 
«OK»: C) S 
Specify base surface chamfer distance: 20 (|) ux 
Specify other surface chamfer distance «20.0000»: 
40 (p Ф Ай 


Select an edge or [Loop]: (Select Edge E1) 
Select an edge or [Loop]: (J) FIG. 26-61 (ii) 
Command: MIRROR3D (, |) 

Select objects: (Select solid) 

Select objects: (. 

Specify first point of mirror plane (3 points) or 
[Object/Last/Zaxis/View/XY/YZ/ZX/3points] 
<3points>: YZ (. |) 

Specify point оп YZ plane <0,0,0>: (Select Osnap 
magnet M1) 

Delete source objects? [Yes/No] <N>: (D 
Command: SHADEMODE (J) 


Enter an option [2dwireframe/3dwireframe/3dHidden/ 
Realistic/Conceptual/Other] « Conceptual»: С (J) 


Save This File as Module 26-49.DWG 


9 


Output of Module 26-49 (fig. 26-61): FIG. 26-61 (iii) 
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MODULE 26-49: USE OF MIRROR3D AND CHAMFER COMMANDS 


Refer module 26-50 | 

(i) Create 3D solid model or open file. 

(ii) Set the isometric view using VPOINT command. 

(iii) To set perspective view, use DVIEW command and select DISTANCE option. 
(iv) To turnoff perspective view. Use OFF option of DVIEW command. 


Module 26-50. Open file Module 26-43.DWG and set perspective view. 


(1) Open File Module 26-43.DWG 
(2) Command: ZOOM (J) 2% Е | 
Specify corner of window, enter а scale factor (пХ ог nXP), 
ог 
[All/Extents/Window/Previous/Object] «real time»: ALL (, J) 
(3) Command: VPOINT (J) 
Current view direction: VIEWDIR=0.0000,0.0000,1.0000 
а, d ade or [Rotate] «display compass and tripod»: Fic. 26-620) 
(4) Command: DVIEW (. ]) n | 
Select objects or «use DVIEWBLOCK»: (Select 3DSolid S1) 
Select objects or «use DVIEWBLOCK>: (J) 
Enter option ^ | | 
[CAmera/TArget/Distance/POints/PAn/Zoom/TWist/CLip/Hide/Off/ 
Undo]: D (,] mE "P | 
Specify new camera-target distance «29.3885»: (p 
Enter option Ж | 
[CAmera/TArget/Distance/POints/PAn/Zoom/TWist/CLip/Hide/Off/ 
Undo]: (J) 
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(5) Command: ZOOM (.p 
Specify corner of window, enter a scale factor (nX or nXP), or 
[All/Extents/Window/Previous/Object] «real time»: ALL (p 
(6) Click Save from File menu 


. Prepare a report on the computer hardware, peripherals and CAD software available 


in your laboratory. 


2. What are the reasons for implementing a CAD system? What are the disadvantages? 


oo N 


10. 


11. 


. List the main functions of a CAD system. 
. Explain the following 2D drawing entities with the help of sketch: 


Line, Arc, Polyline, Ellipse, Donut, Polygon. 


. With suitable examples explain the following transformations: 


(i) Moving an object (іу) Copying an object 
(ii) Scaling an object (у) Mirroring an object. 
(iii) Rotation of an object 


. What is the difference between COPY and MOVE? 
. Make sketches of 3D solid modelling primitives and name them. 
. Explain in brief: 


(i) Wireframe modelling; (ii) Surface modelling; (iii) Solid modelling. 


. With the help of suitable examples, explain the boolean operations that can be 


performed on solid primitives. | 
Using the CAD software available in your laboratory, create the drawings of 
fig. 2-13 to fig. 2-26 shown on pages 31 and 32. 


Study modules 26-1 to 26-14 carefully. Draw Hexagonal-headed bolt with hexagonal 
nut and washer as shown in fig. 26-63. 


FiG. 26-63 
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12. 


13. 


14. 
15; 
16. 
17 
18. 
19. 
20. 
21. 
22x 
28: 
24. 
29. 
26. 
27: 
28. 
29. 
30. 
31. 
52. 


Draw fig 26-64 using line, circle, rectangle, fillet, rectangular array, polar array, 
dimension, hatch, layer, hidden line, center line etc., commands. 


ҒІС. 26-64 


Name four UCS options that only rotates the UCS about the origin but do not 
move the origin. 


Write differences between Array and 3DArray. 

How does the TABSURF command differ from the RULESURF command? 
What are the use of Surftab1 and Surftab2 command? 

Explain the use of Elev command. 

How does shademode's flat shading option differs from 3D wireframe option. 
List basic differences between surface models and solid models. 

What are the requirements for profile objects of extruded and removed solids. 
Write the name and sequence of command to create hole in solid. 

What are the differences between the Union command and Slice command. 
Write the uses of blocks and wblocks and write differences between them. 
Mention the use of Insert command and explain it's scale option. 

How layer helps in organizing the drawing obiects. 

What are the ways to assign properties to drawing objects? 

How can we fillet edges of solids. Explain the sequence. 

Give difference between Subtract and Intersect command. 

List the hardware configuration required for AutoCAD 2010. 

What is the use of VPOINT command. 

Write the difference between Line and Polyline command. 

Why do we use Polyline command to create solid filled arrow. 
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